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WSR 16-09-004 
PERMANENT RULES 
DEPARTMENT OF HEALTH 
[Filed April 7, 2016, 11:19 a.m., effective May 8, 2016] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: WAC 246-980-065, the amended rule imple- 
ments HB 1531 (chapter 152, Laws of 2015), removing the 
end date for issuing provisional certifications for certain 
long-term care workers. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 246-980-065. 

Statutory Authority for Adoption: RCW 18.88B.060. 

Adopted under notice filed as WSR 15-24-091 on 
November 30, 2015. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 1, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
0, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 1, Repealed 0. 

Date Adopted: February 12, 2016. 


John Wiesman, DrPH, MPH 
Secretary 


AMENDATORY SECTION (Amending WSR 14-09-002, 
filed 4/3/14, effective 5/4/14) 


WAC 246-980-065 Home care aide provisional certi- 
fication. (1) The department may issue a provisional certifi- 
cation to a long-term care worker who is limited-English pro- 
ficient and submits: 

(a) A request for a provisional certification; and 

(b) Verification of his or her date of hire as a long-term 
care worker, as follows: 

(1) For individual providers, verification of the appli- 
cant's date of hire submitted directly by the department of 
social and health services; or 

(ii) For all other applicants, a form supplied by the 
department and completed by the employer who hired the 
applicant as a long-term care worker, verifying the appli- 
cant's date of hire. 

(2) A provisional certification will be issued only once. 

(3) A provisional certification will take effect two hun- 
dred days from the applicant's date of hire as a long-term care 
worker, as defined in WAC 246-980-010(2). 

(4) A provisional certification will expire two hundred 
sixty days from the applicant's date of hire as a long-term care 
worker. The applicant must stop working on the two hundred 
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sixtieth day of employment if the certification has not been 
granted for any reason. 

(5) A request for provisional certification may be denied 
pursuant to chapter 18.130 RCW, the Uniform Disciplinary 
Act, or based on RCW 18.88B.080. 

(6) For the purposes of this section, "limited-English 
proficient" means that an individual is limited in his or her 
ability to read, write, or speak English. 

(()-Previsional certificationswill net _beissued_after 
Mareht, 2016.)) 


WSR 16-09-008 
PERMANENT RULES 
STATE BOARD OF HEALTH 
[Filed April 8, 2016, 10:23 a.m., effective May 9, 2016] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: WAC 246-290-460 Fluoridation of drinking 
water, the rule adopts a single optimal fluoridation concentra- 
tion level, reduces the operating range tolerance, requires 
Group A public water systems that fluoridate to notify the 
department of health before they stop fluoridating, and makes 
clarifying changes. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 246-290-460. 

Statutory Authority for Adoption: RCW 43.20.050. 

Other Authority: RCW 70.119A.080. 

Adopted under notice filed as WSR 16-03-084 on Janu- 
ary 20, 2016. 

A final cost-benefit analysis is available by contacting 
Theresa Phillips, Department of Health, P.O. Box 47820, 
Olympia, WA 98504-7820, phone (360) 236-3147, fax (360) 
236-2250, e-mail theresa.phillips@doh.wa.gov. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 1, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
0, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 1, Repealed 0. 

Date Adopted: March 9, 2016. 


Michelle A. Davis 
Executive Director 


AMENDATORY SECTION (Amending WSR 99-07-021, 
filed 3/9/99, effective 4/9/99) 


WAC 246-290-460 Fluoridation of drinking water. 
(1) Purveyors shall obtain written department approval of flu- 
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oridation treatment facilities before placing them in service 
and shall notify the department before discontinuing fluorida- 

tion. 
(2) Where fluoridation is practiced, ((parveyers—shalt 
maintain fluoride concentrations 4 tithe range-O-8 throught 3. 
i )) the optimal fluo- 


ride concentration is 0.7 mg/L. 

(3) ((Where-fluoridatioms-practiced)) To ensure concen- 
trations remain as close as possible to the optimal fluoride 
concentration throughout the entire distribution system and 
fluoridation facilities and monitoring equipment are operat- 

ing properly, purveyors shall take the following actions ((te 
ensurethat concentrations remat at ee ines andthat 


fluoridatio . 
(a) ((Baity)) Monitoring. 
(i) ((Fake—deily)) Each business day, collect routine 


monitoring samples ((for-each point of Huoride addition and 
—Samptesmust betaken 


downstream from eachflueride injection-peint-at-the first 
sampletapwwhere adequate mixinge has- occurred. 
ee E a 


@Ð)) downstream from each fluoride injection point at 


the first sample tap where adequate mixing has occurred. 

(ii) Analyze samples in accordance with procedures 
identified in the 22nd edition of Standard Methods for the 
Examination of Water and Wastewater, January 2012, or 
other department-approved procedures. 

(iii) Once per month, collect a split sample at the same 
location routine monitoring samples are collected and pro- 
cess as follows: 

(A) Analyze half the sample and record the results on the 
chain of custody document; and 

(B) Submit the other half of the sample for analysis to a 
drinking water certified laboratory with the chain of custody 
document. 


(b) Reporting. 

(i) Record routine analysis results on a monthly report 
form provided by the department. 

(ii) If more than one routine monitoring sample is col- 
lected on any given day, average sample results and record 
the average. 

Gii) Submit monthly monitoring reports to the depart- 
ment within the first ten days of the month following the 
month in which the samples were collected. 


(((6} Monthly split samphng- 


ee 


(asd TF o-oo liv saple ome by-tho-uolts Ned Iab to ke 
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CA} Notavithin the -range-of 0-8 tet 3 me the pur 
vers fluoridation proce ha e-econsidered cute A 


(B)-Differine_by—meore—than 0.30 -meA from the-pur 
veyor's-anabytical result the purveyors froride testing shalt 
be-considered_outefeentrel 


section_G)- of this - section in accordance with procedures 
Hsted in the most reeent edition of Standard Methods for the 


(5)-The purveyor may-be required by the department) 
(4) If any sample or measurement in subsection (3) of this 
section is found to be out of operating tolerance or off mea- 
sure, the purveyor shall take appropriate action to meet the 
requirements of this section. 

(a) Operating tolerance means within the range of 0.5 to 
0.9 mg/L. 

(b) Off measure means the drinking water certified labo- 
ratory result differs by more than 0.2 mg/L from the pur- 
veyor's analytical result. 

(5) The department may require the purveyor to increase 
the frequency, ((and/)) or change the location of sampling 
prescribed in subsection (3) of this section to ensure ((the)) 
adequacy and consistency of fluoridation. 


WSR 16-09-014 
PERMANENT RULES 
HORSE RACING COMMISSION 
[Filed April 11, 2016, 8:41 a.m., effective May 12, 2016] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: Clarifies that purses are not officially consid- 
ered earned until such time as any test samples taken have 
been reported clear. 

Citation of Existing Rules Affected by this Order: 
Amending chapter 260-52 WAC. 

Statutory Authority for Adoption: RCW 67.16.020. 

Adopted under notice filed as WSR 16-06-024 on Febru- 
ary 22, 2016. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 1, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 1, Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 1, Amended 
0, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 1, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 0, Repealed 0. 

Date Adopted: April 8, 2016. 


Douglas L. Moore 
Executive Secretary 
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NEW SECTION 


WAC 260-52-075 Declaring race "official" in respect 
to purses. No purse money may be officially won by the 
owners of any horse for which a test sample was submitted 
until the testing laboratory reports that the sample is clear of 
prohibited substances or there are no overages of permitted 
medications. Upon notice of a positive sample by the testing 
laboratory, no purse may be released to the owners of the 
horse in question pending a final determination of the alleged 
infraction. 


WSR 16-09-015 
PERMANENT RULES 
HORSE RACING COMMISSION 
[Filed April 11, 2016, 8:42 a.m., effective May 12, 2016] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: Clarifies the levels of approved NSAIDs that 
may appear in a post race sample and when a violation is con- 
sidered. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 260-70-640. 

Statutory Authority for Adoption: RCW 67.16.020. 

Adopted under notice filed as WSR 16-06-023 on Febru- 
ary 22, 2016. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 1, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 1, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
1, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 1, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 0, Repealed 0. 

Date Adopted: April 8, 2016. 


Douglas L. Moore 
Executive Secretary 


AMENDATORY SECTION (Amending WSR 12-07-005, 
filed 3/9/12, effective 4/9/12) 


WAC 260-70-640 Permitted medication. Trainers 
using permitted medication in the care of their horses are sub- 
ject to all rules governing such medications. Failure to 
administer permitted medication to a horse on a program of 
permitted medication is a violation of these rules. 

(1) The use of one of three approved nonsteroidal anti- 
inflammatory drugs (NSAIDs) is permitted under the follow- 
ing conditions: 

(a) The drug may not exceed the following permitted 
serum or plasma threshold concentrations, which are consis- 
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tent with administration by a single intravenous injection at 
least twenty-four hours before the post time for the race in 
which the horse is entered: 

(1) Phenylbutazone - 5 micrograms per milliliter in over- 
night and nongraded stakes races, and 2 micrograms per mil- 
liliter in graded stakes races; 

(ii) Flunixin - 50 nanograms per milliliter; 

(iii) Ketoprofen - 10 nanograms per milliliter. 

(b) No NSAID, including the approved NSAIDs listed in 
this rule, may be administered within the twenty-four hours 
before post time for the race in which the horse is entered. 

(c) The presence of ((mere+than-one-ofthe-three)) a sec- 
ond approved NSAID((s,-with+the-exeeption-ef)) will not be 
considered a violation if the approved NSAID is not over the 
secondary threshold as follows: 

(i) Phenylbutazone ((#+-a-concentration-below—iniere- 
gram-permililiterofseruntorplasme-er)) - 1 mcg per milli- 
liter: 

(ii) Flunixin - 3 ng per milliliter; 

(111) Ketoprofen - 1 ng per milliliter. 

(d) Any unapproved NSAID in the post-race serum or 
plasma sample is not permitted. The use of all but one of the 
approved NSAIDs must be discontinued at least forty-eight 
hours before the post time for the race in which the horse is 
entered. 

(2) Any horse to which a NSAID has been administered 
is subject to having a blood and/or urine sample(s) taken at 
the direction of an official veterinarian to determine the quan- 
titative NSAID level(s) and/or the presence of other drugs 
which may be present in the blood or urine sample(s). 


WSR 16-09-017 
PERMANENT RULES 
HORSE RACING COMMISSION 
[Filed April 11, 2016, 9:30 a.m., effective May 12, 2016] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: Adds a time restriction for the administration of 
furosemide. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 260-70-650. 

Statutory Authority for Adoption: RCW 67.16.020. 

Adopted under notice filed as WSR 16-06-087 on Febru- 
ary 29, 2016. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 

Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 1, Repealed 0. 

Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 1, Repealed 0. 

Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
1, Repealed 0. 

Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 1, Repealed 0; Pilot Rule Making: 


Permanent 


WSR 16-09-034 


New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 0, Repealed 0. 


Date Adopted: April 18, 2016. 
Douglas L. Moore 


Executive Secretary 


AMENDATORY SECTION (Amending WSR 07-07-036, 
filed 3/12/07, effective 4/12/07) 


WAC 260-70-650 Furosemide. (1) Furosemide may be 
administered intravenously to a horse which is entered to 
compete in a race. Except under the instructions of an official 
veterinarian for the purpose of removing a horse from the vet- 
erinarian's list or to facilitate the collection of a urine sample, 
furosemide will be permitted only after an official veterinar- 
ian has placed the horse on the furosemide or bleeder list. 


(2) The use of furosemide is permitted under the follow- 
ing circumstances: 


(a) Furosemide must be administered on the grounds of 
the association, by a single intravenous injection((;)). Admin- 
istration of furosemide must be no later than three hours prior 
to post time for the race for which the horse is entered without 
prior approval of a regulatory veterinarian. 


(b) The furosemide dosage administered must not 
exceed 500 mg nor be less than 150 mg. 


(c) The trainer of the treated horse must deliver to an 
official veterinarian or his/her designee no later than one hour 
prior to post time for the race for which the horse is entered 
the following information under oath on a form provided by 
the commission: 


(i) The name of the horse, the horse's tattoo number, 
racetrack name, the date and time the furosemide was admin- 
istered to the entered horse; 


(ii) The dosage amount of furosemide administered to 
the entered horse; ((and)) 


(iii) The printed name and signature of the attending 
licensed veterinarian who administered the furosemide((-)): 
and 

(iv) The signature of the trainer or his/her representative. 


(d) Failure to administer furosemide in accordance with 
these rules may result in the horse being scratched from the 
race by the stewards. 


(e) Test results must show a detectable concentration of 
the drug in the post-race serum, plasma or urine sample. 


(1) The specific gravity of post-race urine samples may 
be measured to ensure that samples are sufficiently concen- 
trated for proper chemical analysis. The specific gravity must 
not be below 1.010. If the specific gravity of the urine is 
found to be below 1.010 or if a urine sample is unavailable 
for testing, quantitation of furosemide in serum or plasma 
will be performed; 

(ii) Quantitation of furosemide in serum or plasma must 
be performed when the specific gravity of the corresponding 
urine sample is not measured or if measured below 1.010. 
Concentrations may not exceed 100 nanograms of furose- 
mide per milliliter of serum or plasma. 
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WSR 16-09-034 
PERMANENT RULES 
HORSE RACING COMMISSION 
[Filed April 14, 2016, 9:24 a.m., effective May 15, 2016] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: Adds language in the trainer responsibility to 
indicate that they are responsible to inform the owners of 
horses in their care are notified of pending allegations of rule 
violations that involve their horses. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 260-28-295. 

Statutory Authority for Adoption: RCW 67.16.020. 

Adopted under notice filed as WSR 16-06-025 on Febru- 
ary 22, 2016. 

Changes Other than Editing from Proposed to Adopted 
Version: Changed the wording, "shall" to "will" in two 
instances. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 1, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 1, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
1, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 1, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 0, Repealed 0. 

Date Adopted: April 8, 2016. 


Douglas L. Moore 
Executive Secretary 


AMENDATORY SECTION (Amending WSR 12-05-042, 
filed 2/10/12, effective 3/12/12) 


WAC 260-28-295 Trainer responsibility. The purpose 
of this section is to identify the minimum responsibilities of 
the trainer that pertain specifically to the health and well- 
being of horses in his/her care. 

(1) The trainer is responsible for and is the absolute 
insurer of the condition of the horses entered regardless of the 
acts of third parties. 

(2) The trainer is responsible for the condition of horses 
in his/her care. 

(3) The trainer will immediately notify the owner(s) of 
any horses in the trainer's care of any pending rule violations 
involving their horse(s) including, but not limited to, alleged 
medication violations. Notice to the trainer will be deemed 
notice to the owner. 

(4) The trainer is responsible for the presence of any pro- 
hibited drug, medication, or other prohibited substance, 
including permitted medication in excess of the maximum 
allowable concentration, in horses in his/her care. A positive 
test for a prohibited drug, medication or substance, including 
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permitted medication in excess of the maximum allowable 
concentration, as reported by a commission-approved labora- 
tory, is prima facie evidence of a violation of this rule. In the 
absence of substantial evidence to the contrary, the trainer 
will be held responsible. 

(((4))) (5S) A trainer will prevent the administration of 
any drug or medication or other prohibited substance that 
may cause a violation of these rules. 

((G))) (6) A trainer whose horse has been claimed 
remains responsible for violation of any rules regarding that 
horse's participation in the race in which the horse is claimed. 

((€6))) (Z) The trainer is responsible for: 


(a) Maintaining the assigned stable area in a clean, neat 
and sanitary condition at all times; 

(b) Using the services of those veterinarians licensed by 
the commission to attend to horses that are on association 
grounds; 

(c) The proper identity, custody, care, health, condition 
and safety of horses in his/her care; 

(d) Immediately reporting the alteration of the sex of a 
horse to the horse identifier and the racing secretary; 

(e) Promptly reporting to the racing secretary and an 
official veterinarian when a posterior digital neurectomy 
(heel nerving) is performed on a horse in his/her care and 
ensuring that such fact is designated on its certificate of reg- 
istration; 

(f) Promptly report to the racing secretary, when mares 
who have been entered to race, have been bred; 

(g) If a colt or horse has been gelded, promptly submit a 
completed gelding report to The Jockey Club Office, or 
report the fact to the racing secretary; 

(h) Promptly reporting the serious injury and/or death of 
any horse at locations under the jurisdiction of the commis- 
sion to the stewards and the official veterinarian and compli- 
ance with the rules in this chapter governing postmortem 
examinations; 

(i) Maintaining knowledge of the medication record and 
medication status of horses in his/her care; 

(j) Immediately reporting to the stewards and the official 
veterinarian knowledge or reason to believe, that there has 
been any administration of a prohibited medication, drug or 
substance; 

(k) Ensuring the fitness to perform creditably at the dis- 
tance entered; 

(1) Ensuring that every horse he/she has entered to race is 
present at its assigned stall for a prerace soundness inspection 
as prescribed in chapter 260-70 WAC; 

(m) Ensuring proper bandages, equipment and shoes; 

(n) Attending the collection ofa urine or blood sample or 
delegating a licensed employee or the owner to do so; and 

(o) Ensuring that all the trainer's employees wear a safety 


helmet and safety vest while on horseback, in compliance 
with WAC 260-12-180. 
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WSR 16-09-045 
PERMANENT RULES 
GAMBLING COMMISSION 
[Order 719—Filed April 15, 2016, 9:56 a.m., effective July 15, 2016] 


Effective Date of Rule: July 15, 2016, except for WAC 
230-13-080 which will have an effective date of May 16, 
2016. 

Purpose: At their April 2016 meeting, the commissioners 
adopted rules for amusement games. Rules define merchan- 
dise prizes for amusement games. Merchandise prize means 
noncash prizes, including toys, novelties, retail items, food 
and beverages. Gambling activities, gift certificates and gift 
cards do not constitute merchandise prizes. No cash prizes 
can be awarded and no replays are allowed. The number of 
group 12 amusement games a licensee may have in their 
licensed premises was limited to twenty for charitable and 
nonprofit licensees and ten for commercial licensees. This 
tules package codifies current practice of allowing tickets or 
tokens awarded as prizes to be put onto a card. These tokens 
or tickets cannot be replayed. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 230-13-005, 230-13-130 and 230-13-080; 
and repealing WAC 230-13-140. 

Statutory Authority for Adoption: RCW 9.46.070, 
9.46.0201. 

Adopted under notice filed as WSR 16-04-053 on Janu- 
ary 28, 2016. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 3, Repealed 1. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
3, Repealed 1. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 3, Repealed 1. 

Date Adopted: April 15, 2016. 


Susan Newer 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 15-15-063, 
filed 7/10/15, effective 8/10/15) 


WAC 230-13-005 Amusement games authorized. (1) 
We authorize the approved groups of amusement games set 
forth in this chapter. Operators must only operate amusement 
games that meet the standards of at least one of the authorized 
groups. 

(2) Commercial businesses or nonprofit or charitable 
organizations may apply for licenses for amusement games. 

(3) Charitable or nonprofit organizations also may con- 
duct group | through 11 amusement games without a license 
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when authorized to do so under RCW 9.46.0321 and 9.46.- 
0331. 

(4) Operators must operate amusement games as either: 

(a) An attended amusement game. 

(1) An "attended amusement game" means an amusement 
game that requires the presence or assistance of a person 
(attendant) in the regular operation of the game; and 

(ii) These games must award a merchandise prize to 
players if players achieve the objective with one cost of play; 
and 

(iii) An attendant accepts cash, check, tickets or scrip to 
play the amusement game. The tickets and scrip are not 
redeemable for cash and must show the name of the operator 
or sponsor; or 

(b) A coin or token activated amusement game. 

(i) A "coin or token activated amusement game" means 
an amusement game that uses a mechanical, electronic, or 
electro-mechanical machine to allow the player to activate 
the game by inserting coins ((e£)), cash, tokens, or tokens on 
an electronic token card; and 

(ii) These games may dispense merchandise prizes, or 
coupons, tickets, ((e£)) tokens, or tokens onto an electronic 
token card redeemable for merchandise prizes. 

(5) Amusement games must not: 

(a) Award additional plays as prizes; or 

(b) Allow coupons, tickets, tokens or tokens on elec- 
tronic token cards that are awarded to be replayed; or 

(c) Result in any cash payment being awarded. 

(6) Amusement games must only award merchandise 
prizes. 

(a) Merchandise prizes mean noncash prizes including 
toys, novelties, retail items such as electronic goods, cloth- 
ing, accessories, as well as food, beverages and other items 
sold by the operator as a normal part of their business in com- 
pliance with all other state laws and regulations, except as 
provided in (b) of this subsection. 

(b) Pull-tabs and other gambling activities, gift certifi- 
cates or gift cards do not constitute merchandise prizes. 

(7) Electronic token card means a card issued by the 
operator that stores purchased credits available to play the 
amusement game separate from the coupons, tickets, or 
tokens awarded or dispensed as prizes from the play of the 
amusement game. Coupons, tickets, or tokens awarded as 
prizes cannot be used to play amusement games and must 
only be redeemed for merchandise prizes. 


AMENDATORY SECTION (Amending WSR 09-15-067, 
filed 7/13/09, effective 8/13/09) 


WAC 230-13-080 Operating coin or token activated 
amusement games. (1) Coin or token activated amusement 
games must have nonresetting coin-in meters, certified as 
accurate to within plus or minus one coin or token in one 
thousand plays, which stop play of the machine if the meter is 
removed or disconnected when operating at: 

(a) Amusement parks; or 

(b) Regional shopping malls; or 

(c) Movie theaters; or 

(d) Bowling alleys; or 

(e) Miniature golf course facilities; or 
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(f) Skating facilities; or 
(g) Family sports complexes. 


(i) A "family sports complex" is a facility, at a permanent 
location, to which people go to play sports. A family sports 
complex must offer multiple sports activities, such as indoor 
soccer, outdoor soccer, lacrosse, baseball, Frisbee, and lawn 
bowling and the gross receipts must be primarily from these 
sports activities. 


(ii) A family sports complex does not include a facility 
owned or operated by a school or school district; or 


(h) Amusement centers; or 
(1) Restaurants; or 


(j) Grocery or department stores. A "department or gro- 
cery store" means a business that offers the retail sale of a full 
line of clothing, accessories, and household goods, or a full 
line of dry grocery, canned goods, or nonfood items plus 
some perishable items, or a combination of these. A depart- 
ment or grocery store must have more than ten thousand 
square feet of retail and support space, not including the park- 
ing areas. 


(2) All coin or token activated amusement games must 
have a coin acceptor capable of taking money for one play 
and may have an additional acceptor to include paper money. 


(3) Operators using amusement games that do not return 
change must have a change-making bill acceptor or the abil- 
ity to get change in the immediate vicinity of such games. All 
amusement games using paper money acceptors must either: 


(a) Return change; or 


(b) Clearly disclose to players before play that change is 
not returned and disclose to them where at the location they 
may get change. 


(4) The maximum number of group 12 amusement 
games a licensee may have in their licensed premises is lim- 
ited to: 


(a) Twenty games for charitable and nonprofit licensees; 


and 
(b) Ten games for commercial licensees. 


AMENDATORY SECTION (Amending WSR 07-15-064, 
filed 7/16/07, effective 1/1/08) 


WAC 230-13-130 Display and exchange of amuse- 
ment game prizes. (1) Amusement game operators must 
prominently display a sample of each type of prize available. 


(2) Operators must only award prizes that are posted. 
However, after a player has won two or more prizes, opera- 
tors may offer that player the opportunity to exchange those 
prizes for one or more other prizes, but only if that prize was 
on display during the play of the game. 


(3) Operators must not allow winners to forfeit previ- 
ously won prize(s) in exchange for another play. 


(4) Operators may give winners tickets, coupons, tokens, 
or tokens stored on an electronic token card, which winners 
may combine with other tickets, coupons, tokens, or tokens 
on electronic token cards won and redeem for a merchandise 
prize. 


Washington State Register, Issue 16-09 


REPEALER 


The following section of the Washington Administrative 
Code is repealed: 


WAC 230-13-140 Price to play amusement games must 


be paid in cash or check. 
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Effective Date of Rule: Thirty-one days after filing. 

Purpose: The majority of revisions focus on correcting 
outdated language and grammatical style for an anticipated 
clearer understanding of the rules. Additional revisions 
include specifically describing which applicants will receive 
priority in the event of a waitlist for services occurring and 
adopting a recommendation that separates child care subsidy 
eligibility from payment authorization for child care. 

Citation of Existing Rules Affected by this Order: New 
WAC 170-290-0014, verifying information for provider pay- 
ment, 170-290-0100 [170-290-0106], when provider pay- 
ments start at application and reapplication, and 170-290- 
3670 [170-290-3675], when provider payments start at appli- 
cation and reapplication. 

Seventy-five Revised Sections: 


Part I. Introduction 


WAC 170-290-0001 Purpose and intent, 170-290-0002 
Scope of agency responsibilities, and 170-290-0003 Defini- 
tions. 


Part II. Working Connections Child Care 


Subtitle: Eligibility Requirements: WAC 170-290-0005 
Eligibility, 170-290-0012 Verifying consumers' information, 
and 170-290-0020 Eligibility—Special circumstances. 

Subtitle: Rights and Responsibilities: WAC 170-290- 
0025 Consumers' rights, 170-290-0030 Consumers' responsi- 
bilities, 170-290-0031 Notification of changes, 170-290- 
0032 Failure to report changes, and 170-290-0034 Providers' 
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Subtitle: Approved Activities: WAC 170-290-0040 
Approved activities for applicants and consumers participat- 
ing in WorkFirst, 170-290-0045 Approved activities for 
applicants and consumers not participating in WorkFirst, 
170-290-0050 Additional requirements for self-employed 
WCCC consumers, and 170-290-0055 Receipt of benefits 
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Subtitle: Income and Copayment Calculations: WAC 
170-290-0060 Countable income, 170-290-0065 Calculation 
of income, 170-290-0070 Excluded income and deductions, 
170-290-0075 Determining income eligibility and copay- 
ment amounts, 170-290-0082 Eligibility period, 170-290- 
0085 Change in copayment, and 170-290-0090 Minimum 
copayment. 
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Subtitle: Start Dates and Eligibility Period: WAC 170- 
290-0095 When WCCC benefits start, 170-290-0107 Denial 
of benefits—Date of redetermining eligibility, 170-290-0109 
Reapplication, and 170-290-0110 Termination of and rede- 
termining eligibility for benefits. 

Subtitle: Notice: 170-290-0115 Notice of payment 
changes. 

Subtitle: Eligible Child Care Providers: WAC 170-290- 
0125 Eligible child care providers, 170-290-0130 In- 
home/relative providers—Eligibility, 170-290-0135 In- 
home/relative providers—Information provided to DSHS, 
170-290-0138 In-home/relative providers—Responsibilities, 
170-290-0139 In-home/relative providers—Electronic atten- 
dance records—Records retention, 170-290-0140 In- 
home/relative providers—Ineligibility, 170-290-0143 In- 
home/relative providers—Background checks—Required 
persons, 170-290-0150 In-home/relative providers—Back- 
ground checks—Included information and sources, 170-290- 
0155 In-home/relative providers—Background checks— 
Subsequent steps, and 170-290-0167 In-home/relative pro- 
viders—Background checks—Disqualified person living 
with the provider. 

Subtitle: Subsidy Rates and Fees: WAC 170-290-0180 
WCCC subsidy rates, 170-290-0190 WCCC authorized and 
additional payments—Determining units of care, 170-290- 
0200 Daily child care rates—Licensed or certified child care 
centers and DEL contracted seasonal day camps, 170-290- 
0205 Daily child care rates—Licensed or certified family 
home child care providers, 170-290-0220 Special needs 
rates—Qualification and required documentation, 170-290- 
0225 Special needs rates—Licensed or certified child care 
facilities and seasonal day camps, 170-290-0230 Special 
needs rates—Licensed or certified family home child care 
providers, 170-290-0235 Special needs rates—In-home/rela- 
tive providers, 170-290-0247 Field trip/quality enhancement 
fees, 170-290-0249 Nonstandard hours bonus, and 170-290- 
0250 Eligible provider capacity and payment. 

Subtitle: Payment Discrepancies: WAC 170-290-0266 
Payment discrepancies—Generally, 170-290-0267 Payment 
discrepancies—Provider underpayments, 170-290-0269 Pay- 
ment discrepancies—Consumer underpayments, and 170- 
290-0271 Payment discrepancies—Consumer overpayments. 

Subtitle: Administrative Hearings - WCCC: WAC 170- 
290-0280 Right to request an administrative hearing. 


Part III. Seasonal Child Care 


Subtitle: Eligibility Requirements: 170-290-3520 Eligi- 
bility, 170-290-3530 Verifying consumers' and providers' 
information, 170-290-3550 Eligibility—Special circum- 
stances for two-parent families, and 170-290-3555 Eligibil- 
ity—Approved activities. 

Subtitle: Rights and Responsibilities: WAC 170-290- 
3560 Consumers' rights, 170-290-3565 Consumers' responsi- 
bilities, 170-290-3566 Subsidized child care providers' 
responsibilities, 170-290-3570 Notification of changes, 170- 
290-3580 Failure to report changes, and 170-290-3590 
DSHS's responsibilities to consumers. 

Subtitle: Income and Copayment Calculations: WAC 
170-290-3610 Countable income, 170-290-3630 Excluded 
income and deductions, 170-290-3640 Determining income 
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eligibility and copayment, and 170-290-3650 Change in 
copayment. 

Subtitle: Start Dates and Eligibility Period: WAC 170- 
290-3665 When SCC program subsidies start. 

Subtitle: Notice: WAC 170-290-3730 When notice of 
payment changes is not required. 

Subtitle: Eligible Providers and Rates: WAC 170-290- 
3750 Eligible child care providers, 170-290-3760 SCC sub- 
sidy rates, 170-290-3770 Authorized SCC payments, and 
170-290-3800 Eligible provider capacity and payment. 

Subtitle: Review Process: WAC 170-290-3840 New eli- 
gibility period. 

Subtitle: Payment Discrepancies: WAC 170-290-3855 
Termination of and redetermining eligibility for SCC pro- 
gram subsidies. 


Statutory Authority for Adoption: RCW 43.215.060 and 
43.215.070; chapter 43.215 RCW. 

Adopted under notice filed as WSR 16-06-083 on Febru- 
ary 26, 2016. 

Changes Other than Editing from Proposed to Adopted 
Version: Reinserted language inadvertently removed and 
added language to WAC 170-290-0190 to clarify the mean- 
ing of "full-time care." 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 3, Amended 75, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
0, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 0, Repealed 0. 

Date Adopted: April 15, 2016. 


Ross Hunter 
Director 


AMENDATORY SECTION (Amending WSR 15-01-033, 
filed 12/8/14, effective 1/8/15) 


WAC 170-290-0001 Purpose and intent. (1) This 
chapter establishes the requirements for eligible families to 
receive subsidized child care through the working connec- 
tions child care (WCCC) and seasonal child care (SCC) pro- 
grams as administered by DSHS under applicable state and 
federal law, to the extent of available funds. WCCC adminis- 
tered through the early childhood education and assistance 
program (ECEAP) shall follow ECEAP performance stan- 
dards and contracts. As used in chapter 170-290 WAC, "to 
the extent of available funds" includes one or more of the fol- 
lowing: 

(a) Limiting or closing enrollment; 
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(b) Establishing a priority list for new enrollees subject 
to applicable state and federal law. The priority list includes 
families participating in early head start-child care partner- 
ship slots; families with children with special needs; teen par- 
ents; homeless families according to the McKinney-Vento 
Act; families receiving TANF; TANF families curing a sanc- 
tion; and families that received WCCC/SCC within thirty 
days of application; or 

(c) Creating and maintaining a waiting list. 

(2) The purpose of WCCC, as provided in part II of this 
chapter, is to: 

(a) Assist eligible families in obtaining child care subsi- 
dies for approvable activities that enable them to work, attend 
training, or enroll in educational programs; and 

(b) Consider the health and safety of children while they 
are in care and receiving child care subsidies. 

(3) The purpose of SCC, as provided in part III of this 
chapter, is to: 

(a) Assist eligible families who are seasonally employed 
in agriculturally related work to pay for licensed child care; 
and 

(b) Consider the health and safety of children while they 
are in care and receiving child care subsidies. 

(4) No provision of this section shall be interpreted con- 
trary to RCW 43.215.250. 


AMENDATORY SECTION (Amending WSR 11-12-078, 
filed 5/31/11, effective 7/1/11) 


WAC 170-290-0002 Scope of agency responsibilities. 
DEL is designated as the lead agency for child care and 
development funds (CCDF) and oversees expenditure of 


CCDF funds. 

(1) The responsibilities of the department of early learn- 
ing (DEL) include, but are not limited to: 

(a) Determining child care subsidy policy for the WCCC 


and SCC programs((nehiding)): 
(b) Determining thresholds for eligibility and copayment 


(b))); and 

(c) Serving as the designated representative for the state 
to implement the collective bargaining agreement under 
RCW 41.56.028 for in-home/relative providers as defined in 
WAC 170-290-0003(((4)) (13), and for all licensed family 
((ehtld care previders)) homes. 

(2) The responsibilities of the department of social and 
health services (DSHS) include, but are not limited to((;)): 

(a) Service delivery for the WCCC and SCC programs, 
including determining who is eligible for WCCC and SCC 
benefits(G)); and 

(b) Authorizing payments for these programs, and man- 
aging payments made to providers that receive WCCC and 
SCC subsidies. 

(3) This allocation between DEL and DSHS is pursuant 
to section 501(2), chapter 265, Laws of 2006 (2SHB 2964), 
in which the legislature transferred all of the powers, duties, 
and functions relating to the WCCC program from DSHS to 
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DEL, except for eligibility staffing and eligibility payment 
functions, which remain in DSHS. 


AMENDATORY SECTION (Amending WSR 14-12-050, 
filed 5/30/14, effective 6/30/14) 


WAC 170-290-0003 Definitions. The definitions in this 
section apply throughout this chapter unless the context 
clearly requires otherwise. 

"Able" means being physically and mentally capable of 
caring for a child in a responsible manner. 

"Authorization" means: the (documentation —that 


)) transaction created by 
DSHS which allows the provider the ability to claim a pay- 
ment for child care provided during a family's approved 
activities during the current certification period. The transac- 
tion may be adjusted based on the family need. 

"Available" means being free to provide care when not 
participating in an approved ((werk)) activity under WAC 
170-290-0040, 170-290-0045, 170-290-0050, or 170-290- 
0055 during the time child care is needed. 

"Calendar year" means those dates between and 
including January 1st and December 31st. 

"Capacity" means the maximum number of children 
the licensee is authorized by the department to have in care at 
any given time. 

"Collective bargaining agreement" or "CBA" means 
the most recent agreement that has been negotiated and 
entered into between the exclusive bargaining representative 
for all licensed and license-exempt family child care provid- 
ers as defined in chapter 41.56 RCW. 

"Consumer" means the person receiving: 

(a) WCCC benefits as described in part II of this chapter; 


or 

(b) SCC benefits as described in part II of this chapter. 

"Copayment" means the amount of money the con- 
sumer is responsible to pay the child care provider toward the 
cost of child care, whether provided under a voucher or con- 
tract, each month. 

"Days" means calendar days unless otherwise specified. 

"DEL" means the department of early learning. 

"DSHS" means the department of social and health ser- 
vices. 

"Eligibility" means that a consumer has met all of the 
requirements of: 

(a) Part II of this chapter to receive WCCC program sub- 
sidies; or 

(b) Part III of this chapter to receive SCC program subsi- 
dies. 

"Employment" or "work" means engaging in any 
legal, income generating activity that is taxable under the 
United States Tax Code or that would be taxable with or 
without a treaty between an Indian Nation and the United 
States. This inelades unsubsidized employment, as veri! 


by ((anemployee 
form)) DSHS, apd eA Saar Biche as: 
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(a) Working in a federal or state paid work study pro- 
gram; or 

(b) VISTA volunteers, AmeriCorps, JobCorps, and 
Washington Service Corps (WSC) if the income is taxed. 

"In-home/relative provider" or "license-exempt pro- 
vider," referred to in the collective bargaining agreement as 
"family, friends and neighbors provider" or "FFN pro- 
vider," means a provider who meets the requirements in 
WAC 170-290-0130 through 170-290-0167. 

"In loco parentis" means the adult caring for an eligible 
child in the absence of the biological, adoptive, or step-par- 
ents, and who is not a relative, court-ordered guardian, or 
custodian, and is responsible for exercising day-to-day care 
and control of the child. 

"Night shift" means employment for a minimum of six 
hours between the hours of 8 p.m. and 8 a.m. 

"Preschool age child" means a child age thirty months 
through six years of age who is not attending kindergarten or 
elementary school. 

"SCC" means the seasonal child care program, which is 
a child care subsidy program described in part III of this 
chapter that assists eligible families who are seasonally 
employed in agriculturally related work outside of the con- 
sumer's home to pay for licensed or certified child care. 

"School age child" means a child not less than five 
years of age through twelve years of age who is attending 
kindergarten or elementary Seno. 

n )) "Seasonally avail- 
able agricultural related work" means work that is ((avaH- 
able only in-a-spectic season during part ofthe calendar year. 
Fhe-verlkis)) directly related to the cultivation, production, 
harvesting or processing of fruit trees or crops. 

"Self-employment" means engaging in any legal 
income generating activity that is taxable under the United 
States Tax Code or that would be taxable with or without a 
treaty between an Indian Nation and the United States, as ver- 
ified by Washington state business license, or a tribal, county, 
or city business or occupation license, as applicable, and a 
uniform business identification (UBI) number for approved 
self-employment activities that occur outside of the home. 
Incorporated businesses are not considered self-employment 
enterprises. 

"Waiting list" means a list of ((famittes-whe-are-cur 
renth—werkine and waitine for child care subsidies shen 
fundine is net avatable te- meet the requests from atteligible 
famites)) applicants or reapplicants eligible to receive sub- 
sidy benefits but funding is not available. 

"WCCC" means the working connections child care 
program, which is a child care subsidy program described in 
part II of this chapter that assists eligible families in obtaining 
child care subsidies for approvable activities ((that-enable 
them +teavork attend training, erenrol in educational pre- 
grams)) outside the consumer's home. 


AMENDATORY SECTION (Amending WSR 12-21-008, 
filed 10/5/12, effective 11/5/12) 


WAC 170-290-0005 Eligibility. (1) ((Parents-)) To be 
eligible for WCCC, the person applying for benefits must: 
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(a) Have parental control of one or more eligible chil- 
dren; 

(b) Live in the state of Washington; 

(c) Be the child's: 

(i) Parent, either biological or adopted; 

(11) Stepparent; 

(iii) Legal guardian verified by a legal or court docu- 
ment; 

(iv) Adult sibling or step-sibling; 

(v) Nephew or niece; 

(vi) Aunt; 

(vii) Uncle; 

(viii) Grandparent; 

(ix) Any of the relatives in (c)(vi), (vii), or (viii) of this 
subsection with the prefix "great," such as great-aunt; or 

(x) An approved in loco parentis custodian responsible 
for exercising day-to-day care and control of the child and 
who is not related to the child as described above; 

(d) Participate in an approved activity under WAC 170- 
290-0040, 170-290-0045, 170-290-0050, or have been 
approved per WAC 170-290-0055; 

(e) Comply with any special circumstances that might 
affect WCCC eligibility under WAC 170-290-0020; 

(f) Have countable income at or below two hundred per- 
cent of the federal poverty guidelines (FPG). The consumer's 
eligibility shall end if the consumer's countable income is 
greater than two hundred percent of the FPG; 

(g) Not have a monthly copayment that is higher than the 
state will pay for all eligible children in care; 

(h) Complete the WCCC application and DSHS verifica- 
tion process regardless of other program benefits or services 
received; and 

(1) Meet eligibility requirements for WCCC described in 
Part II of this chapter. 

(2) Children. To be eligible for WCCC, the child must: 

(a) Belong to one of the following groups as defined in 
WAC 388-424-0001: 

(i) A U.S. citizen; 

(ii) A U.S. national; 

(iii) A qualified alien; or 

(iv) A nonqualified alien who meets the Washington 
state residency requirements as listed in WAC 388-468-0005; 

(b) Live in Washington state, and be: 


(i) Less than ((age)) thirteen years of age; or 

(ii) Less than ((age)) nineteen years of age, and: 

(A) Have a verified special need, according WAC 170- 
290-0220; or 

(B) Be under court supervision. 


AMENDATORY SECTION (Amending WSR 12-21-008, 
filed 10/5/12, effective 11/5/12) 


WAC 170-290-0012 Verifying consumers' informa- 
tion. (1) A consumer must ((eompletethe DSHS-appHeation 
for WCCCbenefits-and)) provide all required information to 
DSHS to determine eligibility when(( 

(a))) the consumer initially applies ((fer-benefits-or 

(b)-Fhe-consumer)) or reapplies for benefits. 


(2) A consumer must provide verification to DSHS to 


determine ((#+he-er she-continuestoe-qualify)) continued eli- 
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gibility for benefits ((daringhis-or-her-eheibility peried)) 


when there is a change of circumstances under WAC 170- 
290-0031 during the eligibility period. 

(3) All verification that is provided to DSHS must: 

(a) Clearly relate to the information DSHS is requesting; 

(b) Be from a reliable source; and 

(c) Be accurate, complete, and consistent. 

(4) If DSHS has reasonable cause to believe that the 
information is inconsistent, conflicting or outdated, DSHS 
may: 

(a) Ask the consumer to provide DSHS with more verifi- 
cation or provide a collateral contact (a "collateral contact" is 
a statement from someone outside of the consumer's resi- 
dence that knows the consumer's situation); or 

(b) Send an investigator from the DSHS office of fraud 
and accountability (OFA) to make an unannounced visit to 
the consumer's home to verify the consumer's circumstances. 
See WAC 170-290-0025(9). 

(5) The verification that the consumer gives to DSHS 
includes, but is not limited to, the following: 

(a) A current WorkFirst individual responsibility plan 
(IRP) for consumers receiving TANF; 

(b) Employer name, address, and phone number; 

(c) State business registration and license, if self- 
employed; 

(d) ((Werk-seheel or trainine schedule Grhen request 

(e))) Hourly wage or salary; 

((€)) (e) Either the: 

(1) Gross income for the last three months; 

(11) Federal income tax return for the preceding calendar 
year; or 

(iii) DSHS employment verification form; 

D O Monthly unearned income the ((consumer)) 
household receives, such as supplemental security income 


(SSI) benefits or child support ((er-supplemental security 
income(SSP benefits: 


43))). Child support payment amounts are verified as fol- 
lows: 

(i) For applicants or consumers who are not receiving 
DSHS division of child support services, the amount as 
shown on a current court or administrative order; 

(ii) For applicants or consumers who are receiving 
DSHS division of child support services, the amount as veri- 
fied by the DSHS division of child support; 

(iii) For applicants or consumers who have an informal 
verbal or written child support agreement, the amount as ver- 
ified by the written agreement signed by the noncustodial 
parent (NCP). 

(g) If the other parent is in the household, the same infor- 
mation for them; 

((@)) (h) Proof that the child belongs to one of the fol- 
lowing groups as defined in WAC 388-424-0001: 

(i) A U.S. citizen; 

(ii) A U.S. national; 

(iii) A qualified alien; or 

(iv) A nonqualified alien who meets the Washington 
state residency requirements as listed in WAC 388-468- 
0005(G 
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G)-Name-and phone numberof the Heensed-child care 


Seeurity-eard:and 
i j ton-required by _- WAC 170-290- 
0435)). 

(6) If DSHS requires verification from a consumer that 
costs money, DSHS must pay for the consumer's reasonable 
costs. 

(7) DSHS does not pay for a self-employed consumer's 
state business registration or license, which is a cost of doing 
business. 

(8) If a consumer does not provide all of the verification 
requested within thirty days from the application date, DSHS 
will determine if a consumer is eligible based on the informa- 
tion already available to DSHS. 


NEW SECTION 


WAC 170-290-0014 Verifying information for a pro- 
vider's payment. (1) A consumer must provide all required 
information to DSHS to determine eligibility for payment to 
their provider. 

(2) All verification that is provided to DSHS must: 

(a) Clearly relate to the information DSHS is requesting; 

(b) Be from a reliable source; and 

(c) Be accurate, complete, and consistent. 

(3) If DSHS has reasonable cause to believe that the 
information is inconsistent, conflicting, or outdated, DSHS 
may: 

(a) Ask the consumer to provide DSHS with more verifi- 
cation or provide a collateral contact (a "collateral contact" is 
a statement from someone outside of the consumer's resi- 
dence that knows the consumer's situation); or 

(b) Send an investigator from the DSHS office of fraud 
and accountability (OFA) to make an unannounced visit to 
the consumer's home to verify the consumer's circumstances. 
See WAC 170-290-0025(9). 

(4) The verification that the consumer gives to DSHS 
includes, but is not limited to, the following: 

(a) Name and phone number of the licensed child care 
provider; and 

(b) For the in-home/relative child care provider, a: 

(1) Completed and signed criminal background check 
form; 

(ii) Legible copy of the proposed provider's photo identi- 
fication, such as a driver's license, Washington state identifi- 
cation, or passport; 

(iii) Legible copy of the proposed provider's valid Social 
Security card; and 

(iv) All other information required by WAC 170-290- 
0135. 
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AMENDATORY SECTION (Amending WSR 11-18-001, 
filed 8/24/11, effective 9/24/11) 


WAC 170-290-0020 Eligibility—Special circum- 
stances. (1) Child care provided at the consumer's place 
of work. A consumer is not eligible for WCCC benefits for 
((his-or-het)) the consumer's children when child care is pro- 
vided at the same location where the consumer works. 

(2) Consumer's child care employment. 

(a) A consumer may be eligible for WCCC benefits 

i i )) while working in a child 
care center ((but)) if the consumer does not provide direct 
care in the same classroom to ((his-er-her)) the consumer's 
children during work hours. 

(b) A consumer is not eligible for WCCC benefits 
((duringthetime-she-orhe-works)) while working in a family 
home child care where ((his-er-her)) the consumer's children 
are also receiving subsidized child care. 

(c) In-home/relative providers who are paid child care 
subsidies to care for children receiving WCCC benefits may 
not receive those benefits for their own children during the 
hours in which they provide subsidized child care. 

(d) A child care provider who receives TANF benefits on 
behalf of a dependent child may not bill the state for subsi- 
dized child care for that same child. 

(3) Two-parent family. 

(a) A consumer may be eligible for WCCC if ((he-ce 
she)) the consumer is a parent in a two-parent family and one 
parent is not able or available as defined in WAC 170-290- 
0003 to provide care for the children while the other parent is 
working or participating in approved activities. 

(b) If a consumer claims one parent is not able to care for 
the children the consumer must provide written documenta- 
tion from ((aHeensed-prefessionat)) an acceptable medical 
source (see WAC ((388-448-00280)) 388-449-0010) that 
states the: 

(1) Reason the parent is not able to care for the children; 

(ii) Expected duration and severity of the condition that 
keeps the parent from caring for the children; and 

(iii) Treatment plan if the parent is expected to improve 
enough to be able to care for the children. The parent must 
provide evidence from a medical professional showing he or 
she is cooperating with treatment and is still not able to care 
for the children. 

(4) Single-parent family. A consumer is not eligible for 
WCCC benefits when ((he-et-she)) the consumer is the only 
parent in the family and will be away from the home for more 
than thirty days in a row. 

(5) Legal guardians. 

(a) A legal guardian under WAC 170-290-0005 may 
receive WCCC benefits for ((his-er-her-weorker)) approved 
activities without ((his-or-her)) the spouse or live-in partner's 
availability to provide care being considered unless ((his-er 
her)) the spouse or live-in partner is also named on the per- 
manent custody order. 

(b) Eligibility for WCCC benefits is based on the con- 
sumer's: 

(i) Work or approved activities schedule((;)); 

(ii) The child's need for care((-and)): 

(iii) The child's income eligibility; and 
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(iv) Family size ((efere)) based on number of children 
under guardianship and needing care. 

(c) The consumer's spouse or live-in partner is not eligi- 
ble to receive subsidized child care payments as a child care 
provider for the child. 

(6) In loco parentis custodians. 

(a) An in loco parentis custodian may be eligible for 
WCCC benefits when he or she cares for an eligible child in 
the absence of the child's legal guardian or biological, adop- 
tive or step-parents. 

(b) An in loco parentis custodian who is not related to the 
child as described in WAC 170-290-0005(1) may be eligible 
for WCCC benefits if he or she has: 

(i) A written, signed agreement between the parent and 
the caregiver assuming custodial responsibility; or 

(11) Receives a TANF grant on behalf of the eligible 
child. 

(c) Eligibility for WCCC benefits is based on ((his—or 
her)) the consumer's: 

(i) Work schedule((;)): 

(ii) The child's need for care((-and)): 

(iii) The child's income eligibility; and 

(iv) Family size ((efere)) based on number of children 
under in loco parentis and needing care. 

(d) The consumer's spouse or live-in partner is not eligi- 
ble to receive subsidized child care payments as a child care 
provider for the child. 

(7) WorkFirst sanction. 

(a) A consumer may be eligible for WCCC if ((he-ershe 
is-a-sanctioned-WorkFirst-_participant-and)) the consumer is 
participating in an approved activity needed to remove a 
sanction penalty or to reopen ((his-er-her)) the consumer's 
WorkFirst case. 

(b) A WorkFirst participant who loses ((his-er-her)) a 
TANF grant due to exceeding the federal time limit for 
receiving TANF may still be eligible for WCCC benefits 
under WAC 170-290-0055. 


AMENDATORY SECTION (Amending WSR 12-11-025, 
filed 5/8/12, effective 6/8/12) 


WAC 170-290-0025 Consumers' rights. When a con- 
sumer applies for or receives WCCC benefits, the consumer 
has the right to: 

(1) Be free from discrimination in accordance with all 
applicable federal and state nondiscrimination laws, regula- 
tions, and policies; 

(2) Have WCCC eligibility determined within thirty 
days from ((his-or-her)) the application date per WAC 170- 
290-0095; 

(3) Be informed, in writing, of ((his-er-her)) the con- 
sumer's legal rights and responsibilities related to WCCC 
benefits; 

(4) Receive a written notice at least ten days before 
DSHS makes changes to lower or stop benefits except as 
stated in WAC ((470-290-9126)) 170-290-0115; 

(5) Ask for an administrative hearing if ((he-er-she)) the 
consumer does not agree with DSHS about a decision per 
WAC 170-290-0280; 
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(6) Ask a supervisor or administrator to review a deci- 
sion or action affecting the consumer's benefits without 
affecting the right to an administrative hearing; 

(7) Have an interpreter or translator service provided by 
DSHS within a reasonable amount of time and at no cost to 
the consumer; 

(8) Choose a provider as long as the provider meets the 
requirements in WAC 170-290-0125; 

(9) Ask the fraud early detection (FRED) investigator 
from the DSHS office of fraud and accountability (OFA) to 
come back at another time. A consumer does not have to let 
an investigator into ((his-er-her)) the consumer's home. This 
request will not affect the consumer's eligibility for benefits. 
If the consumer refuses to cooperate (provide the information 
requested) with the investigator, it could affect ((his-or-her)) 
the consumer's eligibility for benefits; 

(10) Access ((hts-er-her)) to the consumer's child at all 
times while the child is in child care; 

(11) Terminate child care without cause and without 
notice to the provider. Notice must be given to DSHS within 
five days of termination; 

(12) Not be charged by the consumer's licensed, certi- 
fied, or license-exempt provider, or be made to pay for the 
difference between the provider's private rate and the state 
maximum rate, when the provider's private rate for child care 
is higher than the maximum state rate; 

(13) Not be charged by the consumer's licensed or certi- 
fied provider, or be made to pay for: 

(a) The difference between the provider's registration fee 
and the state's maximum registration fee, when the provider's 
registration fee is higher; 

(b) Any day when the consumer's child is absent; 

(c) Vacation days when the provider chooses to close; 

(d) A higher amount than the state allows for field trips. 
If the consumer requests, and the provider has a written pol- 
icy in place, the consumer may voluntarily pay the difference 
between the amount that the state allows and the actual field 
trip cost; 

(e) A preschool tuition fee in addition to regular child 
care services; or 

(f) Child care services after the final day of care, when 
the provider stops caring for the consumer's children. 


AMENDATORY SECTION (Amending WSR 12-11-025, 
filed 5/8/12, effective 6/8/12) 


WAC 170-290-0030 Consumers' responsibilities. 
When a person applies for or receives WCCC benefits, the 
applicant or consumer must, as a condition of receiving those 
benefits: 

(1) Give DSHS correct and current information so DSHS 
can determine eligibility and authorize child care payments 
correctly; 

(2) Choose a provider who meets requirements of WAC 
170-290-0125; 

(3) Pay the copayment directly to the child care provider 
or arrange for a third party to pay the copayment directly to 
the provider; 
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(4) In cases of overdue or past due copayments, the con- 
sumer, as a condition of maintaining ((his-erher)) eligibility, 
must do one or more of the following: 

(a) Pay past or overdue copayments; 

(b) Give DSHS a written agreement between the pro- 
vider and consumer to verify that copayment arrangements 
include one or more of the following: 

(1) An installment payment plan; 

(11) A collection agency payment plan; 

(iii) In-kind services in lieu of paying the copayment; or 

(iv) Forgiveness of the copayment from the provider; or 

(c) Provide proof that the consumer has attempted to pay 
a copayment to a licensed provider who is no longer in busi- 
ness or a license-exempt provider who is no longer providing 
child care. "Proof" includes, but is not limited to, a return 
receipt that was signed for and not responded to, or a returned 
document that was not picked up; 

(5) Only use WCCC benefits while the consumer is 
((werking—or)) participating in WCCC approved activities 
outside the consumer's home; 

(6) Pay the provider for child care services when ((he-ef 
she)) the consumer requests additional child care for personal 
reasons other than ((werking-er)) participating in WCCC 
approved activities that have been authorized by DSHS; 

(7) Pay the provider for optional child care programs that 
((he-et-she)) the consumer requests. The provider must have 
a written policy in place charging all families for these 
optional child care programs; 

(8) Pay the provider the same late fees that are charged to 
other families, if the consumer pays a copayment late or picks 
up the child late; 

(9) Ensure that care is provided in the correct home per 
WAC ((470-290-439)) 170-290-0130 if the consumer uses an 
in-home/relative provider, and monitor the in-home/relative 
provider's quality of care to ensure that the child's environ- 
mental, physical, nutritional, emotional, cognitive, safety, 
and social needs are being met; 

(10) Cooperate (provide the information requested) with 
the child care subsidy audit process ((te-remain-elgible for 
WEEE): 

(a) A consumer becomes ineligible for WCCC benefits 
upon a determination of noncooperation ((and)): 

(b) The consumer remains ineligible until he or she 
meets child care subsidy audit requirements((-fDSHS-deter- 


=))s 

(c) The consumer may become eligible again when he or 
she meets WCCC requirements in part II of this chapter and 
cooperates; 

(d) Care can begin on or after the date the consumer 
cooperated and meets WCCC requirements in Part II of this 
chapter. 

(11) Provide the information requested by the fraud early 
detection (FRED) investigator from the DSHS office of fraud 
and accountability (OFA). If the consumer refuses to provide 
the information requested within fourteen days, it could 
affect ((his-orher)) the consumer's benefits; 

(12) Document their child's attendance in ((sebsidized)) 
child care by having the consumer or other person authorized 
by the consumer to take the child to or from the child care: 
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(a) If the provider uses a paper attendance record, sign 
the child in on arrival and sign the child out at departure, 
using their full signature and writing the time of arrival and 
departure; or 

(b) Record the child's attendance using an electronic sys- 
tem if used by the provider; 

(13) Provide ((te-his-or-her)) the in-home/relative pro- 
vider the names, addresses, and telephone numbers of per- 
sons who are authorized to pick up the child from care; and 

(14) Ensure that their children who receive ((subsi- 
dized)) child care outside of their own home are current on all 
immunizations required under WAC 246-105-030, except 
when the parent or guardian provides: 

(a) A department of health (DOH) medical exemption 
form signed by a health care professional; or 

(b) A DOH form or similar statement signed by the 
child's parent or guardian expressing a religious, philosophi- 
cal or personal objection to immunization. 


AMENDATORY SECTION (Amending WSR 12-21-008, 
filed 10/5/12, effective 11/5/12) 


WAC 170-290-0031 Notification of changes. When a 
consumer applies for or receives WCCC benefits, he or she 
must: 

(1) Notify DSHS, within five days, of any change in pro- 
viders; 

(2) Notify the consumer's provider within ten days when 
DSHS changes ((his-er-her)) the consumer's child care autho- 
rization; 

(3) Notify DSHS within ten days of any significant 
change related to the consumer's copayment or eligibility, 
including: 

(a) The number of child care hours the consumer needs 
(more or less hours); 

(b) The consumer's countable income, including any 
TANF grant or child support increases or decreases, only if 
the change would cause the consumer's countable income to 
exceed the maximum eligibility limit as provided in WAC 
170-290-0005. A consumer may notify DSHS at any time of 
a decrease in the consumer's household income, which may 
lower the consumer's copayment under WAC 170-290-0085; 

(c) The consumer's household size such as any family 
member moving in or out of ((his--ther)) the home; 

(d) Employment, school or approved TANF activity 
(starting, stopping or changing); 

(e) The address and telephone number of the consumer's 
in-home/relative provider; 

(f) The consumer's home address and telephone number; 
and 

(g) The consumer's legal obligation to pay child support; 

(4) Report to DSHS, within twenty-four hours, any pend- 
ing charges or conviction information the consumer learns 
about ((his-er-her)) the consumer's in-home/relative provider; 
and 

(5) Report to DSHS, within twenty-four hours, any pend- 
ing charges or conviction information the consumer learns 
about anyone sixteen years of age and older who lives with 
the provider when care occurs outside of the child's home. 
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AMENDATORY SECTION (Amending WSR 12-11-025, 
filed 5/8/12, effective 6/8/12) 


WAC 170-290-0032 Failure to report changes. A con- 
sumer's failure to report changes as required in WAC 170- 
290-0031 within the stated time frames may cause: 

(1) A copayment error. The consumer may be required to 
pay a higher copayment as stated in WAC 170-290-0085; or 

(2) A WCCC payment error. If an overpayment occurs, 
the consumer may receive an overpayment for what the pro- 
vider ((#s-aHewed+obi)) has correctly billed, including 
((biting-for)) absent days (see publications "Child Care Sub- 
sidies((-A-Beoklet)): A Guide for Licensed and Certified 
Child Care ((Previders_revised2012)) Centers", "Child 
Care Subsidies: A Guide for Licensed and Certified Family 
Home Child Care Providers" and "Child Care Subsidies: A 
Guide for Family, Friends and Neighbors Child Care Pro- 
viders"). 


AMENDATORY SECTION (Amending WSR 12-11-025, 
filed 5/8/12, effective 6/8/12) 


WAC 170-290-0034 Providers’ responsibilities. Child 
care providers who accept child care subsidies must do the 
following: 

(1) Comply with: 

(a) All of the DEL child care licensing or certification 
requirements as provided in chapter 170-295, 170-296A, or 
((4706-454)) 170-297 WAC, for child care providers who are 
licensed or certified; or 

(b) All of the requirements in WAC 170-290-0130 
through 170-290-0167, 170-290-0250, and 170-290-0268, 
for child care providers who provide in-home/relative care; 

(2) Report pending charges or convictions to DSHS as 
provided in: 

(a) Chapter 170-295, 170-296A, or ((+70-454)) 170-297 
WAC, for child care providers who are licensed or certified; 
or 


(b) WAC 170-290-0138 (2) and (3), for child care pro- 
viders who provide in-home/relative care; 

(3) Keep complete and accurate daily attendance records 
for children in their care, and allow access to DEL to inspect 
attendance records during all hours in which authorized child 
care is provided as follows: 

(a) Current attendance records (including records from 
the previous twelve months) must be available immediately 
for review upon request by DEL. 

(b) Attendance records older than twelve months to five 
years ((eld)) must be provided to DSHS or DEL within two 
weeks of the date of a written request from either department. 

(c) Failure to make available attendance records as pro- 
vided in this subsection may: 

(1) Result in the immediate suspension of the provider's 
subsidy payments; and 

(ii) Establish a provider overpayment as provided in 
WAC 170-290-0268; 

(4) Keep receipts for billed field trip/quality enhance- 
ment fees as follows: 

(a) Receipts from the previous twelve months must be 
available immediately for review upon request by DEL: 
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(b) Receipts from one to five years old must be provided 
to DSHS or DEL within two weeks of the date of a written 
request from either department; 

(5) Allow consumers access to their child at all times 
while the child is in care; 

((G))) (6) Collect copayments directly from the con- 
sumer or the consumer's third-party payor, and report to 
DSHS if the consumer has not paid a copayment to the pro- 
vider within the previous sixty days; 

((€6))) (7) Follow billing procedures: 

(a) As described in the most_current version of "Child 
Care Subsidies: A ((Beeklet)) Guide for Licensed and Certi- 
fied Family Home Child Care Providers," ((revised 2012, for 

vtneluding biting only for 
aetualhours-of chid eareboth 
oe : on 


(b) As described i in ((in- Home/Relative Child Care Pro- 
to-Help-You," revised 2012, forin- 
home/relative providers, including billing only_for actual 


())) the most current version of "Child Care Subsidies: 
A Guide for Family, Friends and Neighbors Child Care Pro- 
viders"; or 

(c) As described in the most current version of "Child 
Care Subsidies: A Guide for Licensed and Certified Child 
Care Centers." 

(8) Not claim a payment in any month ((#++whieh)): 

(a) A child has not attended at least one day in that 
month; and 

((€8))) (b) The day attended is within the authorization 
period. 

(9) Invoice the state no later than one calendar year after 
the actual date of service; 

((€9})) (10) For both licensed and certified providers and 
in-home/relative providers, not charge subsidized families 
the difference between the provider's customary rate and the 
maximum allowed state rate; and 

((G4-6})) (11) For licensed and certified providers, not 
charge subsidized families for: 

(a) Registration fees in excess of what is paid by subsidy 
program rules; 

(b) ((Absence-daysin_exeess_of_five-days_permonth; 

:)) Absent days 
on days in which the child is scheduled to attend and autho- 
rized for care; 

(c) Handling fees to process consumer copayments, child 
care services payments, or paperwork; 

(d) Fees for materials, supplies, or equipment required to 
meet licensing rules and regulations; or 

(e) Child care or fees related to subsidy billing invoices 
that are in dispute between the provider and the state. 


AMENDATORY SECTION (Amending WSR 12-11-025, 
filed 5/8/12, effective 6/8/12) 


WAC 170-290-0040 Approved activities for appli- 
cants and consumers participating in WorkFirst. Appli- 
cants and consumers who participate in WorkFirst activities 
may be eligible for WCCC benefits for the following 
approved activities in their individual responsibility plans 


Washington State Register, Issue 16-09 


(IRPs), for up to a maximum of sixteen hours per day, includ- 
ing: 

(1) An approved WorkFirst activity under WAC 388- 
310-0200, with the following exception: In-home/relative 
providers who are paid child care subsidies to care for chil- 
dren receiving WCCC benefits may not receive those bene- 
fits for their own children during the hours in which they pro- 
vide subsidized child care. These consumers may be eligible 
for other approved activities in their IRPs; 

(2) Employment as defined in WAC 170-290-0003; 

(3) Self-employment as defined in WAC 170-290-0003 
and as described in the consumer's current WorkFirst IRP; 

(4) Transportation time between the location of child 
care and the consumer's place of employment or approved 
activity; 

(5) Up to ten hours per week of study time for approved 
classes; and 

(6) Up to eight hours of sleep time before or after a night 
shift. 


AMENDATORY SECTION (Amending WSR 12-21-008, 
filed 10/5/12, effective 11/5/12) 


WAC 170-290-0045 Approved activities for appli- 
cants and consumers not participating in WorkFirst. 
(This-seeti (Thi 7 . y 
whe-de-net participate in-WorkFistactivities:)) (1) General 
requirements for employment, self-employment, or 
(C ; aa 
gram, Heorshe)) Supplemental Nutrition Assistance Pro- 


gram employment and training (SNAP E&T) programs. 
An applicant or consumer may be eligible for WCCC bene- 


fits for up to a maximum of sixteen hours per day, including 
travel, study, and sleep time before or after a night shift, when 
he or she is: 

(a) Employed under WAC 170-290-0003; 

(b) Self-employed under WAC 170-290-0003; or 

(c) Participating in the (BE)) SNAP E&T program 
under chapter 388-444 WAC. 

(2) Special requirements for education. 

(a) An applicant or consumer who is under twenty-two 
years of age may be eligible for WCCC benefits for high 
school (HS) or general educational development (GED) pro- 
gram without a minimum number of employment hours. 

(b) An applicant or consumer who is twenty-two years of 
age or older: 

(i) May be eligible to receive ((the-benefitssinderthis 

i ing his-or her tifetime—n orderto 
qualify ferthe)) general education and training benefits under 
this subsection((;he-er-she)). The consumer must work 
either: 

(A) An average of twenty or more hours per week of 
unsubsidized employment; or 

(B) An average of sixteen or more hours per week in a 
paid federal or state work study program; 

(ii) Is limited to up to twenty-four ((eenseeutive)) 
months of WCCC benefits during the consumer's lifetime for 
participation in: 

(A) Adult basic education (ABE); 

(B) English as a second language (ESL); or 
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(C) High school/general educational development 
(GED) completion; and 

(iii) Is limited to up to thirty-six ((eenseeutive)) months 
of WCCC benefits during the consumer's lifetime for partici- 
pation in vocational education ((C(4ee-Ed))). The vocational 
education program must lead to a degree or certificate in a 
specific occupation and be offered by the following accred- 
ited entities only: 

(A) Public and private technical college or school; 

(B) Community college; or 

(C) Tribal college; and 

(iv) Is limited to up to ten hours per week of WCCC ben- 
efits for study time for approved classes. Approved classes 
include classroom, labs, online class and unpaid internships 
required by the vocational educational program. 


AMENDATORY SECTION (Amending WSR 11-18-001, 
filed 8/24/11, effective 9/24/11) 


WAC 170-290-0050 Additional requirements for 
self-employed WCCC consumers. (1) Self-employment 
generally. To be considered self-employed, a WCCC con- 
sumer must: 

(a) Earn income directly from ((his-erer)) the con- 
sumer's trade or business, not from wages paid by an 
employer; 

(b) Be responsible to pay ((his-erher)) the consumer's 
self-employment Social Security and federal withholding 
taxes; 

(c) ((Net)) Have a work schedule, activities or services 
that are not controlled in an employee-employer relationship; 

(d) Participate directly in the production of goods or ser- 
vices that generate the consumer's income; and 

(e) Work outside of the home during the hours ((he-et 
she)) the consumer requests WCCC benefits. If a consumer's 
self-employment activities are split between the home and 
outside of the home, only self-employment and other 
approved activities outside of the home will be eligible for 
child care benefits. 

(2) Self-employed consumers receiving TANF. If a 
consumer receives TANF and is also self-employed, he or 
she may be eligible for WCCC benefits for up to sixteen 
hours in a twenty-four-hour period for self-employment 
activities outside of the consumer's home. 

(a) The consumer must have an approved self-employ- 
ment plan in the consumer's IRP under WAC 388-310-1700; 

(b) The amount of WCCC benefits a consumer receives 
for self-employment is equal to the number of hours in ((his 
erher)) the consumer's approved plan; and 

(c) Income from self-employment while the consumer is 
receiving TANF is determined by WAC 388-450-0085. 

(3) Self-employed consumers not receiving TANF. If a 
consumer does not receive TANF and requests WCCC bene- 
fits for ((his-or-her)) the consumer's self-employment, ((he-cr 
she)) the consumer may be eligible for WCCC benefits for up 
to sixteen hours in a twenty-four-hour period for self- 
employment activities outside of the consumer's home. 

(a) A consumer((s)) who ((de)) does not receive TANF 
cash assistance and request WCCC benefits for self-employ- 
ment must provide DSHS with ((his-or-her)) the consumer's: 
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(1) Washington state business license, or a tribal, county, 
or city business or occupation license, as applicable; 

(ii) Uniform business identification (UBI) number for 
the state of Washington, or, for self-employment in bordering 
states, the registration or filing number; 

(iii) Completed self-employment plan that is written, 
signed, dated and includes, but is not limited to, a description 
of the self-employment business, proposed days and hours of 
work activity including time needed for transportation((;)) 
and the location of work activity; 

(iv) Profit and loss statement ((fer)), projected profit and 
loss statement((;)) if starting a new business((})); and 

(v) Either((z 

(A))) federal self-employment tax reporting forms for 
the most current reporting year((;)) or 

(())) DSHS self-employment income and expense dec- 
laration form. 

(b) During the first six consecutive months of starting a 
new self-employment business, the hours of care the con- 
sumer is eligible to receive is based on ((his-or-her)) the con- 
sumer's report of how many hours are needed, up to sixteen 
hours per day. A consumer is eligible to receive this provi- 
sion only once during ((his-er-her)) the consumer's lifetime((- 
Fhe-consumer)) and must use the benefit provided by this 
provision within the consumer's authorization period. 

(c) DSHS determines a consumer's need for care after 
((she-or-he-has-reeetved)) receiving WCCC ((benefits-fer)) 
self-employment benefits for six consecutive months as pro- 
vided in (b) of this subsection ((#s-determined byDSHS + the 
feHewing-manner)) by: 

(1) Dividing the consumer's gross monthly self-employ- 
ment income by the federal or state minimum wage ((€), 
whichever is lower((})), to determine the average monthly 
hours of care needed by the consumer; and 

(ii) Adding the consumer's additional child care needs 
for other approved employment, education, training, or travel 
to the total approved self-employment hours. 

(d) If both parents in a two-parent family are self- 
employed, at the same or a different business, each parent 
must report ((hts-er-her)) the parent's own self-employment 
earnings and self-employment plan. If the requested verifica- 
tion is not provided, then WAC 170-290-0012((G))) applies 
to determining eligibility. 


AMENDATORY SECTION (Amending WSR 11-18-001, 
filed 8/24/11, effective 9/24/11) 


WAC 170-290-0055 Receipt of benefits when not 
engaged in approved activities. ((When-careis-approvedin 
the situations -deseribed in subsections) and 2) of this -sec- 
tien, the child needsto-attend for the providertobit)) (1) 
Fourteen-day wait period. DSHS may authorize WCCC 
payments for a child's attendance in child care for up to four- 
teen consecutive days when a consumer is waiting to enter an 
approved activity under WAC 170-290-0040 or 170-290- 
0045. 

(2) Twenty-eight-day gap period. DSHS may authorize 
WCCC payments to ensure a child's continuing attendance in 
child care for up to twenty-eight consecutive days when a 
consumer experiences a gap in ((his-er-her)) employment or 
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approved activity. The consumer may be eligible for this 
twenty-eight-day gap period: 

(a) Twice in a calendar year; and 

(b) For the same number of units open while the con- 
sumer is in the approved activity((;)) not to exceed ((#ve-hun- 

)) full-time care. 

(3) The enoe -eight-day gap period must be used within 
the consumer's ((authorization)) current eligibility period and 
is not an approved activity for the purpose of determining eli- 
gibility. 

(4) In order for a consumer to qualify for the twenty- 
eight-day gap period: 

(a) The consumer must be currently receiving WCCC 
benefits; 

(b) The consumer must report to DSHS within ten days 
the loss of ((his-or-her)) employment or approved activity; 
and 

(c) The consumer must: 

(i) Be looking for another job; or 

(ii) Have verbal or written assurance from the con- 
sumer's employer or approved activity that the employment 
or approved activity will resume within the twenty-eight-day 
gap period. 

(5) A consumer is eligible for the minimum copayment 
during the fourteen-day wait period or twenty-eight-day gap 
period. 

(6) DSHS does not prorate the copayment. 


AMENDATORY SECTION (Amending WSR 12-21-008, 
filed 10/5/12, effective 11/5/12) 


WAC 170-290-0060 Countable income. DSHS counts 
income as money an applicant or consumer earns or receives 
themselves, or on behalf of the child from: 

(1) A TANF grant, except when the grant is for the first 
three consecutive calendar months after the consumer starts a 
new job. The first calendar month is the month in which he or 
she starts working; 

(2) The following child support payment amounts: 

(a) For applicants or consumers who are not receiving 
DSHS division of child support services, the amount as 
shown on a current court or administrative order; ((ef)) 

(b) For applicants or consumers who are receiving DSHS 
division of child support services, the amount as verified by 
the DSHS division of child support; 

(c) For applicants or consumers who have an informal 
verbal or written child support agreement, the amount veri- 
fied by a written agreement signed by the noncustodial parent 
(NCP); 

(d) For applicants or consumers who cannot provide a 
written agreement signed by the NCP, the amount received 
for child support verified by a written statement from the con- 
sumer that documents why they cannot provide the statement 
from the NCP. 

(3) Supplemental security income (SSD; 

(4) Other Social Security payments, such as SSA and 
SSDI 

(5) Refugee assistance payments; 

(6) Payments from the Veterans' Administration, disabil- 
ity payments, or payments from labor and industries (L&T); 
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(7) Unemployment compensation, except as required 
under RCW 43.215.1351; 

(8) Other types of income not listed in WAC 170-290- 
0070; 

(9) VISTA volunteers, AmeriCorps, and Washington 
Service Corps (WSC) if the income is taxed((:)): 

(a) Verify if AmeriCorps has child care services avail- 
able. 

(b) If the consumer is using the AmeriCorps child care 
services, they are not eligible for WCCC. 

(10) Gross wages from employment or self-employment 
as defined in WAC 170-290-0003. Gross wages includes any 
wages that are taxable; 

(11) Corporate compensation received by or on behalf of 
the consumer, such as rent, living expenses, or transportation 
expenses; 

(12) Lump sums as money a consumer receives from a 
one-time payment such as back child support, an inheritance, 
or gambling winnings; and 

(13) Income for the sale of property as follows: 

(a) If a consumer sold the property before application, 
DSHS considers the proceeds an asset and does not count as 
income; 

(b) If a consumer sold the property in the month ((he-or 
she)) the consumer applies or during ((his-er-her)) the con- 
sumer's eligibility period, DSHS counts it as a lump sum pay- 
ment as described in WAC 170-290-0065(2); 

(c) Property does not include small personal items such 
as furniture, clothes, and jewelry. 


AMENDATORY SECTION (Amending WSR 09-22-043, 
filed 10/28/09, effective 12/1/09) 


WAC 170-290-0065 Calculation of income. DSHS 
uses a consumer's countable income when determining ((his 
ether)) income eligibility and copayment. A consumer's 
countable income is the sum of all income listed in WAC 
170-290-0060 minus any child support paid out ((€))through 
a court order, division of child support administrative order, 
or tribal government order((})). 

(1) To determine a consumer's income, DSHS either: 

(a) ((Determines)) Calculates an average monthly 
income by: 

(i) Determining the number of months, weeks or pay 
periods it took the consumer's WCCC household to earn the 
income; and ((divide)) 

(ii) Dividing the income by the same number of months, 
weeks or pay periods ((te-determine-an-averase monthly 
ameount)); or 

(b) When the consumer begins new employment, uses 
the best available estimate of the consumer's WCCC house- 
hold's current income ((when-he-er-shebegins new-employ— 
ment_orf the consumer _dees-not have-an income history to 
make an-aceurate estimate of his-or her future income, DSHS, 
may-ask the -consumer's_-employertovertfy his_or her 
ineome)): 

(i) As verified by the consumer's employer; or 

(ii) As provided by the consumer through a verbal or 
written statement within the first sixty days of new or 
changed employment. 
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(2) If a consumer receives a lump sum payment (such as 
money from the sale of property or back child support pay- 
ment) in the month of application or during ((his-er-her)) the 
consumer's WCCC eligibility: 

(a) DSHS ((divides)) calculates a monthly amount by 


dividing the lump sum payment by twelve ((te-come-up-with 
asmenthh-ameunt)); 


(b) DSHS adds the monthly amount to the consumer's 
expected average monthly income: 

(i) For the month it was received; and 

(ii) For the remaining months of the current ((autheriza- 
tien)) eligibility period; and 

(c) To remain eligible for WCCC the consumer must 
meet WCCC income guidelines ((fer- WEGG)) after the lump 


sum payment is applied ((te-remain eligible for WCEC)). 


AMENDATORY SECTION (Amending WSR 12-11-025, 
filed 5/8/12, effective 6/8/12) 


WAC 170-290-0070 Excluded income and deduc- 
tions. (1) ((Fhe-WCCC-pregram)) DSHS does not count the 
following income types when determining a consumer's 
income eligibility and copayment: 

(a) Income types as defined in WAC 388-450-0035, 388- 
450-0040, and 388-450-0055; 

(b) Compensatory awards, such as an insurance settle- 
ment or court-ordered payment for personal injury, damage, 
or loss of property; 

(c) Adoption support assistance and foster care pay- 
ments; 

(d) Reimbursements, such as an income tax refund; 

(e) Diversion cash assistance; 

(f) Military housing and food allowance; 

(g) The TANF grant for the first three consecutive calen- 
dar months after the consumer starts a new job. The first cal- 
endar month is the month in which he or she starts working; 

(h) Payments to the consumer from ((his-or-het)) the con- 
sumer's employer for benefits such as medical plans; 

(i) Earned income of a WCCC family member defined 
under WAC 170-290-0015(2); 

(j) Income of consumers described in WAC 170-290- 
0005 (1)(c)(iii) through ((€})) (x), 

(k) Earned income from a minor child who DSHS counts 
as part of the consumer's WCCC household; and 

(1) Benefits received by children of Vietnam War veter- 
ans who are diagnosed with any forms ((ef)) or manifesta- 
tions of spina bifida except spina bifida occulta. 

(2) (AWEEE)) DSHS deducts the amount a consumer 
pays for child support under court order, division of child 
support administrative order, or tribal government order, 
from the consumer's other countable income when ((fguring 
his-er-her)) determining eligibility and copayment for the 
WCCC voucher or contract programs. 


AMENDATORY SECTION (Amending WSR 12-21-008, 
filed 10/5/12, effective 11/5/12) 


WAC 170-290-0075 Determining income eligibility 
and copayment amounts. (1) DSHS takes the following 
steps to determine a consumer's eligibility and copayment, 
whether care is provided under a WCCC voucher or contract: 
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(a) Determine the consumer's family size (under WAC 
170-290-0015); and 

(b) Determine the consumer's countable income (under 
WAC 170-290-0065). 


(2) A ef ote PE DENSR 1p aP EiS coner amiy 
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137.5% of the FPG. 


THEN THE CONSUMER'S 
IF A CONSUMER'S INCOME IS: COPAYMENT IS: 
(a) At or below 82% of the federal | $15 
poverty guidelines (FPG). 
(b) Above 82% of the FPG up to $65 


(c) Above 137.5% of the FPG 
through 200% of the FPG. 


The dollar amount equal to sub- 
tracting 137.5% of the FPG from 


7 204, through February 28, 


(Effective Mareht, 20H through tine 30,2014 
the consumer's family countable monthly income falls within 
the range below, then _his-or her copaymentis: 


9 


FHEN FHE- CONSUMER'S 
TEA CONSUMER'S INCOMES: COPAYMENT IS: 
(a) At or below 82% of the federal | S15 
(bj Above 82% ofthe PPGupte | $65 
41375% ofthe FPG. 
fe}Abeve 137.5% of the FPG- Fhe dolar amount equate sub- 
: wae 
50%, then adding $65 
(d) Above 175% -of the FPG_a-con- 
: tg 
benefits. 
Or Ble TN ty Ute ES aad 


fide her copegencn io) DSHS calculates the ¢ consumer's 


copayment as follows: 
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FHEN-FHE- CONSUMER'S- countable income, multiplying by 
TELA CONSUMER'S INCOME IS: COPAYMENT IS: 50%, then adding $65. 
(a) At or below 82% of the federal | $15 (((d)}- Above 200% of the FPG a 
tb} Above 82% ofthe PPGupte | $50 benefits:)) 
437,5% of the FPG. 
- ((€6))) (3) DSHS does not prorate the copayment when a 
fe) ae Fhe dollar ee ee consumer uses care for part of a month. 
countable income, multiplying by (E) (4) The FPG is updated every year ((onAptH)). 
44%, then adding $50 The WCCC eligibility level is updated at the same time every 
; year to remain current with the FPG. 
OR ONE 1757 of poe Ta eoa 
benesis: AMENDATORY SECTION (Amending WSR 12-21-008, 


filed 10/5/12, effective 11/5/12) 


WAC 170-290-0082 Eligibility period. (1) A consumer 
who meets all of the requirements of part II of this chapter is 
eligible to receive NOSE Subiti for ONE months 
((before-has aaeh her ineat 5 ¥)). 
The pyelee: month eligibility Red in this oa applies 
only if enrollments in the WCCC program are capped as pro- 
vided in WAC 170-290-0001(1). Regardless of the length of 
eligibility, consumers are still required to report changes of 
circumstances to DSHS as provided in WAC 170-290-0031. 

(2) A consumer's eligibility may be for less than twelve 
months if: 

(a) Requested by the consumer; or 

( ( en gs 


no—lenger—wishes_te—participate nt 
WEEE: 68)) 

(b) DSHS terminates the consumer's eligibility as stated 
in WAC 170-290-0110. 

((49))) (3) All children in the consumer's household 
under WAC 170-290-0015 are eligible for the twelve-month 
eligibility period. 

(())) (4) The twelve-month eligibility period begins: 

(a) When benefits begin under WAC 170-290-0095; or 

(b) Upon reapplication under WAC 170-290-0109(4). 


AMENDATORY SECTION (Amending WSR 12-11-025, 
filed 5/8/12, effective 6/8/12) 


WAC 170-290-0085 Change in copayment. (1) A con- 
sumer's copayment may change when: 

(a) The consumer's monthly income decreases; 

(b) The consumer's family size increases; 

(c) DSHS makes an error in the consumer's copayment 
computation; 
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(d) The consumer did not report all income, activity and 
household information at the time of application, reapplica- 
tion, or when reporting a change in circumstances; 

(e) The consumer is no longer eligible for the minimum 
copayment under WAC 170-290-0090; 

(f) DEL makes a mass change in benefits due to a change 
in law or program funding; 

(g) The consumer is approved for a new eligibility 
period; or 

(h) The consumer is approved for the fourteen-day wait 
period or twenty-eight-day gap period as provided in WAC 
170-290-0055. 

(2) Copayment changes are effective on the first day of 
the month immediately following the date the copayment 
change was made. 

(3) DSHS does not increase a consumer's copayment 
during ((his-or-her)) the current eligibility period when ((his 
erher)) countable income remains at or below the maximum 
eligibility limit as provided in WAC 170-290-0005, and: 

(a) The consumer's monthly countable income increases; 
or 

(b) The consumer's family size decreases. 

(4) DSHS does not prorate the copayment. 


AMENDATORY SECTION (Amending WSR 12-11-025, 
filed 5/8/12, effective 6/8/12) 


WAC 170-290-0090 Minimum copayment. (1) The 
minimum copayment is paid when the consumer has count- 
able monthly income at or below eighty-two percent of the 
federal poverty guidelines. 


(2) First application. The consumer pays the minimum 
copayment ((when-he-orshefirstapples)) at first application 
for WCCC((;-and)) when benefits are paid. The consumer 
pays the minimum copayment beginning in the month that 
DSHS pays for WCCC child care services, and the first full 
calendar month thereafter. 


(3) Reapplication. The consumer pays the minimum 
copayment ((when+the-censumer+reappHes)) at reapplication 
for WCCC after a break of at least thirty days in ((his-erher)) 
the consumer's approved ((act#ity)) activities. The consumer 
pays the minimum copayment beginning in the month that 
DSHS pays for WCCC ((ehild-eare)) services, and the first 
full calendar month thereafter. 


(4) The consumer pays the minimum copayment when 
he or she is a minor parent, and: 


(a) Receives TANF; or 


(b) Is part of the parent's or relative's TANF assistance 
unit. 

(5) Two-parent families automatically qualify for the 
minimum copayment during a twenty-eight-day gap period in 
WAC 170-290-0055 only if both parents meet the gap 
requirements. Otherwise, eligibility workers must determine 
the change in copayment based on the family's countable 
income and family size, as specified in WAC 170-290-0065 
and 170-290-0085. 


(6) DSHS does not prorate the copayment. 
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AMENDATORY SECTION (Amending WSR 11-18-001, 
filed 8/24/11, effective 9/24/11) 


WAC 170-290-0095 When WCCC benefits start. (1) 
WCCC benefits for an eligible consumer may begin when the 
following conditions are met: 

(a) The consumer has completed the required WCCC 
application and verification process as described under WAC 
170-290-0012 within thirty days of the date DSHS received 
the consumer's application ((erreappHeatier)) for WCCC 
benefits; 

(b) The consumer is working or participating in an 
approved activity under WAC 170-290-0040, 170-290-0045, 
170-290-0050 or 170-290-0055; and 

(c) The consumer needs child care for ((#werk—er)) 
approved activities within at least thirty days of the date of 
application for WCCC benefits((-and 


290-0125}4s-carine for his or her children)). 

(2) If a consumer fails to turn in all information within 
thirty days from ((his-er-her)) the application date, the con- 
sumer must restart the application process. 

(3) The consumer's application date is whichever of the 
following is earlier: 

(a) The date the consumer's application is entered into 
DSHS's automated system; or 

(b) The date the consumer's application is date stamped 
as received. 


NEW SECTION 


WAC 170-290-0106 When provider payments start. 
The provider is eligible to receive payment when both of the 
following are met: 

(1) The consumer has chosen the eligible provider (under 
WAC 170-290-0125) and the provider is caring for the chil- 
dren during an eligibility period; and 

(2) DSHS notifies the provider that the consumer is eli- 
gible. 


AMENDATORY SECTION (Amending WSR 11-18-001, 
filed 8/24/11, effective 9/24/11) 


WAC 170-290-0107 Denial of benefits—Date of rede- 
termining eligibility. DSHS sends a consumer a denial letter 
when the consumer has applied for child care and the con- 
sumer: 

(1) Withdraws ((his-er-her)) the request; 

(2) Is not eligible due to the consumer's: 

(a) Family composition; 

(b) Income; or 

(c) Activity. 

(3) Did not provide information required to determine 
the consumer's eligibility according to WAC 170-290-0012 
within thirty days; 

(4) Ifa consumer turns in information or otherwise meets 
eligibility requirements after DSHS sends the consumer a 
denial letter, DSHS determines the consumer's benefit begin 
date as provided in WAC 170-290-0095((@))). 
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AMENDATORY SECTION (Amending WSR 11-18-001, 
filed 8/24/11, effective 9/24/11) 


WAC 170-290-0109 ((New-eligibility-peried.)) Reap- 
plication. (1) If a consumer wants to receive uninterrupted 


child care benefits for another eligibility period, ((he-er-ske)) 
the consumer must reapply for WCCC benefits before the 
end of the current eligibility period. To determine if a con- 
sumer is eligible, DSHS: 

(a) Requests reapplication information before the end 
date of the consumer's current WCCC eligibility period; and 

(b) Verifies the requested information for completeness 
and accuracy. 

(2) A consumer may be eligible for WCCC benefits for a 
new eligibility period if: 

(a) DSHS receives the consumer's reapplication informa- 
tion no later than the last day of the current eligibility period; 

(b) The consumer's provider is eligible for payment 
under WAC 170-290-0125; and 

(c) The consumer meets all WCCC eligibility require- 
ments. 

(3) If DSHS determines that a consumer is eligible for 
WCCC benefits based on ((his-erher)) reapplication informa- 
tion, DSHS notifies the consumer of the new eligibility 
period and copayment. 

(4) When a consumer submits a reapplication after the 
last day of ((his-orher)) the current eligibility period, the con- 
sumer's benefits begin: 

(a) On the date that the consumer's reapplication is date- 
stamped as received in DSHS's community service office or 
entered into the DSHS automated system, whichever date is 
earlier; 

(b) When the consumer is working or participating in an 
approved ((WorkFisst)) activity; and 

(c) The consumer's child is being cared for by ((his-er 
her)) an eligible WCCC provider. 


AMENDATORY SECTION (Amending WSR 12-11-025, 
filed 5/8/12, effective 6/8/12) 


WAC 170-290-0110 Termination of and redetermin- 
ing eligibility for benefits. (1) DSHS stops a consumer's eli- 
gibility for WCCC benefits when: 

(a) The consumer's monthly copayment is higher than 
the state maximum monthly rate, including special needs 
payment, but not including registration, field trip and non- 
standard hours bonus payments, for all of the consumer's 
children in care under WAC 170-290-0005; or 

(b) The consumer does not: 

(1) Comply with the copayment requirements of WAC 
170-290-0030 (3) and (4); 

(11) Complete the requested application or reapplication 
before the deadline noted in WAC 170-290-0109 (2)(a); 

(iii) Meet other WCCC eligibility requirements related 
to family size, income and approved activities; or 

(iv) Cooperate with the child care subsidy audit process 
or with the DSHS office of fraud and accountability (OFA). 

(2) A consumer may be eligible for WCCC again begin- 
ning on the date that the consumer: 

(a) Meets all WCCC eligibility requirements; 
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(b) Complies with the copayment requirements of WAC 
((470-290-0993)) 170-290-0030 (3) and (4); and 

(c) Cooperates with the child care subsidy audit process 
or with the DSHS office of fraud and accountability (OFA). 


AMENDATORY SECTION (Amending WSR 09-22-043, 
filed 10/28/09, effective 12/1/09) 


WAC 170-290-0115 Notice of payment changes. 
DSHS provides WCCC consumers with at least ten days 
written notice for changes to WCCC eligibility or provider 
payments (( iors 108; inati 
its)), or when DSHS forces a change in child care 
arrangements((;except-as-neted in WAC 170-290-0120). 


AMENDATORY SECTION (Amending WSR 09-22-043, 
filed 10/28/09, effective 12/1/09) 


WAC 170-290-0125 Eligible child care providers. To 
receive payment under the WCCC program, a consumer's 
child care provider must be: 

(1) An in-home/relative provider. Providers other than 
those specified in subsection (2) of this section must meet the 
requirements in WAC 170-290-0130; or 

(2) A licensed, certified, or DEL-contracted provider. 

(a) Licensed providers ((are)) must: 

(1) Be currently licensed as required by chapter 43.215 
RCW and as described by chapters 170-295, 170-296A, or 
(4740-454)) 170-297 WAC; or 

(ii) (Meeting)) Meet the provider's state's licensing reg- 
ulations, for providers who care for children in states border- 
ing Washington. DSHS pays the lesser of the following to 
qualified child care facilities in bordering states: 

(A) The provider's private pay rate for that child; or 

(B) The DSHS maximum child care subsidy daily rate 
for the DSHS region where the child resides. 

(b) Certified providers are exempt from licensing but 
certified by DEL, such as: 

(1) Tribal child care facilities that meet the requirements 
of tribal law; 

(11) Child care facilities on a military installation; and 

(iii) Child care facilities operated on public school prop- 
erty by a school district. 

(c) DEL-contracted seasonal day camp ((have)) has a 
contract with DEL to provide subsidized child care((-er 


@)Apin_heme/relative provider, Providers-otherthan 
requirements in WAC 170-290-0130)). 


AMENDATORY SECTION (Amending WSR 15-24-039, 
filed 11/20/15, effective 12/21/15) 


WAC 170-290-0130 In-home/relative providers— 
Eligibility. (1) To be eligible as an in-home/relative provider 
to care for children under WCCC, the applicant must be: 

(a) Eighteen years of age or older; 

(b) A citizen or legal resident of the U.S.; and 

(c) Meet all of the requirements listed in WAC 170-290- 
0135. 
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(2) Additionally, eligible in-home/relative providers 
must: 

(a) Meet all applicable background check requirements 
in part II of this chapter; 

(b) Agree to provide care, supervision, and daily activi- 
ties based on the child's developmental needs, including envi- 
ronmental, physical, nutritional, emotional, cognitive, safety, 
and social needs; and 

(c) Bill only for actual hours of care provided. Those 
hours must be authorized by DSHS((;)) and used by the par- 
ent for ((his-er-her-DSHS)) approved activities ((erswerk 
hours). 

(3) The following eligible in-home/relative providers, 
except those providers residing with a disqualified person, 
may provide care in either their home or the child's home: 

(a) Adult siblings that live outside the child's home; 

(b) Extended tribal family members; 

(c) Grandparents or great-grandparents; or 

(d) Aunts or uncles, or great-aunts or great-uncles. 

(4) All other eligible providers, including other family 
members, friends, neighbors, or nannies must provide care in 
the child's home only. 

(5) The following persons are not eligible to provide in- 
home/relative care under part II of this chapter: 

(a) The child's biological, adoptive, or step-parent; 

(b) The child's legal guardian or the guardian's spouse or 
live-in partner; 

(c) Another adult acting in loco parentis or that adult's 
spouse or live-in partner; or 

(d) An individual who has a revoked child care license. 

(6) WCCC consumers may have up to two in-home/rela- 
tive providers authorized for payment during the consumer's 
eligibility period((;)) plus one back-up provider, either 
licensed or in-home/relative, also authorized to care for the 
consumer's children. 

(7) WCCC consumers who choose in-home/relative care 
are responsible to monitor the environment and child care 
services they receive from their provider. WCCC consumers 
must ensure that their children who receive subsidized child 
care outside of their own home are current on all Washington 
state immunizations, ((exeeptin-eases-based_on religious 

j itiens)) unless exempt under 
department of health regulations. 

(8) In-home/relative providers who are paid child care 
subsidies to care for children receiving WCCC benefits may 
not receive those benefits for their own children during the 
hours in which they provide subsidized child care. 

(9) In-home/relative provider payments cannot begin 
prior to the receipt of all required background checks indicat- 
ing no disqualifying information. 


AMENDATORY SECTION (Amending WSR 15-24-039, 
filed 11/20/15, effective 12/21/15) 


WAC 170-290-0135 In-home/relative providers— 
Information provided to DSHS. (1) When a consumer 
chooses in-home/relative child care, the consumer and the 
provider must give DSHS the following information: 

(a) The in-home/relative provider's legal name, 
address((;)) and telephone number; 
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(b) A copy of the provider's valid Social Security card; 

(c) A copy of the provider's photo identification; 

(d) A completed, signed and dated background check 
form; and 

(e) A completed (AVEEE)) provider application form, 
signed and dated by the consumer and the provider, in which 
they both attest that the provider is: 

(1) Of suitable character and competence; 

(11) Of sufficient physical and mental health to be a safe 
child care provider and meet the needs of the children in care; 

(iii) Able to work with the children without using corpo- 
ral punishment or psychological abuse; 

(iv) Able to accept and follow instructions; 

(v) Able to maintain personal cleanliness; 

(vi) Prompt and regular in job attendance; 

(vii) Informed about basic health practices, prevention 
and control of infectious disease, and immunizations; and 

(viii) Not an individual who has a revoked child care 
license. 

(2) If DSHS requests it, the consumer and/or the provider 
must provide written medical or legal evidence that the in- 
home/relative provider is of sufficient physical and mental 
health to provide safe, reliable and developmentally appro- 
priate child care services. 

(3) (AWhen-a-consumer-chooses_in-home/relative-child 
eate;)) The provider must give DSHS information as to 
whether an individual sixteen years of age or older living 
with the provider is a registered sex offender. 


AMENDATORY SECTION (Amending WSR 15-24-039, 
filed 11/20/15, effective 12/21/15) 


WAC 170-290-0138 In-home/relative providers— 
Responsibilities. An in-home/relative provider must: 

(1) Provide care, supervision, and daily activities based 
on the child's developmental needs; 

(2) Report to DSHS within ten days any changes to their 
legal name, address or telephone number; 

(3) Report to DSHS within twenty-four hours any pend- 
ing charges or convictions they have; 

(4) Report to DSHS within twenty-four hours any pend- 
ing charges or convictions for anyone sixteen years of age 
and older who lives with the provider, including any person 
sixteen years of age or older who newly resides with the pro- 
vider, when the provider cares for the child in the provider's 
home. Background checks must be completed for these per- 
sons as provided in WAC 170-290-0143; 

(5) Report a revoked child care license; 

(6) Bill only for actual hours of care provided. Those 
hours must be authorized by DSHS, and used by the con- 
sumer for ((his-or- her DSHS)) approved activities; 

(7) Bill for no more than six children at one time during 
the same hours of care; 

(8) Track attendance documenting the days and hours of 
care provided and keep records for five years: 

(a) If paper attendance records are used, the provider 
must have the consumer sign and date the attendance records 
at least weekly, verifying the accuracy of the dates and times. 
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(b) Providers may use an electronic attendance system as 
provided in WAC 170-290-0139 to record attendance in lieu 
of a paper sign-in record((- 


(9) Repay any overpayments under WAC 170-290-0268; 
and 

(10) Have at least one working telephone accessible in 
the home for incoming and outgoing calls during all times 
that subsidized child care is provided. The telephone must 
have 911 emergency services calling access. 


AMENDATORY SECTION (Amending WSR 12-11-025, 
filed 5/8/12, effective 6/8/12) 


WAC 170-290-0139 In-home/relative providers— 
Electronic attendance records—Records retention. (1) 
(Œa elative provi pet ie Sndanee 
vided- WAC 170-290-0138), 

@))) If an electronic system is used to record attendance, 
it must record either an electronic signature, swipe card, per- 
sonal identification number (PIN), biometric reader, or simi- 
lar action by the parent or designee when signing the child in 
and out of the in-home/relative provider's care. 

((@))) (2) The electronic system selected must ensure the 
authenticity, confidentiality, integrity, security, accessibility, 
and protection against repudiation of the electronic records, 
and must be able to: 

(a) Produce an authentic, verifiable written record for 
each transaction upon demand that complies with all legal 
and other requirements regarding the record's structure, con- 
tent, and time of creation or receipt; 

(b) ((Authentieate+)) Prove the identity of((})) the sender 
of the record and ensure that the electronic record has not 
been altered; 

(c) Uniquely identify each record; 

(d) Capture an electronic record for each transaction con- 
ducted; 

(e) Maintain the integrity of electronic records as cap- 
tured or created so that they can be accessed, displayed((;)) 
and managed as a unit; 

(f) Retain electronic records in an accessible form for 
their legal minimum retention period; 

(g) Search and retrieve electronic records in the normal 
course of business throughout their entire legal minimum 
retention period; 

(h) Produce authentic copies of electronic records and 
supply them in useable formats, including hard copies, for 
business purposes and all public access purposes; 

(1) Develop an approach to maintain the authenticity and 
integrity of electronically signed electronic records; 

(j) Ensure that the electronic system performs in an accu- 
rate, reliable, and consistent manner in the normal course of 
business; and 

(k) Limit system access to authorized individuals and for 
authorized purposes, and maintain physical and environmen- 
tal security controls. 

(((4))) (3) Electronic attendance records must contain all 
of the information necessary to reproduce the entire elec- 
tronic record and associated signatures in a form that permits 
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the person viewing or printing the entire electronic record to 
verify: 

(a) The contents of the electronic record; 

(b) The method used to sign the electronic record, if 
applicable; 

(c) The person signing the electronic record; and 

(d) The date when the signature was executed. 

((G))) (4) As used in this section: 

"Electronic record" means a record generated, com- 
municated, received, or stored by electronic means for use in 
an information system or for transmission from one informa- 
tion system to another. 

"Electronic signature" means a signature in electronic 
form attached to or logically associated with an electronic 
record including, but not limited to, a digital signature. An 
electronic signature is a paperless way to sign a document 
using an electronic sound, symbol, or process, attached to or 
logically associated with a record, and executed or adopted 
by a person with the intent to sign the record. 

"Sign" includes signing by physical signature, if avail- 
able, or electronic signature. 


AMENDATORY SECTION (Amending WSR 09-22-043, 
filed 10/28/09, effective 12/1/09) 


WAC 170-290-0140 In-home/relative providers— 
Ineligibility. DSHS does not pay for the cost of child care 
provided by an in-home/relative provider if: 

(1) The provider does not meet the requirements listed in 
WAC 170-290-0130, 170-290-0135, and 170-290-0138; 

(2) The provider has been convicted of, or has charges 
pending for crimes on the DEL director's list in WAC 170- 
06-0120; 

(3) DSHS has not received all background check results 
under WAC 170-290-0143((G))) and 170-290-0150; or 

(4) DSHS determines a consumer's provider is not of 
suitable character and competence or of sufficient physical or 
mental health to meet the needs of the child in care, or the 
consumer's child may be at risk of harm by this provider, as 
indicated by information other than conviction information. 
((DSHS-withiuse-crHterta, suchas the folowine,)) When 
reviewing information about incidents, issues, reports, and 
findings DSHS will consider: 

(a) Recency; 

(b) Seriousness; 

(c) Type; 

(d) Frequency; and 

(e) Relationship of the information obtained to the direct 
care of a child((;)) including, but not limited to, impacts to the 
child's environmental, physical, nutritional, emotional, cog- 
nitive, safety, and social needs. 


AMENDATORY SECTION (Amending WSR 14-03-021, 
filed 1/7/14, effective 2/7/14) 


WAC 170-290-0143 In-home/relative providers— 
Background checks—Required persons. (1) ((Backgreund 
eheeks-fer elsible Heensed_and certified providers-are-cov 
ered under-chapter 170-06 WAC. 
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@))) A background check must be completed for: 

(a) All in-home/relative providers who apply to care for 
a WCCC consumer's child; and 

(b) Any individual sixteen years of age or older who is 
residing with a provider when the provider cares for the child 
in the provider's own home where the child does not reside. 

(Ð) (2) A background check must be completed for 
individuals listed in subsection ((@})) (1)(a) and (b) of this 
section at least every two years. 

((4))) G) Additional background checks must be com- 
pleted for individuals listed in subsection (Ð) (1)(a) and 
(b) of this section when: 

(a) Any individual sixteen years of age or older is newly 
residing with a provider when the provider cares for the child 
in the provider's own home where the child does not reside; 

(b) DSHS has a valid reason to check more frequently; 

(c) An in-home/relative provider applies to provide care 
for a family, such as when: 

(1) A thirty day break in service occurs to the current con- 
sumer; 

(11) There is a thirty day break in consumer eligibility; or 

(iii) A provider is currently providing care and there are 
no prior background results for this provider. 

((G))) (4) DSHS does not need to request a new back- 
ground check for an individual in subsection ((@))) (D(a) or 
(b) if: 

(a) DSHS has results that were received no more than 
ninety days prior to the current requested start date of care; 
and 

(b) The results indicate there is no record. 


AMENDATORY SECTION (Amending WSR 09-22-043, 
filed 10/28/09, effective 12/1/09) 


WAC 170-290-0150 In-home/relative providers— 
Background checks—Included information and sources. 
(1) DSHS obtains background information, at a minimum, 
from the Washington state patrol under chapter 10.97 RCW 
and RCW 43.43.830 through 43.43.837 via the background 
check central unit (BCCU). 

(2) The background information includes, at a minimum, 
criminal convictions and pending charges. Additional 
sources may include: 

(a) Child/adult protective service case information; 

(b) Civil judgments, determinations, or disciplinary 
board final decisions of abuse or neglect; 

(c) Other states and federally recognized Indian tribes; 

(d) The department of corrections and the courts; 

(e) The individual being checked, if ((he-er-she)) that 
individual self-discloses information; and 

(f) Law enforcement records of convictions and pending 
charges in other states or locations if reports from credible 
community sources indicate a need to investigate another 
state's records. 


AMENDATORY SECTION (Amending WSR 09-22-043, 
filed 10/28/09, effective 12/1/09) 


WAC 170-290-0155 In-home/relative providers— 
Background checks—Subsequent steps. After DSHS 
receives the background information, DSHS: 
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(1) Compares the background information with convic- 
tions of, or charges pending for crimes on the DEL director's 
list in WAC 170-06-0120; 


(2) Reviews the background information using the fol- 
lowing rules: 


(a) DSHS gives the same weight to a pending charge for 
a crime as a conviction; 


(b) If the conviction has been renamed, DSHS gives the 
same weight as the previous named conviction. For example, 
larceny is now called theft; 


(c) DSHS gives convictions whose titles are preceded 
with the word "attempted" the same weight as those titles 
without the word "attempted"; and 


(d) DSHS does not consider the crime a conviction for 
the purposes of WCCC when: 


(1) It has been pardoned; or 


(11) A court of law acts to expunge, dismiss, or vacate the 
conviction record. 


(3) Notifies the consumer whether or not the provider 
has been disqualified for WCCC; 


(4) Allows the consumer to decide character and suitabil- 
ity of the provider when an individual is not automatically 
disqualified due to the background information from the 
record of arrests and prosecutions (RAP) sheet or other infor- 
mation available to DSHS, except as provided under WAC 
170-290-0165(1); and 


(5) Denies or stops payment when the background infor- 
mation disqualifies the individual being checked. 


AMENDATORY SECTION (Amending WSR 09-22-043, 
filed 10/28/09, effective 12/1/09) 


WAC 170-290-0167 In-home/relative providers— 
Background checks—Disqualified person living with the 
provider. (1) If a consumer's in-home/relative provider is 
disqualified based only on the disqualifying background of a 
person living with the provider, then: 


(a) Child care is allowed only in the child's home away 
from the disqualified individual, regardless of whether or not 
the provider meets the other qualifications listed in WAC 
170-290-0130; and 

(b) The consumer and provider sign an agreement with 
DSHS stating that: 

(1) Care will occur only in the child's home; and 

(11) There is no contact between the child and disquali- 
fied person during child care hours. 

(2) The consumer may also choose to select a licensed 
child care center or family child care home provider, or sub- 
mit an application for a different in-home/relative provider. 

(3) If DSHS becomes aware that the consumer and pro- 
vider are not meeting the conditions in subsection (1)(a) and 
(b) of this section: 

(a) DSHS may terminate payments without notice as 
provided under WAC 170-290-0115; and 


(b) The consumer may be subject to an overpayment 
under WAC 170-290-0271. 
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AMENDATORY SECTION (Amending WSR 09-22-043, 
filed 10/28/09, effective 12/1/09) 


WAC 170-290-0180 WCCC subsidy rates((—Effee- 


tive-date)). State child care subsidy rates ((aH-day, half-day 


and-heurly))) in part II of this chapter ((are-effeetive-ontuty 
4,2009-and)) are subject to legislative change. 


AMENDATORY SECTION (Amending WSR 13-22-040, 
filed 10/31/13, effective 12/1/13) 


WAC 170-290-0190 WCCC authorized and addi- 
tional payments—Determining units of care. (1) DSHS 
may authorize and pay for the following ((ehitd care -heuts)): 

(a) Full-day child care to licensed or certified facilities 
and DEL contracted seasonal day camps when a consumer's 
children need care between five and ten hours per day; 

(b) ((Fut+day)) Half-day child care to licensed or certi- 
fied facilities and DEL contracted seasonal day camps when 
a consumer's children need care for less than five hours per 
day: 

(c) Hourly child care for in-home/relative child care; 

(d) Full-time care when the consumer participates in one 
hundred ten hours or more of approved activities per calendar 
month based on the consumer's approved activity schedule 
((andthe child's -actiity sehedute: 

(e} Halt+-day-chid care toteensed ot certified faciities 
and DEL contracted seasonal day-camps when -a-censumer's 


(i) For licensed care or certified facilities, twenty-three 
full-day units if the child needs five or more hours of care, or 
thirty half-day units if the child needs fewer than five hours 
of care; and 

(ii) Two hundred thirty hours for in-home/relative child 
care; 

(e) A registration fee (under WAC 170-290-0245); 

(f) A field trip fee (under WAC 170-290-0247); 

(g) Special needs care when the child has a documented 
need for a higher level of care (under WAC 170-290-0220, 
170-290-0225, 170-290-0230, and 170-290-0235); and 

(h) A nonstandard hours bonus under WAC 170-290- 
0249. 

(2) DSHS may authorize up to the provider's private pay 
rate if: 

(a) The parent is a WorkFirst participant; and 

(b) Appropriate child care, at the state rate, is not avail- 
able within a reasonable distance from the ((heme-er-werk)) 
approved activity((})) site. 

"Appropriate" means licensed or certified child care 
under WAC 170-290-0125, or an approved in-home/relative 
provider under WAC 170-290-0130. 

"Reasonable distance" is determined by comparing what 
other local families must travel to access appropriate child 
care. 


(3) DSHS authorizes ((an-addtienalameunt-ef)) over- 


time care if: 


chidren need care fortess than fire _hours_per-day_and the 
consumerdoes-_net participate in-one hundred ten _heurs-or 
more-of approved activities _per-calendar month based onthe 
; Gas kedul ‘the child! a 
schedule: 
Ke) Hourly ehid care tor ini-hoime/telative ehid edáre-as 


(#}-Fwo-hundred thirty-hours-for-in-home/telative-ehild 


ermar of anayedai lek pér calendar monik based on 
the-censumer's_appreved_actiity schedule_and the child's 


ee ee 


consumers-approved acti 
ity-schedule-and-the child's activity sehedue)). Full-time care 


means the following: 


(a) More than ten hours of care is provided per day (up to 
a maximum of sixteen hours a day); and 

(b) The provider's written policy is to charge all families 
for these hours of care in excess of ten hours per day. 


AMENDATORY SECTION (Amending WSR 14-24-070, 
filed 11/26/14, effective 1/1/15) 


WAC 170-290-0200 Daily child care rates—Licensed 
or certified child care centers and DEL contracted sea- 
sonal day camps. (1) Base rate. DSHS pays the lesser of the 
following to a licensed or certified child care center or DEL 
contracted seasonal day camp: 

(a) The provider's private pay rate for that child; or 

(b) The maximum child care subsidy daily rate for that 
child as listed in the following table: 


Preschool 
(30 mos. - 6 yrs not School-age 
Infants Toddlers attending kindergarten (5 - 12 yrs attending 
(One month - 11 mos.) (12 - 29 mos.) or school) kindergarten or school) 

Region 1 Full-Day $31.47 $26.47 $25.00 $23.55 

Half-Day $15.74 $13.24 $12.50 $11.78 
Spokane County Full-Day $32.19 $27.07 $25.58 $24.09 

Half-Day $16.10 $13.54 $12.79 $12.05 
Region 2 Full-Day $31.79 $26.53 $24.61 $21.76 

Half-Day $15.90 $13.27 $12.31 $10.88 
Region 3 Full-Day $42.07 $35.08 $30.30 $29.42 

Half-Day $21.04 $17.54 $15.15 $14.71 
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Preschool 
(30 mos. - 6 yrs not School-age 
Infants Toddlers attending kindergarten (5 - 12 yrs attending 
(One month - 11 mos.) (12 - 29 mos.) or school) kindergarten or school) 
Region 4 Full-Day $48.96 $40.88 $34.30 $30.89 
Half-Day $24.48 $20.44 $17.15 $15.45 
Region 5 Full-Day $35.90 $30.89 $27.20 $24.14 
Half-Day $17.95 $15.45 $13.60 $12.07 
Region 6 Full-Day $35.30 $30.30 $26.47 $25.89 
Half-Day $17.65 $15.15 $13.24 $12.95 


(Chart effective 01/01/15) 

(i) Centers in Clark County are paid Region 3 rates. 

(11) Centers in Benton, Walla Walla, and Whitman coun- 
ties are paid Region 6 rates. 

(2) The child care center WAC 170-295-0010 and 170- 
295-0050 allows providers to care for children from one 
month up to and including the day before their thirteenth 
birthday. The provider must obtain a child-specific and time- 
limited exception from their child care licensor to provide 
care for a child outside the age listed on the center's license. 
If the provider has an exception to care for a child who has 
reached ((his-or-her)) the child's thirteenth birthday, the pay- 
ment rate is the same as subsection (1) of this section, and the 
five through twelve year age range column is used for com- 
parison. 


Enhanced 


Infants Toddlers 


(Birth - 11 mos.) (12-17 mos.) (18 - 29 mos.) 


Region 1 Full-Day $26.80 $26.80 
Half-Day $13.40 $13.40 
Spokane County Full-Day $27.40 $27.40 
Half-Day $13.70 $13.70 
Region 2 Full-Day $28.30 $28.30 
Half-Day $14.15 $14.15 
Region 3 Full-Day $37.54 $37.54 
Half-Day $18.77 $18.77 
Region 4 Full-Day $44.17 $44.17 
Half-Day $22.09 $22.09 
Region 5 Full-Day $29.78 $29.78 
Half-Day $14.89 $14.89 
Region 6 Full-Day $29.78 $29.78 
Half-Day $14.89 $14.89 


(Chart effective 01/01/15) 

(2) The family home child care WAC 170-296A-0010 
and 170-296A-5550 allows providers to care for children 
from birth up to and including the day before their thirteenth 
birthday. 

(3) If the family home provider cares for a child who is 
thirteen years of age or older, the provider must ((have-@ 


child specific and timetimitedexception)) follow WAC 
170-296A-0050 and 170-296A-5625 and the child must meet 


(3) If the center provider cares for a child who is thirteen 
or older, the provider must have a child-specific and time- 
limited exception and the child must meet the special needs 
requirement according to WAC 170-290-0220. 


AMENDATORY SECTION (Amending WSR 14-24-070, 
filed 11/26/14, effective 1/1/15) 


WAC 170-290-0205 Daily child care rates—Licensed 
or certified family home child care providers. (1) Base 
rate. DSHS pays the lesser of the following to a licensed or 
certified family home child care provider: 

(a) The provider's private pay rate for that child; or 

(b) The maximum child care subsidy daily rate for that 
child as listed in the following table. 


Preschool 
(30 mos. - 6 yrs not 


School-age 
(5 - 12 yrs attending 


Toddlers attending kindergarten kindergarten or 

or school) school) 
$23.30 $23.30 $20.73 
$11.65 $11.65 $10.37 
$23.83 $23.83 $21.18 
$11.92 $11.92 $10.59 
$24.61 $22.01 $22.01 
$12.31 $11.01 $11.01 
$32.36 $28.48 $25.89 
$16.18 $14.24 $12.95 
$38.41 $32.36 $31.06 
$19.21 $16.18 $15.53 
$25.89 $24.61 $22.01 
$12.95 $12.31 $11.01 
$25.89 $25.89 $24.61 
$12.95 $12.95 $12.31 


the special needs requirement according to WAC 170-290- 
0220. 

(4) DSHS pays family home child care providers at the 
licensed home rate regardless of their relation to the children 
(with the exception listed in subsection (5) of this section). 
Refer to subsection (1) and the five through twelve year age 
range column for comparisons. 

(5) DSHS cannot pay family home child care providers 
to provide care for children in their care if the provider is: 

(a) The child's biological, adoptive or step-parent; 
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(b) The child's legal guardian or the guardian's spouse or 
live-in partner; or 

(c) Another adult acting in loco parentis or that adult's 
spouse or live-in partner. 


AMENDATORY SECTION (Amending WSR 14-03-060, 
filed 1/13/14, effective 2/13/14) 


WAC 170-290-0220 Special needs rates—Qualifica- 
tion and required documentation. (1) Qualification. To 
qualify for a special needs rate in addition to the base rate, the 
consumer must request a special needs ((rate)) review for 
((his-or-her)) the child. The child must either: 

(a) Be thirteen up to nineteen years ((eld)) of age and be 
under court supervision; or 

(b) Be less than nineteen years ((eld)) of age and have a 
verified physical, mental, emotional, or behavioral condition 
that requires a higher level of care needed in the child care 
setting. 

(2) Required documentation. The documentation must: 

(a) Support the severity of the condition and level of care 
required to meet that child's need; 

(b) Describe the child's additional needs ((in—addition 
te)) above the daily routine care required under chapter 170- 
295, 170-296A, or (170-457) 170-297 WAC, for child care 
providers who are licensed or certified, or WAC 170-290- 
0130 and 170-290-0138 for child care providers who provide 
in-home/relative care; 

(c) Address relevant areas, such as ambulatory assis- 
tance, feeding, hygiene assistance, communication, or behav- 
ior as applicable and as needed by the child; 

(d) Include the DEL special needs request form,_one 
completed separately by the consumer and the provider; and 

(e) Have the child's condition and need for higher level 
of care verified by an individual who is not employed by the 
child care facility nor a relative of the provider or the child's 
family, and is either a: 

(1) Health, mental health, education or social service pro- 
fessional with at least a master's degree; or 

(ii) Registered nurse; 

(f) Include one or more of the following completed 
forms from a person listed in (e) of this subsection: 

(1) Medical or psychological reports from a mental health 
professional; 

(ii) Medical reports or statements from a medical health 


profession; 
(iii) Individualized education plan (IEP); 
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((6Đ5) (iv) Individual health plan (IHP); 

(Œ) (v) Individual family service plan (IFSP); 

((G¥9)) (vi) Basic health records from ((his-er-het)) the 
health care provider; or 

((@4)) (vil) Comprehensive assessments from a mental 
health professional ((+or 

@4-Medieat-or_psycholegical +epertstrom_amentat 
health professional)). 

(g) For one-on-one care, the name of the person provid- 
ing the care. 

(3) Special needs review. 

(a) DSHS processes all Level 1 special needs cases. 

(b) DEL and DSHS jointly ((preeess)) review Level 2 
special needs cases. 

(c) DEL and DSHS jointly review special needs requests 
for children thirteen years of age through nineteen years of 
age. 

(d) All requests for Levels 1 and 2 special needs addi- 
tional rates are decided within fifteen consecutive days of the 
initial request. The fifteen-day time limit begins on the day 
after the date that the consumer and provider provide all of 
the required verification for that case as provided in this sec- 
tion. 

((€)) (e) The provider will be notified of the approval 
or denial of a Level 2 special needs additional rate request 
within fourteen calendar days of the decision. 

(4) Purpose of special needs rate. WCCC does not pay 
for the provider's training needs to care for a specific child or 
for the child's equipment needs while in the child care setting. 
The special needs rate is for care provided in addition to the 
daily routine care required under chapter 170-295, 170-296A, 
or (10-5) 170-297 WAC, for child care providers who 
are licensed or certified, or WAC 170-290-0130 and 170- 
290-0138 for child care providers who provide in-home/rela- 
tive care. 


AMENDATORY SECTION (Amending WSR 14-12-050, 
filed 5/30/14, effective 6/30/14) 


WAC 170-290-0225 Special needs rates—Licensed 
or certified child care ((eenters)) facilities and seasonal 
day camps. (1) In addition to the base rate for licensed or cer- 
tified child care ((eenters)) facilities and seasonal day camps 
listed in WAC 170-290-0200, DSHS may authorize the fol- 
lowing additional special needs daily rates which are reason- 
able and verifiable as provided in WAC 170-290-0220: 

(a) Level 1. The daily rate listed in the table below: 


Infants Preschool School-age 
(One month - Toddlers (30 mos. - 6 yrs not attending (5 - 12 yrs attending 
11 mos.) (12 - 29 mos.) kindergarten or school) kindergarten or school) 
Region 1 Full-Day $7.30 $6.14 $5.80 $5.45 
Half-Day $3.65 $3.07 $2.90 $2.73 
Region 2 Full-Day $7.36 $6.15 $5.70 $5.05 
Half-Day $3.68 $3.08 $2.85 $2.52 
Region 3 Full-Day $9.75 $8.13 $7.02 $6.82 
Half-Day $4.88 $4.06 $3.51 $3.41 
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Infants Preschool School-age 
(One month - Toddlers (30 mos. - 6 yrs not attending (5 - 12 yrs attending 
11 mos.) (12 - 29 mos.) kindergarten or school) kindergarten or school) 
Region 4 Full-Day $11.35 $9.48 $7.95 $7.16 
Half-Day $5.67 $4.74 $3.98 $3.58 
Region 5 Full-Day $8.32 $7.16 $6.30 $5.59 
Half-Day $4.16 $3.58 $3.15 $2.80 
Region 6 Full-Day $8.18 $7.02 $6.14 $6.00 
Half-Day $4.09 $3.51 $3.07 $3.00 


(i) Centers in Clark County are paid Region 3 rates; 

(11) Centers in Benton, Walla Walla, and Whitman coun- 
ties are paid Region 6 rates; 

(b) Level 2. A rate greater than Level 1, not to exceed 
$15.89 per hour. 

(2) If a provider is requesting one-on-one supervision or 
direct care for the child with special needs the person provid- 
ing the one-on-one care must: 

(a) Be at least eighteen years of age; ((and)) 

(b) Meet the requirements for being an assistant under 
chapter 170-295 WAC; and 

(c) Maintain daily records of one-on-one care provided, 
to include the name of the employee providing the care. 

(3) If the provider has an exception to care for a child 
who((z 

(a))) is age thirteen years or older((s)) and 


((€6))) has special needs according to WAC 170-290- 
0220, DSHS authorizes the special needs payment rate as 
described in subsection (1) of this section using the five 
through twelve year age range for comparison. 


AMENDATORY SECTION (Amending WSR 14-12-050, 
filed 5/30/14, effective 6/30/14) 


WAC 170-290-0230 Special needs rates—Licensed 
or certified family home child care providers. (1) In addi- 
tion to the base rate for licensed or certified family home 
child care providers listed in WAC 170-290-0205, DSHS 
may authorize the following additional special needs daily 
rates which are reasonable and verifiable as provided in 
WAC 170-290-0220: 

(a) Level 1. The daily rate listed in the table below: 


Preschool 
(30 mos. - 6 yrs not School-age 
Infants Toddlers attending kindergarten (5 - 12 yrs attending 
(Birth - 11 mos.) (12 - 29 mos.) or school) kindergarten or school) 
Region 1 Full-Day $6.00 $5.40 $5.40 $4.80 
Half-Day $3.00 $2.70 $2.70 $2.40 
Region 2 Full-Day $6.00 $5.70 $5.10 $5.10 
Half-Day $3.00 $2.85 $2.55 $2.55 
Region 3 Full-Day $8.70 $7.50 $6.60 $6.00 
Half-Day $4.35 $3.75 $3.30 $3.00 
Region 4 Full-Day $9.00 $8.90 $7.50 $7.20 
Half-Day $4.50 $4.45 $3.75 $3.60 
Region 5 Full-Day $6.60 $6.00 $5.70 $5.10 
Half-Day $3.30 $3.00 $2.85 $2.55 
Region 6 Full-Day $6.60 $6.00 $6.00 $5.70 
Half-Day $3.30 $3.00 $3.00 $2.85 


(b) Level 2. A rate greater than Level 1, not to exceed 
$15.89 per hour. 

(2) If the provider has an exception to care for a child 
who: 

(a) Is age thirteen years or older; and 

(b) Has special needs according to WAC 170-290-0220, 
DSHS authorizes the special needs payment rate as described 
in subsection (1) of this section using the five through twelve 
year age range for comparison. 

(3) If a provider is requesting one-on-one supervi- 
sion/direct care for the child with special needs, the person 
providing the one-on-one care must: 

(a) Be at least eighteen years ((eld-and)) of age; 


[27] 


(b) Meet the requirements for being an assistant under 
chapter 170-296A WAC; and 

(c) Maintain daily records of one-on-one care provided, 
to include the name of the employee providing the care. 


AMENDATORY SECTION (Amending WSR 14-03-060, 
filed 1/13/14, effective 2/13/14) 


WAC 170-290-0235 Special needs rates—In-home/ 
relative providers. (1) In addition to the highest base rate as 
provided in WAC 170-290-0240(1), the state may authorize 
the following additional special needs rate ((whichis-+eason- 
able-and-vertfiable as provided in WAC 170-290-9220): 
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(a) Level 1. Sixty-two cents per hour((;feratetatefiwe 
i )); or 

(b) Level 2. A rate greater than Level 1, but not to exceed 
$9.41 per hour. 

(2) If other children in the home are also authorized for 
in-home/relative care with the same provider, ((PSHS-authe- 

i )) under WAC 

170-290-0240: 

(a) The child who needs the greatest number of hours of 
care (( 
eare-ef)) will be authorized the greater base rate; and 

(b) Each additional child in the family will be authorized 
the lower base rate. 


AMENDATORY SECTION (Amending WSR 11-18-001, 
filed 8/24/11, effective 9/24/11) 


WAC 170-290-0247 Field trip/quality enhancement 
fees. (1) DSHS pays licensed or certified family home child 
care providers a monthly field trip/quality enhancement fee 
up to ((#vent¥)) thirty dollars per child or the provider's 
actual cost for the field trip, whichever is less, only if the 
fee((s-ate)) is required of all parents whose children are in the 
provider's care. DEL-licensed or certified child care centers 
and school-age centers are not eligible to receive the field 
trip/quality enhancement fee((s)). 

(2) The field trip/quality enhancement fee is to cover the 
provider's actual expenses for: 


(()) (a) Admission; 
(2) -Fransportation_{nottoinelude the _provider's—gas 


@))) b) Enrichment programs and/or ongoing lessons; 

(c) Public transportation or mileage reimbursement at 
the state office of financial management rate for the use of a 
private vehicle; 

(d) The cost of hiring a nonemployee to provide an ((#+- 
heuse-fieldtrip)) activity at the child care site in-house field 
trip activity; and 

(e) The purchase or development of a prekindergarten 
curriculum. 

(3) The field trip/quality enhancement fee shall not cover 
fees or admission costs for adults on field trips, or food pur- 
chased on field trips. 


AMENDATORY SECTION (Amending WSR 09-22-043, 
filed 10/28/09, effective 12/1/09) 


WAC 170-290-0249 Nonstandard hours bonus. (1) A 
consumer's provider may receive a nonstandard hours bonus 
(NSHB) payment of ((f##)) seventy-five dollars per child 
per month for care provided ((#January2008-erater)) if: 

(a) The provider is licensed or certified; 

(b) The provider provides at least ((ferty)) thirty hours of 
nonstandard hours care during one month; and 

(c) The total cost of the NSHB to the state does not 
exceed the amount appropriated for this purpose by the legis- 
lature for the current state fiscal year. 

(2) Nonstandard hours are defined as: 


(a) ((Weekdays)) Before 6 a.m. or after 6 p.m.; 
(b) Any hours on Saturdays and Sundays; and 
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(c) Any hours on legal holidays, as defined in RCW 
1.16.050. 


AMENDATORY SECTION (Amending WSR 12-11-025, 
filed 5/8/12, effective 6/8/12) 


WAC 170-290-0250 Eligible provider capacity and 
payment. (1) DSHS may pay: 

(a) Licensed and certified providers for authorized care 
up to the provider's licensed capacity as determined under 
WAC ((4+70-454-086)) 170-297-5625, 170-295-0080, or 170- 
296A-5700, as appropriate; and 

(b) In-home/relative providers for authorized care up to a 
maximum of six eligible children as provided in WAC 170- 
290-0138((6))). 

(2) Licensed providers may not bill the state for more 
than the number of children they have in their licensed capac- 
ity and who are authorized to receive child care subsidies. 

(3) A violation of subsection (2) of this section may: 

(a) Result in the immediate suspension of the provider's 
subsidy payments; and 

(b) Establish a provider overpayment as provided in 
WAC 170-290-0268. 

(((4) Asised inthis_seetion,eapacity has the same 
meanine-as-defined in WAC 170-151-0101 760-295-0010, 
andt70-296A-0010-)) 


AMENDATORY SECTION (Amending WSR 09-22-043, 
filed 10/28/09, effective 12/1/09) 


WAC 170-290-0266 Payment discrepancies—Gener- 
ally. (1) Payment discrepancies include both underpayments 
and overpayments. 

(2) For providers or consumers not covered under WAC 
170-290-0267 through 170-290-0275, payment discrepancies 
are subject to chapter 388-410 WAC ((@enefit-errers))). 

(3) For providers covered under the collective bargain- 
ing agreement, all other payment discrepancy issues are cov- 
ered under WAC 170-290-0275. 


AMENDATORY SECTION (Amending WSR 09-22-043, 
filed 10/28/09, effective 12/1/09) 


WAC 170-290-0267 Payment discrepancies—Pro- 
vider underpayments. (1) Underpayments to a provider 
occur if DSHS pays less than the amount the provider is eli- 
gible to receive. 

(2) Underpayment requests will only be considered by 
DSHS if the provider submitted ((his-er-her)) the original 
invoice for payment to DSHS no later than twelve months 
after the date of service. 


AMENDATORY SECTION (Amending WSR 09-22-043, 
filed 10/28/09, effective 12/1/09) 


WAC 170-290-0269 Payment discrepancies—Con- 
sumer underpayments. If a copayment amount determined 
by DSHS for a consumer results in an underpayment, the 
consumer may request reimbursement within three years of 
the date of child care service, if ((he-er-ske)) the consumer: 
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(1) Meets all WCCC eligibility requirements during the 
time ((he-ershe)) the consumer is claiming an underpayment; 
and 

(2) Verifies all copayments made by the consumer to the 
provider during the time for which the consumer is claiming 
an underpayment. 


AMENDATORY SECTION (Amending WSR 12-11-025, 
filed 5/8/12, effective 6/8/12) 


WAC 170-290-0271 Payment discrepancies—Con- 
sumer overpayments. (1) DSHS establishes overpayments 
for past or current consumers when the consumer: 

(a) Received benefits when ((ke-er-ske)) the consumer 
was not eligible; 

(b) Used care for an unapproved activity or for children 
not in ((his-or-her)) the consumer's WCCC household; 

(c) Failed to report information under the requirements 
of WAC 170-290-0031 to DSHS resulting in an error in 
determining eligibility, amount of care authorized, or copay- 
ment; 

(d) Used a provider that was not eligible per WAC 170- 
290-0125; or 

(e) Received benefits for a child who was not eligible per 
WAC 170-290-0015 or 170-290-0020. 

(2) DEL or DSHS may request documentation from a 
consumer when preparing to establish an overpayment. The 
consumer has fourteen consecutive calendar days to supply 
any requested documentation. 

(3) Consumers are required to repay any benefits paid by 
DSHS that they were not eligible to receive. 

(4) If an overpayment was made through departmental 
error, the consumer is still required to repay that amount. 

(5) If a consumer is not eligible under WAC 170-290- 
0030 through 170-290-0032 and the provider has billed cor- 
rectly, the consumer is responsible for the entire overpay- 
ment, including any absent days. 


AMENDATORY SECTION (Amending WSR 09-22-043, 
filed 10/28/09, effective 12/1/09) 


WAC 170-290-0280 Right to request an administra- 
tive hearing. (1) WCCC consumers have a right to request a 
hearing under chapter 388-02 WAC on any action affecting 
WCCC benefits ((exceptfor-mass-changesresuttine froma 
change in poley ortaw)). 

(2) Licensed or certified child care providers or in- 
home/relative providers may request hearings under chapter 
388-02 WAC only for WCCC overpayments. 

(3) To request a hearing, a consumer, the licensed/certi- 
fied provider, or in-home/relative provider: 

(a) Contacts the DSHS office which sent them the notice; 


or 

(b) Writes to the office of administrative hearings, P.O. 
Box 42489, Olympia, WA 98504-2489; and 

(c) Makes the request for a hearing within: 

(1) Ninety days of the date a decision is received for con- 
sumers; or 

(ii) Twenty-eight days of the date a decision is received 
for providers. 
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(4) The office of administrative hearings administrative 
law judge enters initial or final orders as provided in WAC 
388-02-0217. Initial orders may be appealed to a DSHS 
review judge under chapter 388-02 WAC. 

(5) To request a hearing under the seasonal child care 
program, see WAC 170-290-3860 and 170-290-3865. 


AMENDATORY SECTION (Amending WSR 11-12-078, 
filed 5/31/11, effective 7/1/11) 


WAC 170-290-3520 Eligibility. (1) Parents. To be eli- 
gible for SCC((;)) the person applying for benefits must: 

(a) ((s)) Not currently be receiving temporary aid for 
needy families (TANF); 

(b) Live((s)) in one of the following Washington state 
counties: Adams, Benton, Chelan, Douglas, Franklin, Grant, 
Kittitas, Okanogan, Skagit, Walla Walla, Whatcom, or 
Yakima; 

(c) ((Has)) Have parental control of one or more chil- 
dren; ((and)) 

(d) (4s)) Be the child's: 

(i) Parent, either biological or adopted; 

(11) Stepparent; 

(iii) Legal guardian as verified by a legal or court docu- 
ment; 

(iv) Adult sibling or step-sibling; 

(v) Aunt; 

(vi) Uncle; 

(vii) Niece or nephew; 

(viii) Grandparent; or 

(ix) Any of the above relatives in (v), (vi), or (viii) of this 
subsection, with the prefix "great," such as great-aunt((-)); 

(e) Participate((s)) in an approved activity under WAC 
170-290-3555; 

(£) ((Has)) Have countable income at or below the maxi- 
mum eligibility limit described in WAC 170-290-0005; 

(g) Complete((s)) the ((SEG)) application for child care 
and DSHS verification process, regardless of other program 
benefits or services received; and 

(h) Meet((s)) eligibility requirements for SCC described 
under part III of this chapter. 

(2) Children. To be eligible for SCC, the child receiving 
SCC must: 

(a) Belong to one of the following groups as defined in 
WAC 388-424-0001: 

(i) A U.S. citizen; 

(ii) A U.S. national; 

(iii) A qualified alien; or 

(iv) A nonqualified alien who meets the Washington 
state residency requirements as listed in WAC 388-468- 
0005(G)); and 

(b) Live in Washington state((;)) and be: 

(1) Less than age thirteen; or 

(11) Less than age nineteen((;)) and: 

(A) Have a verified special need((;)) according to WAC 
170-290-0220; or 

(B) Be under court supervision. 

(3) Consumers are not eligible for SCC program subsi- 
dies if they: 
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(a) Have a copayment, under WAC 170-290-0075, that 
is higher than the maximum monthly state child care rate for 
all of the consumer's children in care; 

(b) Are receiving TANF benefits; or 

(c) Are the only parent in the household and will be away 
from the home for more than thirty days in a row. 


AMENDATORY SECTION (Amending WSR 12-11-025, 
filed 5/8/12, effective 6/8/12) 


WAC 170-290-3530 Verifying consumers' and pro- 
viders' information. DSHS verifies a consumer's informa- 
tion as provided in WAC 170-290-0012 and 170-290-0014. 


AMENDATORY SECTION (Amending WSR 11-12-078, 
filed 5/31/11, effective 7/1/11) 


WAC 170-290-3550 Eligibility—Special circum- 
stances for two-parent families. (1) A consumer may be eli- 
gible for the SCC program when ((he-er-ske)) the consumer is 
a parent in a two-parent family and both parents currently 
work in seasonally available agricultural related work. 

(2) A consumer may be eligible for SCC if ((he-ershe)) 
the consumer is a parent in a two-parent family and one par- 
ent is not able or available as defined in WAC 170-290-0003 
to provide care for the children while the other parent is cur- 
rently working or participating in approved seasonally agri- 
cultural related work. 

(3) Ifa consumer claims one parent is not able to care for 
the children, the consumer must provide written documenta- 
tion from ((ateensed-prefessional)) an acceptable medical 
source (see WAC ((388-448-0620)) 388-449-0010) that 
states the: 


(a) Reason the parent is not able to care for the children; 
and 

(b) Expected duration and severity of the condition that 
keeps the parent from caring for the children. 


AMENDATORY SECTION (Amending WSR 11-12-078, 
filed 5/31/11, effective 7/1/11) 


WAC 170-290-3555 Eligibility—Approved activities. 
(1) A consumer may be eligible for SCC program subsidies 
for up to sixteen hours per day for the time ((he-er-she)) the 
consumer is involved in seasonally available agricultural 
related work in Washington state. 

(2) When the consumer is part of a two-parent family, 
both parents must be employed as described in subsection (1) 
of this section; 

(3) DSHS may authorize care for: 

(a) Travel time only between the child care location and 
the employment location; 

(b) Job search, of no more than five days per month, if 
the consumer's seasonally available agricultural related work 
ends and ((ke-er-she)) the consumer is still eligible and con- 
tinues to need child care; or 

(c) Sleep time, up to eight hours per day when needed, if 
the consumer works nights and sleeps days. 
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AMENDATORY SECTION (Amending WSR 12-11-025, 
filed 5/8/12, effective 6/8/12) 


WAC 170-290-3560 Consumers' rights. When a con- 
sumer applies for or receives SCC program subsidies, ((he-et 
she)) the consumer has the right to: 

(1) Be free from discrimination in accordance with all 
applicable federal and state nondiscrimination laws, regula- 
tions and policies; 

(2) Have the consumer's application accepted and acted 
upon within thirty days; 

(3) Be informed, in writing, of the consumer's legal 
rights and responsibilities related to the SCC subsidy pro- 
gram; 

(4) Have the consumer's information shared with other 
agencies only when required by federal or state regulations; 

(5) Be allowed to choose a licensed or certified child 
care provider as long as the provider meets requirements in 
WAC 170-290-3750; 

(6) Receive a written notice at least ten days before 
changes are made to lower or stop benefits except as stated in 
WAC 170-290-3730; 

(7) Ask for an administrative hearing if the consumer 
does not agree with a decision per WAC 170-290-3860; 

(8) Ask to speak to a supervisor or administrator at 
DSHS to review a decision or action affecting the consumer's 
benefits without affecting the consumer's right to an adminis- 
trative hearing; 

(9) Have interpreter or translator services provided by 
DSHS within a reasonable amount of time and at no cost to 
the consumer; 

(10) Refuse to speak to a fraud early detection (FRED) 
investigator from the DSHS office of fraud and accountabil- 
ity (OFA) when they ask to come into your home. 

(a) This ((request)) refusal will not affect eligibility for 
SCC program subsidies. 

(b) If the consumer refuses to cooperate with the investi- 
gator at a later date, it could affect ((his-er-her)) the con- 
sumer's SCC program subsidies((:)). 

(11) Access ((his-or-her)) the consumer's child at all 
times while the child is in child care; 

(12) Terminate child care without cause and without 
notice to the provider. Notice must be given to DSHS within 
five days of termination; 

(13) Not be charged by the consumer's licensed or certi- 
fied provider, or be made to pay, for the difference between 
the child care provider's private rate and the state maximum 
child care subsidy rate, when the provider's private rate for 
child care is higher than the maximum state rate; and 

(14) Not be charged by the consumer's licensed or certi- 
fied provider, or be made to pay for: 

(a) The difference between the provider's registration fee 
and the state's maximum registration fee((;)) when the pro- 
vider's registration fee is higher; 

(b) Any day when the consumer's child is absent; 

(c) Vacation days when the provider chooses to close; 

(d) A higher amount than the state allows for field trips; 

(e) A preschool tuition fee in addition to regular child 
care services; or 

(£) Child care services after the final day of care((;)) 
when the provider stops caring for the consumer's children. 
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AMENDATORY SECTION (Amending WSR 12-11-025, 
filed 5/8/12, effective 6/8/12) 


WAC 170-290-3565 Consumers’ responsibilities. (1) 
When a person applies for or receives SCC program subsi- 
dies, the applicant or consumer must, as a condition of receiv- 
ing those subsidies: 

((GY)) (a) Give DSHS correct and current information so 
that DSHS can determine the consumer's eligibility and 
authorize child care payments correctly; 

((@))) (b) Choose a licensed or certified child care pro- 
vider who meets requirements of WAC 170-292-3750; 

((@))) (c) Leave the consumer's children with ((his—or 
her)) the eligible provider while the consumer is in SCC 
approved activities outside of the consumer's home; 

(((4))) (d) Pay the provider for child care services when 
the consumer requests additional child care for personal rea- 
sons other than working or participating in SCC approved 
activities that have been authorized by DSHS; 

(())) (e) Pay the provider for optional child care pro- 
grams for the child that the consumer requests. The provider 
must have a written policy in place charging all families for 
these optional child care programs; 

(((6) Paythe-copayment directly te the child eare_pre- 
viderorarrance fora third party to pay the copayment 
directhyte-the provider; 
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(95)) © Document their child's attendance in ((subst 
dized)) child care by having the consumer or other person 
authorized by the consumer to take the child to or from child 
care: 

((€a))) (i) If the ((Heensee)) provider uses a paper atten- 
dance record, sign the child in on arrival and sign the child 
out at departure, using their full signature and writing the 
time of arrival and departure; or 

((€6))) Gi) Record the child's attendance using an elec- 
tronic system if used by the ((Heensee: 

€49})) provider: 

(g) Provide the information requested by the fraud early 
detection (FRED) investigator from the DSHS office of fraud 
and accountability (OFA). If the consumer refuses to provide 
the information requested within fourteen days, it could 
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&Ð)) the consumer's benefits; 

(h) Cooperate (provide the information requested) with 
the child care subsidy audit process. 

(i) A consumer becomes ineligible for SCC benefits 
upon a determination of noncooperation and remains ineligi- 
ble until he or she meets child care subsidy audit require- 
ments. 

(ii) The consumer may become eligible again when he or 
she meets SCC requirements in Part III of this chapter and 
cooperates. 

(iii) Care can begin on or after the date the consumer 
cooperated and meets SCC requirements in Part III of this 
chapter. 

(i) Ensure that their children who receive subsidized 
child care outside of their own home are current on all immu- 
nizations required under WAC 246-105-030, except when 
the parent or guardian provides: 

((€a))) G) A department of health (DOH) medical exemp- 
tion form signed by a health care professional; or 

((€6))) Gi) A DOH form or similar statement signed by 
the child's parent or guardian expressing a religious, philo- 
sophical or personal objection to immunization((-)); 

(j) Pay the copayment directly to the child care provider 
or arrange for a third party to pay the copayment directly to 
the provider; and 

(k) Pay the provider the same late fees that are charged to 
other families, if the consumer pays a copayment late or picks 
up the child late. 

(2) In cases of overdue or past due copayments, the con- 
sumer, as a condition of maintaining eligibility, must do one 

(a) Pay past or overdue copayments; 

(b) Give DSHS a written agreement between the pro- 
vider and consumer to verify that copayment arrangements 
include one or more of the following: 

(1) An installment payment plan; 

(11) A collection agency payment plan; 

(iii) In-kind services in lieu of paying the copayment; or 

(iv) Forgiveness of the copayment from the provider; or 

(c) Provide proof that the consumer has attempted to pay 
a copayment to a licensed provider who is no longer in busi- 
ness or a license-exempt provider who is no longer providing 
child care. "Proof" includes, but is not limited to, a signed 
return receipt for correspondence not responded to, or a 
returned document that was not picked up. 


AMENDATORY SECTION (Amending WSR 12-11-025, 
filed 5/8/12, effective 6/8/12) 


WAC 170-290-3566 Subsidized child care providers' 
responsibilities. Licensed or certified child care providers 
who accept SCC subsidies must do the following: 
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(1) Comply with all of the DEL child care licensing or 
certification requirements as provided in chapter 170-295, 
170-296A, or ((470-454)) 170-297 WAC; 

(2) Report pending charges or convictions to DSHS as 
provided in chapter 170-295, 170-296A, or ((440-454)) 170- 
297 WAC; 

(3) Keep complete and accurate daily attendance records 
for children in their care((;)) and allow access to DEL to 
inspect attendance records during all hours in which autho- 
rized child care is provided as follows: 

(a) Current attendance records ((6))including records 
from the previous twelve months((})), must be available 
immediately for review upon request by DEL. 

(b) Attendance records older than twelve months to five 
years old must be provided to DSHS or DEL within two 
weeks of the date of a written request from either department. 

(c) Failure to make ((avatlable)) attendance records 
available as provided in this subsection may: 

(1) Result in the immediate suspension of the provider's 
subsidy payments; and 

(ii) Establish a provider overpayment as provided in 
WAC 170-290-0268; 

(4) Allow consumers access to their child at all times 
while the child is in care; 

(5) Collect copayments directly from the consumer or 
the consumer's third-party payor, and report to DSHS if the 
consumer has not paid a copayment to the provider within the 
previous sixty days; 

(6) Follow billing procedures as described in the most 
recent version of "Child Care Subsidies: A ((Beeklet)) Guide 
for Licensed and Certified Family Home Child Care Provid- 
ers" ((revised20142,)): "Child Care Subsidies: A Guide for 
Licensed and Certified Child Care Centers," including bill- 
ing only for actual ((heurs)) units of child care ((previded-or 
altewed)) under WCCC billing guidelines; 

(7) Not claim a payment in any month in which a child 
has not attended at least one day in that month; 

(8) Invoice the state no later than one calendar year after 
the actual date of service; 

(9) Not charge subsidized families for: 

(a) The difference between the provider's customary rate 
and the maximum allowed state rate; 

(b) Registration fees in excess of what is paid by subsidy 
program rules; 

a ((Absence)) Absent days ((#+exeess-of five-days-per 

whetherthe-chid attended_or-net)) on 
days in n which the child is not scheduled and authorized for 
care; 

(d) Handling fees to process consumer copayments, 
child care services payments, or paperwork; 

(e) Fees for materials, supplies, or equipment required to 
meet licensing rules and regulations; or 

(f) Child care or fees related to subsidy billing invoices 
that are in dispute between the provider and the state; and 

(10) For providers who care for children in states border- 
ing Washington, verify that they are currently complying 
with their state's licensing regulations, and notify DSHS 
within ten days of any suspension, revocation, or changes to 
their license. 
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AMENDATORY SECTION (Amending WSR 11-12-078, 
filed 5/31/11, effective 7/1/11) 


WAC 170-290-3570 Notification of changes. When a 
consumer applies for or receives SCC program subsidies, 
((he-or she)) the consumer must: 

(1) Notify DSHS, within five days, of any change in pro- 
viders; 

(2) Notify ((his-or-her)) the consumer's provider within 
ten days when DSHS changes ((his-er-her)) the consumer's 
child care authorization; 

(3) Notify DSHS within ten days of any change in the 
consumer's: 

(a) Number of child care hours needed (more or less 
hours); 

(b) Child's eligibility for migrant Head Start or another 
child care program; 

(c) Household income, including any new receipt of a 
TANF grant or child support increases or decreases; 

(d) Household size such as any family member moving 
in or out of ((his-or-her)) the consumer's home; 

(e) Employment hours such as starting, stopping or 
changing employers; 

(f) Home address and telephone number; or 

(g) Child support payments made by the consumer. 


AMENDATORY SECTION (Amending WSR 12-11-025, 
filed 5/8/12, effective 6/8/12) 


WAC 170-290-3580 Failure to report changes. (1) If 
a consumer fails to report any changes as required in WAC 
170-290-3570 within the stated time frames, DSHS may 
establish an overpayment to the consumer per WAC 170- 
290-3850 ((ef)), the consumer may have to pay additional 
costs, such as a higher copayment, or DSHS may terminate 
benefits. 


(2) ((Fhe-consumer—may reeeive—an_overpayment for 


absent days-(see- public 
forLicensed-and-Gertified-_Child_GareProeviders,_revised 
2042}-)) If an overpayment occurs, the consumer may receive 
an overpayment for what the provider has correctly billed, 
including absent days (see publication "Child Care Subsi- 
dies: A Guide for Licensed and Certified Child Care Centers" 
and "Child Care Subsidies: A Guide for Licensed and Certi- 
fied Family Home Child Care Providers"). 


AMENDATORY SECTION (Amending WSR 12-11-025, 
filed 5/8/12, effective 6/8/12) 


WAC 170-290-3590 DSHS's responsibilities to con- 
sumers. DSHS must: 

(1) Treat consumers in accordance with all applicable 
federal and state nondiscrimination laws, regulations and pol- 
icies; 

(2) Complete applications for SCC program subsidies 
based on information the consumer provides, and determine a 
consumer's eligibility within thirty days from the date the 
consumer applied; 

(3) Accept a variety of forms of verification and may not 
specify the type of documentation required; 
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(4) Authorize payments only to a licensed or certified 
child care provider the consumer chooses who meets the 
requirements in WAC 170-290-3750; 

(5) Authorize payments only when no adult in a con- 
sumer's family (under WAC 170-290-3540) is able or avail- 
able to care for the consumer's children as defined in WAC 
((470-290-3558)) 170-290-0003; 

(6) Inform a consumer of: 

(a) The consumer's copayment amount as determined in 
WAC 170-290-3620 and defined in WAC 170-290-0075; 

(b) The consumer's rights and responsibilities under the 
SCC program when he or she applies or reapplies; 

(c) The types of child care providers the SCC program 
will pay; 

(d) The community resources that can help the consumer 
select child care when needed; 

(e) Other options for child care subsidies, if the con- 
sumer does not qualify for SCC program subsidies; and 

(f) The consumer's rights to an administrative hearing; 

(7) Provide prompt child care authorizations to a con- 
sumer's child care provider; 

(8) Respond to a consumer within ten days if the con- 
sumer reports a change of circumstance that affects the con- 
sumer's: 

(a) SCC eligibility; 

(b) Copayment; or 

(c) Providers; and 

(9) Provide an interpreter or translator service at no cost 
to the consumer to explain information related to the SCC 
program. 


AMENDATORY SECTION (Amending WSR 12-11-025, 
filed 5/8/12, effective 6/8/12) 


WAC 170-290-3610 Countable income. DSHS counts 
income as money a consumer earns or receives from: 

(1) Wages and commissions earned from employment; 

(2) Unemployment compensation; 

(3) The following child support payment amounts: 

(a) For applicants or consumers who are not receiving 
DSHS division of child support services, the amount as 
shown on a current court or administrative order; ((ef)) 

(b) For applicants or consumers who are receiving DSHS 
division of child support services, the amount as verified by 
the DSHS division of child support; 

(c) For applicants or consumers who have an informal 
verbal or written child support agreement, the amount veri- 
fied by a written agreement signed by the noncustodial parent 
(NCP); or 

(d) For applicants or consumers who cannot provide a 
written agreement signed by the NCP, the amount received 
for child support verified by a written statement from the con- 
sumer that documents why they cannot provide the statement 
from the NCP; 

(4) Supplemental security income (SSD); 

(5) Other Social Security payments, such as Social Secu- 
rity Administration (SSA) and Social Security disability 
insurance (SSDI); 

(6) Refugee assistance payments; 

(7) Payments from the Veterans' Administration; 
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(8) Pensions or retirement income; 

(9) Payments from labor and industries (L&I), or disabil- 
ity payments; 

(10) Lump sums as money a consumer receives from a 
one-time payment such as back child support, an inheritance, 
or gambling winnings; 

(11) Other types of income not listed in WAC 170-290- 
3630; and 

(12) Gross wages from employment or self-employment 
income as defined in WAC 170-290-0003. Gross wages 
include any wages that are taxable. 


AMENDATORY SECTION (Amending WSR 11-12-078, 
filed 5/31/11, effective 7/1/11) 


WAC 170-290-3630 Excluded income and deduc- 
tions. (1) (Fhe SCC pregram)) DSHS does not count the fol- 
lowing income types when determining a consumer's income 
eligibility and copayment: 

(a) Income types as defined in WAC 388-450-0035, 388- 
450-0040, and 388-450-0055; 

(b) Savings accounts; 

(c) Money received from sale of real property, such as a 
house, or personal property, such as a car; 

(d) Reimbursements, such as tax refunds; 

(e) Earned income credits; 

(f) Diversion cash assistance; 

(g) Compensatory awards, such as an insurance settle- 
ment or court-ordered payment for personal injury, damage, 
or loss of property; 

(h) Capital gains; 

(i) Basic Food program benefits; 

(j) Income earned by children as described in WAC 170- 
290-3540; 

(k) Benefits received by children of Vietnam War veter- 
ans who are diagnosed with any form or manifestation of 
spina bifida except spina bifida occulta; 

(1) Adoption support assistance and foster care pay- 
ments; and 

(m) Government economic stimulus payments. 

(2) ((SEG)) DSHS deducts the amount a consumer pays 
for child support ((frem-his-or-hercountable income-when 

; . ae ») 
under court order, division of child support administrative 
order, or tribal government order, from the consumer's other 
countable income when determining eligibility and copay- 
ment for the SCC program. 


AMENDATORY SECTION (Amending WSR 11-12-078, 
filed 5/31/11, effective 7/1/11) 


WAC 170-290-3640 Determining income eligibility 
and copayment. (1) For the SCC program, DSHS deter- 
mines a consumer's family's income eligibility and copay- 
ment by: 

(a) The consumer's family size as defined under WAC 
170-290-3540; 

(b) The consumer's average monthly income as calcu- 
lated under WAC 170-290-3620; 

(c) The consumer's family's average monthly income as 
compared to the federal poverty guidelines (FPG); and 
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(d) The consumer's family's average monthly income as 
compared to the copayment chart defined in WAC 170-290- 
0075. 

(2) If a consumer's family's income is above the maxi- 
mum eligibility limit as provided in WAC 170-290-0005, 
((his-or-her)) the consumer's family is not eligible for the SCC 
program. 

(3) The FPG is updated every year ((en Apri+)). The 
SCC eligibility level is updated at the same time every year to 
remain current with the FPG. 

(4) SCC shall assign a copayment amount based on the 
family's countable income. The consumer pays the copay- 
ment directly to the provider. 

(5) SCC does not prorate the copayment when a con- 
sumer uses care for part of a month. 


AMENDATORY SECTION (Amending WSR 11-12-078, 
filed 5/31/11, effective 7/1/11) 


WAC 170-290-3650 Change in copayment. (1) A con- 
sumer's SCC program copayment could change when: 

(a) DEL makes a mass change in subsidy benefits due to 
a change in law or program funding; 

(b) The consumer's family size increases; 

(c) DSHS makes an error in the consumer's copayment 
computation; 

(d) The consumer did not report all income, activity and 
household information at the time of eligibility determination 
or application/reapplication; or 

(e) The consumer is approved for a new eligibility 
period. 

(2) If a consumer's copayment changes during ((his-or 
her)) the eligibility period, the change is effective: 

(a) On the first day of the month following the change, 
when: 

(i) The report is made to DSHS or the information is 
learned by DSHS ((withi»)) ten or more days after the change 
as provided in WAC 170-290-3570; and 

(ii) The consumer receives ten days written notice; ((aad 

ie nes ae yar 

(b) On the first day of the month that the change occurred 
when((5)): 

(i) The report is made to DSHS or the information is 
learned by DSHS within ten days or less after the change as 
provided in WAC 170-290-3570; and 

(11) The copayment is decreasing. 

(3) DSHS does not prorate when a consumer uses care 
for part of a month. 


AMENDATORY SECTION (Amending WSR 11-12-078, 
filed 5/31/11, effective 7/1/11) 


WAC 170-290-3665 When SCC program subsidies 
start. (1) SCC benefits for an eligible consumer may begin 
when the following conditions are met: 

(a) The consumer has completed the required SCC appli- 
cation and verification process as described under WAC 170- 
290-0012 and 170-290-0014 within thirty days of the date 
DSHS received the consumer's application ((orreappHea- 
tion)) for SCC benefits; 
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(b) The consumer is working or participating in an 
approved activity under WAC 170-290-3555; and 

(c) The consumer needs child care for work or approved 
activities within at least thirty days of the date of application 
for SCC benefits((-end 


is-earine for his or her chidren)). 

(2) If a consumer fails to turn in all information within 
thirty days from ((his-er-her)) the application date, the con- 
sumer must restart the application process. 

(3) The consumer's application date is whichever is ear- 
lier: 

(a) The date the consumer's application is entered into 
DSHS's automated system; or 

(b) The date the consumer's application is date stamped 
as received. 


NEW SECTION 


WAC 170-290-3675 When provider payments start. 
The provider is eligible to receive payment when both the fol- 
lowing circumstances are met: 

(1) The consumer has chosen the eligible provider (under 
WAC 170-290-0125) and the provider is caring for the chil- 
dren during an eligibility period; and 

(2) DSHS notifies the provider that the consumer is eli- 
gible. 


AMENDATORY SECTION (Amending WSR 11-12-078, 
filed 5/31/11, effective 7/1/11) 


WAC 170-290-3730 When notice of payment 
changes is not required. DSHS does not give a consumer 
notice if the consumer: 

(1) Tells DSHS that ((he-erske)) the consumer no longer 
wants SCC; or 

(2) Has not informed DSHS of ((his—-erheet)) the con- 
sumer new mailing address. 


AMENDATORY SECTION (Amending WSR 11-12-078, 
filed 5/31/11, effective 7/1/11) 


WAC 170-290-3750 Eligible child care providers. To 
receive payment under the SCC program, a consumer's child 
care provider must be: 

(1) Currently licensed as required by chapter 43.215 
RCW and ((ehapters)) 170-295, 170-296A, or ((4/0-454)) 
170-297 WAC; 

(2) Meeting their state's licensing regulations, for pro- 
viders who care for children in states bordering Washington. 
The SCC program pays the lesser of the following to quali- 
fied child care facilities in bordering states: 

(a) The provider's private pay rate for that child; or 

(b) The state maximum child care subsidy rate for the 
DSHS region where the child resides; or 

(3) Exempt from licensing but certified by DEL, such as: 

(a) Tribal child care facilities that meet the requirements 
of tribal law; 

(b) Child care facilities on a military installation; and 

(c) Child care facilities operated on public school prop- 
erty by a school district. 
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AMENDATORY SECTION (Amending WSR 11-12-078, 
filed 5/31/11, effective 7/1/11) 


WAC 170-290-3760 SCC subsidy rates((—Effeetive 


date)). State child care subsidy rates ((##this-part-are-effee- 
tive-as-of the date-stated in WAC 170-290-0186)) are subject 
to legislative change. 


AMENDATORY SECTION (Amending WSR 11-12-078, 
filed 5/31/11, effective 7/1/11) 


WAC 170-290-3770 Authorized SCC payments. The 
SCC program may authorize payments to licensed or certi- 
fied child care providers for: 

(1) Basic child care either full-day or half-day, at rates 
listed in the chart in WAC 170-290-0200 and 170-290-0205: 

(a) A full day of child care when care is needed for five 
to ten hours per day; 

(b) A half day of child care when care is needed for less 
than five hours per day; 

(2) A registration fee, according to WAC 170-290-0245; 

(3) Subsidy rates for five-year old children according to 
WAC 170-290-0185; 

(4) The field trip/quality enhancement fees in WAC 170- 
290-0247; 

(5) The nonstandard hours bonus in WAC 170-290- 
0249; and 

(6) Special needs care when the child has a documented 
special need and a documented need for a higher level of 
care, according to WAC 170-290-0220, 170-290-0225, and 
170-290-0230. 


AMENDATORY SECTION (Amending WSR 12-11-025, 
filed 5/8/12, effective 6/8/12) 


WAC 170-290-3800 Eligible provider capacity and 
payment. (1) DSHS may pay licensed and certified providers 
for authorized care up to the provider's licensed capacity as 
determined under WAC ((4+70-4+5+-986)) 170-297-5625, 
170-295-0080, or 170-296A-5700, as appropriate. 

(2) Licensed providers may not bill the state for more 
than the number of children they have in their licensed capac- 
ity and who are authorized to receive child care subsidies. 

(3) A violation of subsection (2) of this section may: 

(a) Result in the immediate suspension of the provider's 
subsidy payments; and 

(b) Establish a provider overpayment as provided in 
WAC 170-290-0268. 

(4) As used in this section, "capacity" has the same 
meaning as defined in WAC ((+70-454-646)) 170-297-0010, 
170-295-0010, and 170-296A-0010. 


AMENDATORY SECTION (Amending WSR 11-12-078, 
filed 5/31/11, effective 7/1/11) 


WAC 170-290-3840 New eligibility period. (1) If a 
consumer wants to receive SCC program subsidies for 
another eligibility period, he or she must reapply for SCC 
benefits before the end of the current eligibility period. To 
determine if a consumer is eligible, DSHS: 
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(a) Requests reapplication information before the end 
date of the consumer's current SCC eligibility period; and 

(b) Verifies the requested information for completeness 
and accuracy. 

(2) A consumer may be eligible for SCC program subsi- 
dies for a new eligibility period if: 

(a) DSHS receives the consumer's reapplication informa- 
tion no later than the last day of the current eligibility period; 

(b) The consumer's provider is eligible for payment 
under WAC 170-290-3670 and 170-290-3750; and 

(c) The consumer meets all SCC eligibility requirements. 

(3) If DSHS determines that a consumer is eligible for 
SCC program subsidies based on ((his-erher)) the consumer's 
reapplication information, DSHS notifies the consumer of the 
new eligibility period and copayment. 

(4) If a consumer fails to contact DSHS on or before the 
end date of the consumer's current SCC eligibility period to 
request SCC program subsidies, he or she must reapply 
according to WAC 170-290-3665. 


AMENDATORY SECTION (Amending WSR 12-11-025, 
filed 5/8/12, effective 6/8/12) 


WAC 170-290-3855 Termination of and redetermin- 
ing eligibility for SCC program subsidies. (1) A con- 
sumer's continued eligibility for SCC program subsidies 
stops when: 

(a) The consumer's monthly copayment is equal to or 
higher than the state maximum monthly child care rate, 
including special needs payment, but not including registra- 
tion, field trip, and nonstandard hours bonus payments, for all 
of the consumer's children in care; or 

(b) The consumer: 

(1) Is not participating in an approved activity as defined 
in WAC 170-290-3555; 

(ii) Does not meet other SCC eligibility requirements 
related to family size, income and approved activities; 

(iii) Does not comply with the copayment requirements 
of WAC 170-290-3565 (6) and (7); or 

(iv) Refuses to cooperate with the child care subsidy 
audit process or the DSHS office of fraud and accountability 
(OFA). 

(2) A consumer might be eligible for SCC program sub- 
sidies again beginning on the date that the consumer: 

(a) Meets all SCC program eligibility requirements; 

(b) Complies with the copayment requirements of WAC 
170-290-3565(6); and 

(c) Cooperates with the child care subsidy audit process 
or with the DSHS office of fraud and accountability (OFA). 


WSR 16-09-060 
PERMANENT RULES 
DEPARTMENT OF 
EARLY LEARNING 
[Filed April 15, 2016, 4:03 p.m., effective May 16, 2016] 


Effective Date of Rule: Thirty-one days after filing. 
Purpose: The proposed rule revisions update agency 
contact information, correct grammatical style and change 
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the definition of "public record" to better align with the Pub- 
lic Records Act. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 170-01-0020, 170-01-0030, 170-01-0120, 
170-01-0210, 170-01-0220, and 170-01-0270. 

Statutory Authority for Adoption: RCW 43.215.070; 
chapter 43.215 RCW. 

Adopted under notice filed as WSR 16-06-082 on Febru- 
ary 26, 2016. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 6, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
0, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 0, Repealed 0. 

Date Adopted: April 14, 2016. 


Ross Hunter 
Director 


AMENDATORY SECTION (Amending WSR 12-09-035, 
filed 4/11/12, effective 5/12/12) 


WAC 170-01-0020 Definitions. The definitions set 
forth in chapter 42.56 RCW shall apply to this chapter. Addi- 
tional definitions not listed in the Public Records Act are 
listed in this section, except as provided in this section. 

"DEL" or "department" means the department of early 
learning. Where appropriate, DEL also may refer to the offi- 
cials and employees of the department of early learning. 

"Disclosure" means inspection and/or copying of public 
records, unless the record is exempt from disclosure by law. 

"Public records" includes ((anything-prepared owned; 
sed oF uence By wag ane ea elade oane pabl 


ete ce N A E 
targneanan; ETE T ee 


reports_in-CAMIS/FAMLINK, service episoderecords; 
records-_held by_-contractors +f they related to-agency's func- 
tion-oraction,certat cleetronte records,_and other records 
net readiavatlable tothe public such _as_old manuals-or 
trainine-materials—Fhese records-can be written, recorded or 
electronic: 

ieee O Sere eee gee 


iental orn ops cuay Eten ” RCW. 42- F- 020¢41))) an any 
writing, as defined in RCW 42.56.010, containing informa- 
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tion relating to the conduct of government or the performance 
of any governmental or proprietary function prepared, 
owned, used, or retained by any state or local agency regard- 
less of physical form or characteristics. Almost all records 
held by an agency relate to the conduct of government; how- 
ever, some do not. A purely personal record having no rela- 
tion to the conduct of government is not a "public record." 
While the contents of the personal record might not be a pub- 
lic record, a transaction of the record itself may be. 

"Public records officer" means the designated person for 
the department who oversees all records requests. This per- 
son is identified in the Washington state register. 

"Redact" means to edit from a released record informa- 
tion that is exempt from disclosure to the public, by covering 
over the information with black ink or other method without 
deleting the information from the original record. 


AMENDATORY SECTION (Amending WSR 12-09-035, 
filed 4/11/12, effective 5/12/12) 


WAC 170-01-0030 Description of the department of 
early learning. (1) DEL was formed in July 2006 under 
chapter 265, Laws of 2006 to bring together child care and 
early learning programs previously under the departments of 
social and health services and commerce, as well as the state 
office of public instruction. 

(2) The department was established to oversee child care 
licensing and early childhood learning programs and initia- 
tives. 

(3) The administrative office of the department of early 
learning is located in Olympia, Washington. To request any 
information, contact: P.O. Box 40970, Olympia, WA 98504- 
0970, or call toll free 1-866-482-4325. 

(4) Field offices ((existin Aberdeen, BeHevue, Beling- 
ham Bremerton, Everett _Kennewiek, Kelso, Kent, Mount 
Vernon, Othello, Pert Angeles, Seattle, Spokane Tacoma, 
Tumwater- Vancouver- Wenatchee_and Yakima)) are located 
throughout the state and contact information can be found on 
DEL's web site. 


AMENDATORY SECTION (Amending WSR 12-09-035, 
filed 4/11/12, effective 5/12/12) 


WAC 170-01-0120 How to make a public records 
request. (1) Public records requests should be made directly 
to the DEL public records officer. 

(2) Public records requests may be made verbally or in 
writing. 

(a) Written requests may be sent by e-mail to 
public.records@del.wa.gov, by fax to ((360-443-3482)) 360- 
725-4925 or mail. Requests may be delivered to: Department 
of Early Learning, P.O. Box 40970, Olympia, WA 98504- 
0970. 

(b) DEL's public records request form is on its web site. 

(c) A written request without using the DEL public 
records request form should contain: 

(1) Name of requestor; 

(ii) Address of requestor; 

(iii) Other contact information, including telephone 
number and any e-mail address; 

(iv) The date on which the request was made; 
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(v) A sufficient description of the record requested; and 
(vi) If the information being requested may include a list 
of individuals or businesses, a statement that the list will not 
be used for commercial purposes, which is prohibited by law. 


AMENDATORY SECTION (Amending WSR 12-09-035, 
filed 4/11/12, effective 5/12/12) 


WAC 170-01-0210 What DEL considers a reason- 
able time estimate. DEL will roughly calculate the time it 
will take to fill the request. There is no standard amount of 
time for fulfilling a request, so reasonable estimates may 
vary. The estimates are based upon: 

(1) The size of the record requested. A large request gen- 
erally will take more time than a small request. 

(2) The location or locations where requested records 
may be. Records may be stored at different DEL offices, or at 
state records storage facilities. 

(3) The case load of the person filling the request. While 
providing public records is an essential function of the 
agency, it is not required to abandon its other, nonpublic 
records functions. 

((Example:- A-child careticenserawhe fs the +equest 
mrastiverk the - public records request around ther other 
duties monitoring and teensing factities.)) 


AMENDATORY SECTION (Amending WSR 12-09-035, 
filed 4/11/12, effective 5/12/12) 


WAC 170-01-0220 Reasons for DEL extending the 
time needed to fill a public records request. DEL may need 
to extend the time needed to fill a public records request 
beyond the five days in order to: 

(1) Locate and gather the information requested; 

(2) Notify an individual or organization affected by the 
request, and to give them an opportunity to object if allowed 
by law; 

(3) Determine whether: The information requested is 
exempt from disclosure; all or part of the request can be 
released; portions of the record must be redacted; or 

(4) Wait for response after DEL has already contacted 
the requestor to clarify the intent, scope or specifics of the 
request. For example, if a request is objectively unclear, DEL 
will attempt to clarify. If the requestor fails to clarify the 
request within thirty days of the agency's request, the agency 
(may)) will consider the request abandoned((the-ageney- 

itwHhsendaelosingHetter 
te-the-requester)), close the request and notify the requestor 
in writing. 

DEL will notify the requestor in writing if an extension 
is needed. 


AMENDATORY SECTION (Amending WSR 12-09-035, 
filed 4/11/12, effective 5/12/12) 


WAC 170-01-0270 DEL reviews of records request 
denials. (1) All review requests must be in writing (letter, fax 
or e-mail). All review requests must specify the part or parts 
of the denial or redaction that the requestor wishes to be 
reviewed. 
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(2) If DEL denies all or part of a request, or redacts any 
portion of a record, the requestor may request a review of this 
decision by: 

((G))) (a) Asking the public records officer for an inter- 
nal DEL review. 

(©) After receiving a request for an internal review, 
the public records officer will refer the matter for review to 
the deputy director who may consult with other agency lead- 
ers. The denial will either be upheld or reversed within two 
business days after the receipt of the review request. 

(b) Asking for an external review by the attorney gen- 
eral's office. 

Requestors may initiate this by sending a request for 
review to Public Records Review, Office of the Attorney 
General, P.O. Box 40100, Olympia, WA 98504-0100 or 
publicrecords@atg.wa.gov. 

((@))) (c) Asking for a judicial review. 


((AtHewiew requests must be in aveting etter, fax ore 
D Allevi fu 4 cy 
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agency communications- manacer whe may consult with 
ether-acencyteaders—The denial tt either be pheld of 
reversed-within tre-business_days_after the receipt of the 
review +equest.)) To initiate a court review of a public 
records case, a requestor can file a "motion to show cause" 
which directs the agency to appear before the court and show 
any cause why the agency did not violate the act. The case 
must be filed in the superior court in the county in which the 
record is maintained. 


WSR 16-09-065 
PERMANENT RULES 
DEPARTMENT OF 
SOCIAL AND HEALTH SERVICES 
(Economic Services Administration) 
[Filed April 18, 2016, 9:01 a.m., effective May 19, 2016] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The department is amending WAC 388-450- 
0200 to clarify the acceptability of medical marijuana 
expenses as an excess medical expense deduction so that it is 
applied consistently with federal regulations under Title 7 
C.F.R. § 273.9 (d)(3)(B). 

Citation of Existing Rules Affected by this Order: 
Amending WAC 388-450-0200. 

Statutory Authority for Adoption: RCW 74.04.050, 
74.04.055, 74.04.057, 74.04.510, 74.08.090, and 7 C.F.R. 
273.9. 

Adopted under notice filed as WSR 16-06-098 on March 
1, 2016. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 1, 
Repealed 0. 
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Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
0, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 1, Repealed 0. 

Date Adopted: April 15, 2016. 


Katherine I. Vasquez 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 13-18-007, 
filed 8/22/13, effective 10/1/13) 


WAC 388-450-0200 Will the medical expenses of 
elderly persons or individuals with disabilities in my 
assistance unit be used as an income deduction for Basic 
Food? (1) If your basic food assistance unit (AU) includes an 
elderly person or individual with a disability as defined in 
WAC 388-400-0040, your AU may be eligible for an income 
deduction for that person's out-of-pocket medical expenses. 
We allow the deduction for medical expenses over thirty-five 
dollars each month. 

(2) You can use an out-of-pocket medical expense 
toward this deduction if the expense covers services, sup- 
plies, medication, or other medically needed items prescribed 
by a state-licensed practitioner or other state-certified, quali- 
fied, health professional. Examples of expenses you can use 
for this deduction include those for: 

(a) Medical, psychiatric, naturopathic physician, dental, 
or chiropractic care; 

(b) Prescribed alternative therapy such as massage or 
acupuncture; 

(c) Prescription drugs except medical marijuana; 

(d) Over the counter drugs; 

(e) Eye glasses; 

(f) Medical supplies other than special diets; 

(g) Medical equipment or medically needed changes to 
your home; 

(h) Shipping and handling charges for an allowable med- 
ical item. This includes shipping and handling charges for 
items purchased through mail order or the internet; 

(1) Long distance calls to a medical provider; 

(j) Hospital and outpatient treatment including: 

(1) Nursing care; or 

(ii) Nursing home care including payments made for a 
person who was an assistance unit member at the time of 
placement. 

(k) Health insurance premiums paid by the person 
including: 

(1) Medicare premiums; and 

(11) Insurance deductibles and copayments. 

(1) Out-of-pocket expenses used to meet a spenddown as 
defined in WAC 182-519-0010. We do not allow your entire 
spenddown obligation as a deduction. We allow the expense 
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as a deduction as it is estimated to occur or as the expense 
becomes due; 

(m) Dentures, hearing aids, and prosthetics; 

(n) Cost to obtain and care for a seeing eye, hearing, or 
other specially trained service animal. This includes the cost 
of food and veterinarian bills. We do not allow the expense of 
food for a service animal as a deduction if you receive ongo- 
ing additional requirements under WAC 388-473-0040 to 
pay for this need; 

(o) Reasonable costs of transportation and lodging to 
obtain medical treatment or services; and 

(p) Attendant care necessary due to age, infirmity, or ill- 
ness. If your AU provides most of the attendant's meals, we 
allow an additional deduction equal to a one-person allot- 
ment. 

(3) There are two types of deductions for out-of-pocket 
expenses: 

(a) One-time expenses are expenses that cannot be esti- 
mated to occur on a regular basis. You can choose to have us: 

(1) Allow the one-time expense as a deduction when it is 
billed or due; 

(11) Average the expense through the remainder of your 
certification period; or 

(iii) If your AU has a twenty-four-month certification 
period, you can choose to use the expense as a one-time 
deduction, average the expense for the first twelve months of 
your certification period, or average it for the remainder of 
our certification period. 

(b) Recurring expenses are expenses that happen on a 
regular basis. We estimate your monthly expenses for the cer- 
tification period. 

(4) We do not allow a medical expense as an income 
deduction if: 

(a) The expense was paid before you applied for benefits 
or in a previous certification period; 

(b) The expense was paid or will be paid by someone 
else; 

(c) The expense was paid or will be paid by the depart- 
ment or another agency; 

(d) The expense is covered by health care insurance; 

(e) We previously allowed the expense, and you did not 
pay it. We do not allow the expense again even if it is part of 
a repayment agreement; 

(f) You included the expense in a repayment agreement 
after failing to meet a previous agreement for the same 
expense; or 

(g) You claim the expense after you have been denied for 
presumptive SSI; and you are not considered disabled by any 
other criteria. 


WSR 16-09-068 
PERMANENT RULES 
HEALTH CARE AUTHORITY 
(Washington Apple Health) 
[Filed April 18, 2016, 12:17 p.m., effective May 19, 2016] 


Effective Date of Rule: Thirty-one days after filing. 
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Purpose: The agency is amending the dates it will update 
the readmission factors used to calculate payment adjust- 
ments to hospitals for potentially preventable readmissions. 
The agency is also adding a definition for "fiscal year." 

Citation of Existing Rules Affected by this Order: 
Amending WAC 182-550-3840. 

Statutory Authority for Adoption: RCW 41.05.021, 
41.05.160. 

Adopted under notice filed as WSR 16-06-115 on March 
2, 2016. 

Changes Other than Editing from Proposed to Adopted 
Version: (5)(e) The agency will prospectively apply a read- 
mission reduction factor to inpatient rates for dates of service 
provided on January 1, 2016, through Aine 39 December 31, 
2016, based on a PPR analysis consisting of the following 
claims data: 

(5)(e)(iii) A readmission reduction factor for each hospi- 
tal is based on the hospital's excess readmission payments 
divided by the total DRG-based hospital inpatient payments 
in the PPR analysis. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
1, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 1, Repealed 0. 

Date Adopted: April 18, 2016. 


Wendy Barcus 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 15-24-096, 
filed 12/1/15, effective 1/1/16) 


WAC 182-550-3840 Payment adjustment for poten- 
tially preventable readmissions. (1) The medicaid agency 
adjusts the payment rate to a hospital with an excessive num- 
ber of potentially preventable readmissions (PPRs), using the 
criteria described in subsection (4) of this section. The 
agency calculates the number of excess PPRs using a risk- 
adjusted comparison, as described in subsection (5) of this 
section, between the actual and expected number of PPRs 
attributable to a hospital, and prospectively reduces the pay- 
ment. 

(2) Payment reductions under this section do not apply to 
critical access hospitals under WAC 182-550-2598; however, 
critical access hospital claims are included in the PPR analy- 
sis. 

(3) The following definitions and those found in chapter 
182-500 WAC apply to this section: 
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(a) "Actual PPR chains" means the number of PPR 
chains attributable to a hospital, based on the PPR analysis. 

(b) "Excess PPR chains" means the difference between a 
hospital's actual PPR chains and the expected PPR chains, not 
to be less than 0. 

(c) "Expected PPR chains" means the number of PPR 
chains expected for a hospital, based on the hospital's mix of 
services provided and clients served in the PPR analysis. 

(d) "Excess readmission payments" means a hospital's 
number of excess readmissions multiplied by the average 
payments per PPR chain. 

(e) "Fiscal year" means the year beginning July 1st and 
ending the following June 30th. 

(f) "Initial admission" means an admission to a hospital 
that is not identified as a PPR that is followed by a PPR for 
the same recipient within thirty days, as determined by the 
PPR software under standard settings. 

(®©) (g) "Nonqualifying admission" means an admis- 
sion excluded from the determination of readmissions by the 
PPR software under standard settings. Nonqualifying admis- 
sions exclude initial admissions, only admissions, and PPRs. 

((€g))) (b) "Only admission" means an admission that is 
not a PPR, an initial admission, or other nonqualifying 
admission, as determined by the PPR software under standard 
settings. 

(Œ) G) "Potentially preventable readmission (PPR)" 
means a readmission meeting the criteria in subsection (4) of 
this section that follows a prior discharge from a hospital 
within thirty days for the same recipient, as determined by the 
PPR software under standard settings. A PPR can occur at the 
same hospital as the initial readmission or at a different hos- 
pital. 

((@)) Q "Potentially preventable readmission chain" or 
"PPR chain" means the collection of one or more PPRs attrib- 
utable to an initial admission. 

((@)) (k) "PPR analysis" means the historical claims 
data processed by the PPR software under standard settings 
used to determine each hospital's excess PPR chains, as 
described in subsection (5) of this section. 

((€3)) A) "PPR software" means the software created 
and maintained by the 3M™ Corporation and currently used 
by the agency to identify PPRs. This software is programmed 
to include admission inclusion and exclusion criteria and fac- 
tors in an adjustment for pediatric admissions and those 
admissions with a mental health diagnosis code, but are not 
classified as a mental health admission. 

(®©) (Gm) "Readmission reduction factor" means a pro- 
spective reduction to inpatient payment rates based on the 
excess readmissions payments divided by the total hospital 
inpatient payments in the PPR analysis. The agency will con- 
sider a cap on this reduction to the inpatient payment rate 
each year. 

(4) Readmission criteria. A PPR is an inpatient readmis- 
sion within thirty days after discharge that is clinically related 
to the initial admission, as defined by the PPR software using 
standard settings. A PPR meets the following criteria: 

(a) The readmission is potentially preventable through 
appropriate care consistent with accepted standards in the 
prior discharge or during the postdischarge follow-up period; 
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(b) The readmission is for a condition or procedure 
related to the care provided during the prior discharge or 
during the period immediately after the prior discharge; 

(c) The PPR chain has one or more readmissions that are 
clinically related to the initial admission. The first readmis- 
sion is within thirty days after the initial admission, and the 
thirty-day time frame begins again at the discharge of the 
most recent readmission; and 

(d) The readmission is to the same or to any other hospi- 
tal. 

(e) For the purposes of determining PPRs, certain ser- 
vices and circumstances are excluded from the analysis 
including, but not limited to: 

(1) Leukemia; 

(11) Lymphoma; 

(111) Chemotherapy; 

(iv) Neonatal admission; 

(v) Hospitalization with a discharge status of "left 
against medical advice"; 

(vi) Admission to an acute care hospital for clients 
assigned to the base APR DRG for rehabilitation, aftercare, 
and convalescence; 

(vii) Same-day transfer to an acute care hospital for non- 
acute care (for example: Hospice care); 

(viii) Malignancy and selected disorders or diseases with 
chemotherapy or radiotherapy procedures (for example: Con- 
nective tissue or coagulation and platelet disorders); and 

(ix) Out-of-state admission. 

(5) Methodology to determine excess readmissions. 

(a) The agency's analysis is based on the 3M™ Health 
Information Systems Potentially Preventable Readmissions 
Classification System under standard settings currently used 
by the agency. 

(b) The following readmissions are excluded from the 
PPR analysis prior to processing the claims data through the 
PPR software: 

(1) Enrollees in state-only programs; 

(11) Dually eligible medicare/medicaid enrollees; 

(iii) Mental health and chemical dependency claims cov- 
ered by the division of behavioral health and recovery 
(DBHR); and 

(iv) Claims occurring at out-of-state, noncritical border 
hospitals. 

(c) Nonqualifying admissions identified by the PPR soft- 
ware under standard settings are excluded from the determi- 
nation of excess PPR chains. 

(d) The following claims are also excluded from the 
determination of excess PPR chains: 

(i) Trauma claims qualifying for supplemental payments 
for approved trauma service centers under WAC 182-550- 
5450; 

(11) Newborn cases with the mother's patient information 
reported in the claim; 

(iii) Newborn jaundice cases; and 

(iv) Transplant diagnosis-related group (DRG) initial 
admissions or admissions within one hundred eighty days of 
a transplant DRG. 

(e) The agency will prospectively apply a readmission 
reduction factor to inpatient rates for dates of service pro- 
vided on January 1, 2016, through ((Fane38)) December 31, 
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2016, based on a PPR analysis consisting of the following 
claims data: 

(1) PPR analysis will consist of fee-for-service (FFS) and 
managed care claims data, including claims denied under the 
legacy readmission policy under WAC 182-550-3000, and 
excluding the claims described in (b) of this subsection. 

(11) PPR analysis claim services dates will consist of dis- 
charge dates within state fiscal year 2014 (July 1, 2013, 
through June 30, 2014), with the following exceptions: 

(A) PPR analysis will include PPRs with a discharge 
date after state fiscal year 2014 that were in a PPR chain with 
an initial admission discharge date in state fiscal year 2014. 

(B) PPR analysis will exclude PPRs with a discharge 
date in state fiscal year 2014 that were in a PPR chain with an 
initial admission discharge date before state fiscal year 2014. 

(iii) A readmission reduction factor for each hospital is 
based on the hospital's excess readmission payments divided 
by the total DRG-based hospital inpatient payments in the 
PPR analysis. 

(f) The agency will annually update the readmission 
reduction factors on ((A#y)) January Ist, starting on (Ady 
2046)) January 1, 2017, based on a PPR analysis consisting 
of the following claims data: 

(i) PPR analysis will consist of FFS and managed care 
claims data, including claims denied under the legacy read- 
mission policy under WAC 182-550-3000, and excluding the 
claims described in (b) of this subsection. 

(11) PPR analysis claim services dates will consist of dis- 
charge dates within the ((eatendar)) state fiscal year prior to 
the ((Aaty)) January Ist effective date (for readmission reduc- 
tion factors effective ((J#ty+4+,2646)) January 1, 2017, the 
PPR analysis will be based on claims with discharge dates in 
((ealendar-year2045)) state fiscal year 2016), with the fol- 
lowing exceptions: 

(A) PPR analysis will include PPRs with a discharge 
date after the ((eatendar)) state fiscal year that were in a PPR 
chain where the initial admission discharge date was in the 
((eatendar)) state fiscal year. 

(B) PPR analysis will exclude PPRs with a discharge 
date in the ((eatendar)) state fiscal year that were in a PPR 
chain where the initial admission discharge date was before 
the ((ealendar)) state fiscal year. 

(iii) A readmission reduction factor for each hospital is 
based on the hospital's excess readmission payments divided 
by the total hospital inpatient payments in the PPR analysis. 


WSR 16-09-069 
PERMANENT RULES 
COUNTY ROAD 
ADMINISTRATION BOARD 
[Filed April 18, 2016, 12:49 p.m., effective May 19, 2016] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: The CRABoard finds that adopting this new 
standard of good practice will define traffic law enforcement 
expenditures, and help counties comply with the rural arterial 
program eligibility requirements. 
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Reasons Supporting Proposal: To support counties by 
providing a framework for maintaining RAP eligibility as 
recent state audits have highlighted use of special purpose 
funds as a potential area of concern. Provide the SAO with a 
consistent basis for review and analysis. 


Statutory Authority for Adoption: Chapter 36.78 RCW. 


Adopted under notice filed as WSR 16-04-104 on Febru- 
ary 2, 2016. 


Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 

Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 1, Amended 0, Repealed 0. 

Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 1, Amended 
0, Repealed 0. 

Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 0, Repealed 0. 


Date Adopted: April 14, 2016. 


Jay P. Weber 
Executive Director 


Chapter 136-25 WAC 


STANDARD OF GOOD PRACTICE—TRAFFIC LAW 
ENFORCEMENT EXPENDITURES 


NEW SECTION 


WAC 136-25-010 Purpose and authority. RCW 
36.79.140 sets forth the conditions under which counties are 
eligible to receive funds from the rural arterial trust account 
(RATA). Chapter 136-150 WAC describes how the RATA 
provisions will be implemented by the county road adminis- 
tration board. This chapter is specific to WAC 136-150-020, 
136-150-021, 136-150-022, and 136-150-030 relating to road 
levy, road levy diversion, and traffic law enforcement. 


NEW SECTION 


WAC 136-25-020 Diversion of road levy funds may 
only be for traffic law enforcement within unincorpo- 
rated areas of the county. To preserve RATA eligibility, 
road levy funds diverted pursuant to RCW 36.33.220 may 
only be used for traffic law enforcement within the unincor- 
porated areas of counties, except those counties with a popu- 
lation of less than eight thousand, RCW 36.79.140 and WAC 
136.150.030. 


Reviser's note: The typographical error in the above section occurred 
in the copy filed by the agency and appears in the Register pursuant to the 
requirements of RCW 34.08.040. 
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NEW SECTION 


WAC 136-25-030 Eligible traffic law enforcement 
activities on county roads. For purposes of maintaining 
RATA eligibility, should the legislative authority vote and 
budget to divert road levy funds, the following traffic law 
enforcement activities occurring in unincorporated county 
areas are the only activities that can be funded by county road 
levy funds. 


(1) Speed limit and other traffic law enforcement; 
(2) Collision investigation documenting/reporting; 


(3) Oversize vehicle (weight, length, width, and height) 
enforcement; 


(4) Special traffic emphasis patrols; 


(5) Facilitating the removal of abandoned vehicles from 
the county road and rights of way; 


(6) Facilitating the removal of roadway and right of way 
obstructions at the request of the county engineer; 

(7) Investigating illegal littering and dumping on county 
road rights of way; 

(8) Sign damage investigation and enforcement; 

(9) Road condition enforcement, including mud, water, 
debris, or spills; 

(10) Rights of way encroachment investigation and 
enforcement at the request of the county engineer; 

(11) Maintenance and construction zone traffic enforce- 
ment; 

(12) Road department vehicle special collision investiga- 
tion at the request of the county engineer; and 

(13) Other activities clearly related to county road law 
enforcement needs, as mutually agreed upon in writing by the 
county road engineer and the county sheriff. Disagreements 
shall be elevated to the county legislative authority. 


NEW SECTION 


WAC 136-25-040 Compliance and documentation. 
The certification required by WAC 136-150-022 shall be on 
a form provided by the county road administration board. 
Each county shall maintain adequate records of annual traffic 
law enforcement expenditures in such format and detail to 
demonstrate that the funds were used only for the traffic law 
enforcement activities set out in WAC 136-25-030. 


NEW SECTION 


WAC 136-25-050 Agreements. The county road 
administration board shall provide model documents for 
counties to use to establish agreements (relationships) 
between the county legislative authority and the county sher- 
iff and between the county road engineer and the county sher- 
iff for the use of county road levy funds for traffic law 
enforcement. The agreements are discretionary but, if used, 
should list which activities set out in WAC 136-25-030 are 
subject to the agreement. 
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WSR 16-09-070 
PERMANENT RULES 
COUNTY ROAD 
ADMINISTRATION BOARD 
[Filed April 18, 2016, 12:50 p.m., effective May 19, 2016] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: WAC 136-150-022 Ascertaining the expendi- 
tures for traffic law enforcement, proposed changes to this 
section requires each county to maintain records of annual 
traffic law enforcement expenditures in such format and 
detail as to demonstrate that the funds were used for traffic 
law enforcement. Also references new chapter 136-25 WAC 
for defining traffic law enforcement activities. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 136-150-022. 

Statutory Authority for Adoption: Chapter 36.78 RCW. 

Adopted under notice filed as WSR 16-04-105 on Febru- 
ary 2, 2016. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 
Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 1, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
1, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 0, Repealed 0. 

Date Adopted: April 14, 2015 [2016]. 


Jay P. Weber 
Executive Director 


AMENDATORY SECTION (Amending WSR 03-21-136, 
filed 10/21/03, effective 11/21/03) 


WAC 136-150-022 Ascertaining the expenditures for 
traffic law enforcement. In those counties in which diverted 
road levy or transfer of road funds has been budgeted for traf- 
fic law enforcement, the county sheriff shall submit a certifi- 
cation showing the actual expenditure for traffic law enforce- 
ment in the previous budget year, on a form provided by the 
county road administration board, provided that counties 
with a population of less than eight thousand shall be exempt 
from this requirement. Such certification shall be submitted 
to the county road administration board no later than April 1st 
of each year. Each county shall maintain records of annual 
traffic law enforcement expenditures in such format and 
detail as to demonstrate that the funds were used for traffic 
law enforcement. 

Definition of traffic law enforcement: For purposes of 
this chapter, traffic law enforcement is defined as engaging in 
the activities listed in WAC 136-25-030 in unincorporated 


county locations. 


Permanent 


Washington State Register, Issue 16-09 


WSR 16-09-085 
PERMANENT RULES 
DEPARTMENT OF 
LABOR AND INDUSTRIES 
[Filed April 19, 2016, 10:44 a.m., effective May 20, 2016] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: eRules Phase V, the purpose of adopting this 
tule is to have a consistent format across all department of 
occupational safety and health (DOSH) rules. The updated 
format would provide easy access to rules from smart phones 
and tablet users. It will also provide easy navigation in PDF 
documents, as well as easier referencing by replacing bullets 
and dashes with numbers and letters. "Plain talk" writing 
principles have also been implemented throughout for greater 
clarity and comprehension. No rule requirements were 
changed as a result of this rule-making adoption. References, 
formatting and minor housekeeping changes were made 
throughout the chapters in this rule making. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 296-155-005 Purpose and scope, 296-155- 
006 Equipment approval by nonstate agency or organization, 
296-155-008 Incorporation of standards of federal agency, 
296-155-009 Equipment whether or not owned by, or under 
control of the employer, 296-155-010 Variance and proce- 
dure, 296-155-012 Definitions applicable to all sections of 
this chapter, 296-155-015 Education and first-aid standards, 
296-155-020 Housekeeping, 296-155-030 Acceptable certifi- 
cations, 296-155-035 General requirements, 296-155-040 
Safe place standards, 296-155-100 Management's responsi- 
bility, 296-155-105 Employee's responsibility, 296-155-110 
Accident prevention program, 296-155-115 Safety bulletin 
board, 296-155-120 First-aid training and certification, 296- 
155-130 First-aid station, 296-155-140 Sanitation, 296-155- 
150 Ionizing radiation, 296-155-155 Nonionizing radiation, 
296-155-160 Gases, vapors, fumes, dusts, and mists, 296- 
155-17301 Scope and application, 296-155-17303 Defini- 
tions, 296-155-17305 Permissible exposure limits, 296-155- 
17307 Communication among employers, 296-155-17309 
Emergency situations, 296-155-17311 Exposure monitoring, 
296-155-17313 Regulated areas, 296-155-17315 Methods of 
compliance, 296-155-17317 Respiratory protection, 296- 
155-17319 Protective work clothing and equipment, 296- 
155-17321 Hygiene facilities and practices, 296-155-17323 
Communication of hazards, 296-155-17325 Housekeeping, 
296-155-17327 Medical surveillance, 296-155-17329 Medi- 
cal removal, 296-155-17331 Recordkeeping, 296-155-17333 
Observation of monitoring, 296-155-17339 Startup dates, 
296-155-17341 Appendix A to WAC 296-155-173—Sub- 
stance data sheet, for 4-4'-methylenedianiline, 296-155- 
17343 Appendix B to WAC 296-155-173—Substance tech- 
nical guidelines, MDA, 296-155-17345 Appendix C to WAC 
296-155-173—Medical surveillance guidelines for MDA, 
296-155-17347 Appendix D to WAC 296-155-173—Sam- 
pling and analytical methods for MDA monitoring and mea- 
surement procedures, 296-155-174 Cadmium, 296-155-176 
Lead, 296-155-17605 Definitions, 296-155-17607 Permissi- 
ble exposure limit, 296-155-17609 Exposure assessment, 
296-155-17611 Methods of compliance, 296-155-17613 
Respiratory protection, 296-155-17615 Protective work 
clothing and equipment, 296-155-17617 Housekeeping, 296- 
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155-17619 Hygiene facilities and practices, 296-155-17621 
Medical surveillance, 296-155-17623 Medical removal pro- 
tection, 296-155-17625 Communication of hazards, 296- 
155-17627 Signs, 296-155-17629 Recordkeeping, 296-155- 
17631 Observation of monitoring, 296-155-17650 Appendix 
A to WAC 296-155-176—Substance data sheet for occupa- 
tional exposure to lead, 296-155-17652 Appendix B to WAC 
296-155-176—Employee standard summary, 296-155-17654 
Appendix C to WAC 296-155-176—Medical surveillance 
guidelines, 296-155-180 Hazard communication, 296-155- 
200 General requirements for personal protective equipment 
(PPE), 296-155-201 Definitions applicable to this chapter, 
296-155-203 Confined spaces, 296-155-20301 Definitions, 
296-155-20307 Confined space work on sewer systems under 
construction, 296-155-205 Head protection, 296-155-211 
Leg protection, 296-155-212 Foot protection, 296-155-215 
Eye and face protection, 296-155-235 Working over or adja- 
cent to water, 296-155-240 Sterilization of protective equip- 
ment, 296-155-24603 Definitions, 296-155-24605 General 
requirements, 296-155-24607 Fall protection required 
regardless of height, 296-155-24609 Fall protection required 
at four feet or more, 296-155-24611 Fall protection required 
at ten feet or more, 296-155-24613 Fall arrest specifications, 
296-155-24615 Fall restraint specifications, 296-155-24617 
Positioning device system specifications, 296-155-24619 
Other specifications, 296-155-24621 Training, 296-155- 
24623 Appendix A—Determining roof widths—Nonmanda- 
tory guidelines for complying with WAC 296-155-24615, 
296-155-24624 Appendix B—Calculating fall clearance dis- 
tance using a shock-absorbing lanyard and D-ring anchorage 
connector—Nonmandatory guidelines for complying with 
WAC 296-155-24613 (1)(d), 296-155-250 Definitions appli- 
cable to this part, 296-155-260 Fire protection, 296-155-265 
Fire prevention, 296-155-270 Flammable liquids, 296-155- 
275 Liquefied petroleum gas (LP-gas), 296-155-280 Tempo- 
rary heating devices, 296-155-305 Signaling and flaggers, 
296-155-310 Barricades, 296-155-315 Definitions applicable 
to this part, 296-155-325 General requirements for storage, 
296-155-335 Disposal of waste materials, 296-155-33605 
Definitions, 296-155-33705 General requirements, 296-155- 
33800 Chain slings, 296-155-33805 Wire rope slings, 296- 
155-33810 Metal mesh slings, 296-155-33815 Synthetic rope 
slings, 296-155-33820 Synthetic webbing slings, 296-155- 
33825 Synthetic roundslings, 296-155-33900 General 
requirements, 296-155-33905 Shackles, 296-155-33910 
Adjustable hardware, 296-155-33915 Compression hard- 
ware, 296-155-33920 Links, rings, and swivels, 296-155- 
34005 Structural and mechanical lifters, 296-155-34010 Vac- 
uum lifters, 296-155-34015 Close proximity lifting magnets, 
296-155-34020 Remotely operated lifting magnets, 296-155- 
34025 Scrap and material handling grapples, 296-155-350 
General requirements, 296-155-355 Hand tools, 296-155-360 
Power-operated hand tools, 296-155-36305 Definitions 
applicable to this section, 296-155-36307 Requirements, 
296-155-36309 Power loads, 296-155-36311 Fasteners, 296- 
155-36313 Operation, 296-155-36315 Limitations of use, 
296-155-36317 Maintenance and storage, 296-155-36319 
Authorized instructor, 296-155-36321 Qualified operator, 
296-155-365 Abrasive wheels and tools, 296-155-367 
Masonry saws, 296-155-370 Woodworking tools, 296-155- 
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375 Jacks—Lever and ratchet, screw, and hydraulic, 296- 
155-380 Air receivers, 296-155-400 Gas welding and cutting, 
296-155-405 Arc welding and cutting, 296-155-407 Protec- 
tive clothing, 296-155-410 Fire prevention, 296-155-415 
Ventilation and protection in welding, cutting, and heating, 
296-155-420 Welding, cutting, and heating in way of preser- 
vative coatings, 296-155-426 Introduction, 296-155-428 
General requirements, 296-155-429 Lockout and tagging of 
circuits, 296-155-432 Maintenance of equipment, 296-155- 
434 Environmental deterioration of equipment, 296-155-437 
Batteries and battery charging, 296-155-441 Applicability, 
296-155-444 General requirements, 296-155-447 Wiring 
design and protection, 296-155-449 Wiring methods, compo- 
nents, and equipment for general use, 296-155-452 Specific 
purpose equipment and installations, 296-155-456 Hazard- 
ous (classified) locations, 296-155-459 Special systems, 296- 
155-462 Definitions applicable to this part, 296-155-47501 
Definitions applicable to this part, 296-155-476 General 
requirements, 296-155-477 Stairways, 296-155-52900 
Scope, 296-155-52902 Definitions, 296-155-53102 Accredi- 
tation—Application form and applicant qualifications, 296- 
155-53106 Accreditation application—Processing time, 296- 
155-53108 Duration and renewal of an accreditation, 296- 
155-53110 Revocation or suspension of an accreditation, 
296-155-53114 Issuance of temporary and annual certificates 
of operation, 296-155-53200 General inspection criteria, 
wire rope inspection and removal criteria, and preproof load 
test requirements for all cranes, 296-155-53202 Additional 
inspection criteria and proof load testing—Mobile cranes, 
296-155-53204 Additional inspection criteria and proof load 
testing—Articulating boom cranes, 296-155-53206 Addi- 
tional inspection criteria and proof load testing—Tower 
cranes, 296-155-53208 Additional inspection criteria and 
proof load testing—Self-erecting tower cranes, 296-155- 
53210 Additional inspection criteria and proof load testing— 
Overhead/bridge and gantry bridge cranes, 296-155-53212 
Additional inspection criteria and proof load testing—Der- 
ricks, 296-155-53214 Crane decertification and reinstate- 
ment, 296-155-53300 Operator qualifications and certifica- 
tion, 296-155-53302 Signal person qualifications, 296-155- 
53306 Rigger qualifications, 296-155-53400 General 
requirements, 296-155-53401 Duties of assigned personnel, 
296-155-53402 Assembly/disassembly, 296-155-53403 Fall 
protection, 296-155-53404 Wire rope, 296-155-53405 
Inspections, 296-155-53406 Signals, 296-155-53408 Power 
line safety, 296-155-53409 Training, 296-155-53410 Safety 
devices, 296-155-53412 Operational aids, 296-155-53414 
Cranes/derricks with a rated hoisting/lifting capacity of two 
thousand pounds or less, 296-155-53700 Mobile cranes— 
General, 296-155-53715 Mobile cranes—Operations, 296- 
155-53815 Articulating boom cranes—Operations, 296-155- 
53900 Tower cranes—General, 296-155-53915 Tower 
cranes—Operations, 296-155-54100 Self-erecting tower 
cranes—General, 296-155-54115 Self-erecting tower 
cranes—Operations, 296-155-54200 Overhead/bridge and 
gantry cranes—General, 296-155-54215 Overhead/bridge 
and gantry cranes—Operations, 296-155-54300 Derricks— 
General, 296-155-54305 Derricks—Construction, 296-155- 
54320 Derricks—Operations, 296-155-54400 Floating 
cranes/derricks and land cranes/derricks on barges, 296-155- 
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54800 Design of platforms and suspension systems, 296-155- 
54900 Crane or derrick requirements for personnel lifting, 
296-155-55100 Inspections on cranes and personnel plat- 
forms, 296-155-55105 Adjustments and repairs on personnel 
platforms, 296-155-55110 Proof load test platforms and rig- 
ging, 296-155-55115 Trial lift, 296-155-55200 Employer 
responsibilities for lifting personnel, 296-155-55205 Respon- 
sibilities of the personnel lift supervisor, 296-155-55210 
Crane or derrick operation requirements for personnel lifting, 
296-155-553 Lifting personnel, 296-155-55300 Personnel 
lifting requirements, 296-155-55305 Lifting personnel near 
electrical power lines, 296-155-55400 Use boatswain's chairs 
as a last resort, 296-155-55405 Lifting personnel using a 
boatswain's chair, 296-155-55600 General requirements, 
296-155-55800 Chain slings, 296-155-55805 Wire rope 
slings, 296-155-55810 Metal mesh slings, 296-155-55815 
Synthetic rope slings, 296-155-55820 Synthetic webbing 
slings, 296-155-55825 Synthetic roundslings, 296-155- 
56100 General requirements, 296-155-56105 Shackles, 296- 
155-56110 Adjustable hardware, 296-155-56115 Compres- 
sion hardware, 296-155-56120 Links, rings, and swivels, 
296-155-56200 Structural and mechanical lifters, 296-155- 
56205 Vacuum lifters, 296-155-56210 Close proximity lift- 
ing magnets, 296-155-56215 Remotely operated lifting mag- 
nets, 296-155-56220 Scrap and material handling grapples, 
296-155-600 Definitions applicable to this part, 296-155-605 
Equipment, 296-155-610 Motor vehicles on construction 
sites, 296-155-615 Material handling equipment, 296-155- 
620 Pile driving equipment, 296-155-625 Site clearing, 296- 
155-630 Marine operations and equipment, 296-155-650 
Scope, application, and definitions applicable to this part, 
296-155-655 General protection requirements, 296-155-657 
Requirements for protective systems, 296-155-66401 Appen- 
dix A—Soil classification, 296-155-66403 Appendix B— 
Sloping and benching, 296-155-66405 Appendix C—Timber 
shoring for trenches, 296-155-66407 Appendix D—Alumi- 
num hydraulic shoring for trenches, 296-155-675 Scope, 
application, and definitions applicable to this part, 296-155- 
680 General provisions, 296-155-681 Safe walking surfaces 
on concrete structural members, 296-155-682 Requirements 
for equipment and tools, 296-155-683 Concrete finishing, 
296-155-684 Requirements for cast in place concrete, 296- 
155-685 Tubular welded frame shoring, 296-155-686 Tube 
and coupler shoring, 296-155-687 Single post shores, 296- 
155-688 Vertical slip forms, 296-155-689 Placing and 
removal of forms, 296-155-690 Appendix to WAC 296-155- 
684 cast in place concrete, 296-155-691 Precast concrete and 
tilt-up operations, 296-155-694 Requirements for lift-slab 
construction operations, 296-155-695 Miscellaneous con- 
crete construction, 296-155-697 Requirements for masonry 
construction, 296-155-699 Appendix A to Part O—Refer- 
ences to Part O of chapter 296-155 WAC, 296-155-702 Defi- 
nitions, 296-155-703 Site layout, site-specific erection plan 
and construction sequence, 296-155-704 Hoisting and rig- 
ging, 296-155-706 Structural steel assembly, 296-155-707 
Column anchorage, 296-155-708 Beams and columns, 296- 
155-709 Open web steel joists, 296-155-711 Systems-engi- 
neered metal buildings, 296-155-714 Falling object protec- 
tion, 296-155-716 Fall protection, 296-155-717 Training, 
296-155-725 Definitions applicable to this part, 296-155-730 
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Tunnels and shafts, 296-155-735 Caissons, 296-155-740 
Cofferdams, 296-155-745 Compressed air, 296-155-74501 
Appendix A—Decompression tables, 296-155-755 Roofing, 
insulating and waterproofing, 296-155-765 Rock crushing, 
gravel washing, and hot mix plants, 296-155-770 Moving of 
structures, 296-155-77100 Hoists, elevators, excavators, and 
conveyors, 296-155-77105 Material hoists, personnel hoists, 
and elevators, 296-155-77110 Base-mounted drum hoists, 
296-155-77115 Overhead hoists, 296-155-77120 Conveyors, 
296-155-77125 Aerial cableways, 296-155-77130 Concrete 
bucket towers, 296-155-77135 Hoisting engines, 296-155- 
775 Preparatory operations, 296-155-780 Stairs, passage- 
ways, and ladders, 296-155-785 Chutes, 296-155-790 
Removal of materials through floor openings, 296-155-795 
Removal of walls, masonry sections, and chimneys, 296-155- 
800 Manual removal of floors, 296-155-805 Removal of 
walls, floors, and material with equipment, 296-155-810 
Catch platforms, 296-155-815 Storage, 296-155-820 
Removal of steel construction, 296-155-825 Mechanical 
demolition, 296-155-830 Selective demolition by explosives, 
296-155-950 Rollover protective structures (ROPS) for 
material handling equipment, 296-155-955 Minimum perfor- 
mance criteria for rollover protective structures for desig- 
nated scrapers, loaders, dozers, graders, and crawler tractors, 
296-155-960 Protective frame (ROPS) test procedures and 
performance requirements for wheel-type agricultural and 
industrial tractors used in construction, and 296-155-965 
Overhead protection for operators of agricultural and indus- 
trial tractors. 

Statutory Authority for Adoption: RCW 49.17.010, 
49.17.040, 49.17.050, 49.17.060. 

Adopted under notice filed as WSR 16-02-094 on Janu- 
ary 5, 2016. 

Changes Other than Editing from Proposed to Adopted 
Version: The differences between the proposed rule and the 
rule as adopted are the following housekeeping corrections: 

WAC 296-155-020(10), replaced the word "their" with 
the word "your" to remain consistent with change from "The 
employer shall ..." to "You must ..." 

During the course of construction, alteration, repair or 
demolition of buildings and structures, you must ensure con- 
tinuous clean-up of their your work area, including removal 
of all rubble, scrap, boxes, crates and excess material to 
trash disposal areas. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 

Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 304, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 304, Repealed 0. 

Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
304, Repealed 0. 

Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 304, Repealed 0. 
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Date Adopted: April 19, 2016. 


Joel Sacks 
Director 


AMENDATORY SECTION (Amending WSR 01-11-038, 
filed 5/9/01, effective 9/1/01) 


WAC 296-155-005 Purpose and scope. (1) The stan- 
dards included in this chapter apply throughout the state of 
Washington, to any and all work places subject to the Wash- 
ington Industrial Safety and Health Act (chapter 49.17 
RCW), where construction, alteration, demolition, related 
inspection, and/or maintenance and repair work, including 
painting and decorating, is performed. These standards are 
minimum safety requirements with which all industries must 
comply when engaged in the above listed types of work. 

(2) If a provision of this chapter conflicts with a provi- 
sion of the general safety and health standard (chapter 296-24 
WAC), the general occupational health standard (chapter 
296-62 WAC), or the safety and health core rules (chapter 
296-800 WAC), the provision of this chapter ((shal})) will 
prevail. When a provision of this chapter conflicts with a pro- 
vision of another vertical safety standard applying to the 
place of work, the provisions of the vertical standard of spe- 
cific application ((skal)) will prevail. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-006 Equipment approval by nonstate 
agency or organization. Whenever a provision of this chap- 
ter states that only that equipment or those processes 
approved by an agency or organization other than the depart- 
ment of labor and industries, such as the Underwriters Labo- 
ratories or the Mine Safety and Health Administration 
(MSHA) and the National Institute for Occupational Safety 
and Health (NIOSH), ((sha#4)) must be utilized, that provision 
((shalHt)) must be construed to mean that approval of such 
equipment or process by the designated agency or group 
((shaH)) must be prima facie evidence of compliance with the 
provisions of this chapter. 


AMENDATORY SECTION (Amending Order 76-29, filed 
9/30/76) 


WAC 296-155-008 Incorporation of standards of 
federal agency. (1) Whenever a provision of this chapter 
incorporates therein provisions of the Code of Federal Regu- 
lations (C.F.R.) and changes thereto, or any other regulations 
adopted by an agency of the federal government, that provi- 
sion of this chapter ((shaH!)) must be construed to mean that 
compliance with such regulations ((shal!)) must be prima 
facie evidence of compliance with the provisions of this 
chapter. 

(2) Whenever a provision of this chapter incorporates 
therein provisions of the Code of Federal Regulations, the 
provisions so incorporated ((shalt)) must be those in effect on 
the date of effectiveness of this chapter, unless the content of 
the incorporating section specifies otherwise. 
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AMENDATORY SECTION (Amending WSR 86-03-074, 
filed 1/21/86) 


WAC 296-155-009 Equipment whether or not owned 
by, or under control of the employer. (1) It is the 
employer's responsibility to ensure that any defective equip- 
ment or tools are not used. 

(2) When any tool or piece of equipment fails to meet the 
requirements of any safety standard or recognized safe prac- 
tice, you must not use the tool or equipment ((shaH- net be 
used)). 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-010 Variance and procedure. Realiz- 
ing that conditions may exist in operations under which cer- 
tain state standards will not have practical application, the 
director of the department of labor and industries or 
((his/her)) authorized representative may, pursuant to this 
section, sections ((e#¢ht)) 8 or ((siae)) 9 of the Washington 
Industrial Safety and Health Act (chapter 80, Laws of 1973, 
RCW 49.17.080 and 49.17.090) and appropriate administra- 
tive rules of this state and the department of labor and indus- 
tries and upon receipt of application and after adequate inves- 
tigation by the department, permit a variation from these 
requirements when other means of providing an equivalent 
measure of protection are afforded. Such variation granted 
((shaH)) must be limited to the particular case or cases cov- 
ered in the application for variance and may be revoked for 
cause. The order granting a variance ((shaH)) must be con- 
spicuously posted on the premises and ((skhaH)) must remain 
posted during the time it is in effect. A copy of the variance 
((skaH)) must be available at the work site. All requests for 
variances from safety and health standards included in this 
chapter, ((shał)) must be made in writing to the director of 
the department of labor and industries at Olympia, Washing- 
ton, or ((his/Rer)) duly authorized representative, Department 
of Labor and Industries, P.O. Box 44600, Olympia, Washing- 
ton 98504-4600. 


AMENDATORY SECTION (Amending WSR 95-04-007, 
filed 1/18/95, effective 3/1/95) 


WAC 296-155-012 Definitions applicable to all sec- 
tions of this chapter. 


Note: Unless the context indicates otherwise, words used in this 
chapter ((shaH)) must have the meaning given in this section. 
Certain parts of this chapter contain definitions as they apply to 
that particular part. 


((*))Approved(("-means)), Approved by the director of 
the department of labor and industries or ((his/her)) autho- 
rized representative: Provided, however, That should a provi- 
sion of this chapter state that approval by an agency or orga- 
nization other than the department of labor and industries is 
required, such as Underwriters' Laboratories or the bureau of 
mines, the provisions of WAC 296-155-006 ((shaH)) must 
apply. 

((*))Assistant director((“-means)), The individual in 
charge of the division of consultation and compliance, 
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department of labor and industries, or an authorized represen- 
tative. 

((*))Authorized person((*means)), A person approved 
or assigned by the employer to perform a specific type of 
duty or duties or be at a specific location or locations at the 
workplace. 

((*))Competent person((“means)). One who is capable 
of identifying existing and predictable hazards in the sur- 
roundings or working conditions which are unsanitary, haz- 
ardous, or dangerous to employees, and who has authoriza- 
tion to take prompt corrective action to eliminate them. 

((*))Confined space((“means)), A space that: 

(1) Is large enough and so configured that an employee 
can bodily enter and perform assigned work; and 

(2) Has limited or restricted means for entry or exit (for 
example, tanks, vessels, silos, storage bins, hoppers, vaults, 
and pits are spaces that may have limited means of entry); 
and 

(3) Is not designed for continuous employee occupancy. 

((*))Construction work((“shal-mean-andinehide)), All 
or any part of excavation, construction, erection, alteration, 
repair, demolition, and dismantling, of buildings and other 
structures and all operations in connection therewith; the 
excavation, construction, alteration and repair of sewers, 
trenches, caissons, conduits, pipe lines, roads and all opera- 
tions pertaining thereto; the moving of buildings and other 
structures, and to the construction, alteration, repair, or 
removal of wharfs, docks, bridges, culverts, trestles, piers, 
abutments or any other construction, alteration, repair or 
removal work related thereto. 

((*))Defect((*-means)). Any characteristic or condition 
which tends to weaken or reduce the strength of the tool, 
object, or structure of which it is a part. 

((*))Department(("means)). The department of labor 
and industries. 

((*))Designated person((“—-means)). "Authorized per- 
son" as defined in this section. 

((*))Director((seans)). The director of the department 
of labor and industries, or his/her designated representative. 

((*))Division((*-means)). The division of consultation 
and compliance of the department. 

((*))Employer((“-means)). Any person, firm, corpora- 
tion, partnership, business trust, legal representative, or other 
business entity which engages in any business, industry, pro- 
fession, or activity in this state and employs one or more 
employees or who contracts with one or more persons, the 
essence of which is the personal labor of such person or per- 
sons and includes the state, counties, cities, and all municipal 
corporations, public corporations, political subdivisions of 
the state, and charitable organizations: Provided, that any 
person, partnership, or business entity not having employees, 
and who is covered by the industrial insurance act ((skhaH)) 
must be considered both an employer and an employee. 

((*))Equipment((“—means)). All machinery, devices, 
tools, facilities, safeguards, and protective construction used 
in connection with construction operations. 

((*))Ground fault circuit interrupter((*-means)). A 
fast acting circuit breaker that is sensitive to very low levels 
of current leakage to ground. The device is designed to limit 


Permanent 


Washington State Register, Issue 16-09 


the electric shock to a current and time duration below that 
which can cause serious injury. 

((*))Hazard((*means-that)). A condition, potential or 
inherent, which is likely to cause injury, death, or occupa- 
tional disease. 

((*))Hazardous substance((*—means)). A substance 
which, by reason of being explosive, flammable, poisonous, 
corrosive, oxidizing, irritating, or otherwise harmful, is likely 
to cause death or injury. 

((*))Maintenance((“-means)). The work of keeping a 
building, machine, roadway, etc., in a state of good repair. 

Must. The provision(s) of the standard are mandatory. 

((*))Part((“means)). A major division, of this chapter, 
relating to a specific topic or topics and containing various 
sections, subsections, etc. 

((*))Permit-required confined space (permit space)((“ 
means)). A confined space that has one or more of the follow- 
ing characteristics: 

(1) Contains or has a potential to contain a hazardous 
atmosphere; 

(2) Contains a material that has the potential for engulf- 
ing an entrant; 

(3) Has an internal configuration such that an entrant 
could be trapped or asphyxiated by inwardly converging 
walls or by a floor which slopes downward and tapers to a 
smaller cross-section; or 

(4) Contains any other recognized serious safety or 
health hazard. 

((*))Qualified((*means)). One who, by possession of a 
recognized degree, certificate, or professional standing, or 
who by extensive knowledge, training, and experience, has 
successfully demonstrated their ability to solve or resolve 
problems relating to the subject matter, the work, or the proj- 
ect. 

((*))Repair((*+means)). To restore a building, machine, 
roadway, etc., to an original state after damage or decay. 

((*))Safety factor((“+means)). The ratio of the ultimate 
breaking strength of a member or piece of material or equip- 
ment to the actual working stress or safe load when in use. 

((*))Safety and health standard((“means)). A standard 
which requires the adoption or use of one or more practices, 
means, methods, operations, or processes reasonably neces- 
sary or appropriate to provide safe or healthful employment 
and places of employment. 


((*ShaH" means-that the provisients} of the standard-are 
mandatory- 

*»))Substantial((means)). Constructed of such strength, 
of such material, and of such workmanship, that the object 
referred to will withstand all normal wear, shock and usage. 

((*))Standard safeguard((“means)). A device designed 
and constructed with the object of removing the hazard of 
accident incidental to the machine, appliance, tool, building, 
or equipment to which it is attached. 

Standard safeguards ((shaH)) must be constructed of 
either metal or wood or other suitable material or a combina- 
tion of these. The final determination of the sufficiency of 
any safeguard rests with the director of the department of 
labor and industries through the division of consultation and 
compliance. 
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((*))Suitable((-means)). That which fits, or has the 
qualities or qualifications to meet a given purpose, occasion, 
condition, function, or circumstance. 

((*))Working day((“means)). A calendar day, except 
Saturdays, Sundays, and legal holidays as set forth in RCW 
1.16.050, as now or hereafter amended, and for the purposes 
of the computation of time within which an act is to be done 
under the provisions of this chapter, ((shałt)) must be com- 
puted by excluding the first working day and including the 
last working day. 


"m " " " " " " " 


> > man person 
“empleyee.")) Worker, personnel, man, person, employee, 
and other terms of like meaning, unless the context of the pro- 


vision containing such term indicates otherwise((-mean)). 
An employee of an employer who is employed in the busi- 
ness of their employer whether by way of manual labor or 
otherwise and every person in this state who is engaged in the 
employment of or who is working under an independent con- 
tract the essence of which is their personal labor for an 
employer whether by manual labor or otherwise. 

((*))Work place((*means)). Any plant, yard, premises, 
room, or other place where an employee or employees are 
employed for the performance of labor or service over which 
the employer has the right of access or control, and includes, 
but is not limited to, all work places covered by industrial 
insurance under Title 51 RCW, as now or hereafter amended. 

Abbreviations used in this chapter: 

((*))ANSI((*—means)). American National Standards 
Institute. 

((*))API((*4eans)). American Petroleum Institute. 

((*))ASA((44means)), American Standards Association. 

((*))ASAE((*-means)). American Society of Agricul- 
tural Engineers. 

((*))ASHRE((*means)). American Society of Heating 
and Refrigeration Engineers. 

((*))ASME((“means)). American Society of Mechani- 
cal Engineers. 

((*))ASTM((“-means)). American Society of Testing 
and Materials. 

((*))AWS((4means)). American Welding Society. 

((*))BTU((*#eans)). British thermal unit. 

((*))BTUH((“means)). British thermal unit per hour. 

((*))CFM((“4neans)). Cubic feet per minute. 

((*))C.F.R.((*4neans)). Code of Federal Register. 

((*))\CGA((4means)). Compressed Gas Association. 

((*))CIE((*+means)). Commission Internationale de l' 
Eclairage. 

((*))DOT((*meaans)). Department of transportation. 

DOSH. Division of Occupational Safety and Health. 

((*))FRP((4means)). Fiberglass reinforced plastic. 

((*))GPM((“means)). Gallons per minute. 

((*) ICC((44means)). Interstate Commerce Commission. 

((*))ID((*eans)). Inside diameter. 

((*))LPG((“4neans)). Liquefied petroleum gas. 

(*)MCA((4eans)). Manufacturing Chemist Associa- 


tion. 
((**))MSHA(("-means)). United States Department of 
Labor, Mine Safety and Health Administration. 
((*))NBFU((“4means)). National Board of Fire Under- 
writers. 
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((*))NEMA((“means)). National Electrical Manufactur- 
ing Association. 

(©)NFPA((—means)). National Fire Protection Associ- 
ation. 

((*))NTP((“means)). Normal temperature and pressure. 

((*))OD((*means)). Outside diameter. 

((*))PSI((49eans)). Pounds per square inch. 

((*))PSIA((“means)). Pounds per square inch absolute. 

((*))PSIG((“eans)). Pounds per square inch gauge. 

((*))RMA((“-means)). Rubber Manufacturers Associa- 
tion. 

((*))SAE((*means)). Society of Automotive Engineers. 

((*)) TFI((*#eans)). The Fertilizer Institute. 

((*))TSC((*meaas)). Trailer Standard Code. 

((*))UL((‘*eans)). Underwriters' Laboratories, Inc. 

((*))USASI((‘*means)). United States of America Stan- 
dards Institute. 

((*))U.S.C.((+4means)). United States Code. 

((*))USCG((*4meaas)). United States Coast Guard. 

((*))WAC((*—meaas)). Washington Administrative 
Code. 

((*))WISHA((“-means)). Washington Industrial Safety 
and Health Act of 1973. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-015 Education and first-aid stan- 
dards. (( )) You must 
comply with such standards and systems of education for 
safety as ((shaltbe)) is, from time to time, prescribed for such 
employer by the director of labor and industries or by statute. 
Refer to WAC 296-155-100 through 296-155-135 for addi- 
tional requirements. 


AMENDATORY SECTION (Amending WSR 86-03-074, 
filed 1/21/86) 


WAC 296-155-020 Housekeeping. (1) You must keep 
all places of employment ((shalH-be-kept)) clean to the extent 
that the nature of the work allows. 

(2) To facilitate cleaning, you must keep every floor, 
working surface, and passageway ((shal-bekept)) free from 
protruding nails, splinters, loose boards or openings. 

(3) You must perform cleaning and sweeping ((shaHe 
perfermed)) in such a manner as to minimize the contamina- 
tion of the air with dust. 

(4) In areas where workers may pass or perform duties, 
you must remove all debris and accumulations of material 
((shal-be-+emeved)). You must cover hoses and electrical 
conductors across aisles or passageways ((shal be cevered-or 
suspended)) or suspend them overhead so that there is no trip- 
ping hazard. 

(5) Where mechanical handling equipment is used, you 
must allow sufficient safe clearances ((shal-be-aHewed)) for 
aisles, at loading docks, through doorways and wherever 
turns or passages must be made. You must mark such aisles 
and passageways ((shal be-marked)). 

(6) Storage of material ((shaH)) must not create a hazard. 
You must store bags, containers, bundles, construction mate- 
rials and other equipment ((shalbe-stered)) in tiers, stacked, 
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blocked or interlocked. They ((sha)) must be limited in 
height so that they are stable and secure against falling, slid- 
ing, or collapse. 

(7) You must maintain free access ((shal—be—main- 
tained)) at all times to all exits, fire alarm boxes, fire extin- 
guishing equipment, and any other emergency equipment. 
Free access means clear of all obstructions. 

(8) You must keep working and storage areas ((shaHtbe 
kept)) free from accumulation of materials that pose hazards 
of tripping, fire, explosion, or pest harborage. You must exer- 
cise vegetation control ((shal-be-exereised)). 

(9) You must keep all lunchrooms, washrooms and 
restrooms ((shaH-be-kept)) in a clean and sanitary condition. 
Garbage cans in lunchrooms and restrooms ((shaH)) must be 
equipped with fitted covers and the contents disposed of 
daily. 

(10) During the course of construction, alteration, repair 
or demolition of buildings and structures, ((empleyers-shal})) 
you must ensure continuous clean-up of ((theiz)) your work 
area, including removal of all rubble, scrap, boxes, crates and 
excess material to trash disposal areas. 

(11) You must provide containers ((shaH-be-previded)) 
for the collection and separation of waste, trash, oily or used 
rags, and other refuse. Containers used for garbage and other 
oily, flammable or hazardous wastes, such as caustics, acids, 
harmful dusts or similar materials ((shaH)) must be equipped 
with covers. You must dispose of common garbage and other 
waste ((shaH-be-dispesed ef)) at frequent and regular inter- 
vals. You must store and dispose of chemical agents or sub- 
stances which might react to create a hazardous condition 
((shallbe-stored-anddispesed ef)) separately. You must han- 
dle, accumulate and dispose of all hazardous wastes which 
are subject to the requirements of chapter 173-303 WAC 
((shaHbe-handled aceumuated and disposed ef)) in accor- 
dance with that chapter. 

(12) You must maintain all floors and walkways ((shalt 
be-maintained)) in good condition. You must repair or 
replace loose or broken components ((shal-be +epaired_or 
replaced)). You must ensure secure footing ((shal-be 
easured)) on all floors and walkways. 


AMENDATORY SECTION (Amending Order 74-26, filed 
5/7/74, effective 6/6/74) 


WAC 296-155-030 Acceptable certifications. (1) 
Pressure vessels. You must deem current and valid certifica- 
tion by an insurance company or regulatory authority ((shaH 
be-deemed)) as acceptable evidence of safe installation, 
inspection, testing of pressure vessels provided by the 
employer. 

(2) Boilers. You_must_deem boilers provided by the 
employer ((shalbe-deemed)) to be in compliance with the 
requirements of this section when evidence of current and 
valid certification by an insurance company or regulatory 
authority attesting to the safe installation, inspection, and 
testing is presented. 

(3) Other requirements. Regulations prescribing spe- 
cific requirements for other types of pressure vessels and 
similar equipment are contained in Parts D and M of this 
chapter. 
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AMENDATORY SECTION (Amending WSR 86-03-074, 
filed 1/21/86) 


WAC 296-155-035 General requirements. (1) The use 
of any machinery, tool, material, or equipment which is not in 
compliance with any applicable requirements of this chapter 
is prohibited. You must either identify such machine, tool, 
material, or equipment ((shaH-either-beidentified)) as unsafe 
by tagging or locking the controls to render them inoperable 
or ((shaH-be)) you must physically ((remeved)) remove it 
from its place of operation. 

(2) ((Fhe-empleyershal)) You must permit only those 
employees qualified by training or experience to operate 
equipment and machinery. 

(3) (Empleyees-shaH)) You must use safeguards pro- 
vided for ((thei#)) employee protection. 

(4) You must wear suitable clothing ((shaHbe-weern)) for 
the job. You must wear sufficient and proper clothing ((shaH 
be-wern)) to assist in preventing scratches, abrasions, slivers, 
sunburn, hot liquid burns, or similar hazards. You must not 
wear loose or ragged clothing, scarfs or ties ((skaH-netbe 
weern)) while working around moving machinery. 

(5) Where work is in progress above workers, you must 
provide a catch platform or other means ((shaH-be-previded)) 
to protect those working below. You must notify all workers 
((shaH-be-netified)). You must maintain one completed floor 
((shaH-be-maitained)) between workers and steel or concrete 
work above. 

(6) Employees ((sha})) must report to their employers 
the existence of any unsafe equipment or method or any other 
hazard which, to their knowledge is unsafe and where such 
unsafe equipment or method or other hazard exists in viola- 
tion of this chapter ((#-shall-be-correeted)) you must correct 
it. 


(7) Nothing herein contained ((sha})) prevents the use of 
existing equipment during its lifetime provided it ((shalbe)) 
is properly safeguarded, maintained in good condition, ((be)) 
in conformity with applicable safety and health standards, 
and ((shaH)) conforms to safety factors for the material used, 
as herein provided. 

(8) As construction progresses, you must secure or brace 
the component parts of structures ((shaH -be-secured of 
braced)) to prevent collapse or failure. 

(9) You must ensure prompt and safe removal of injured 
employees from elevated work locations, trenches and exca- 
vations ((shalH-be-ensured)) prior to commencement of work. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-040 Safe place standards. (1) ((Each 
empleyershall)) You must furnish to each employee a place 
of employment free from recognized hazards that are causing 
or likely to cause serious injury or death to employees. 

(2) ((Every-empleyer-shaH)) You must require safety 
devices, furnish safeguards, and ((shaH)) you must adopt and 
use practices, methods, operations, and processes which are 
reasonably adequate to render such employment and place of 
employment safe. ((Every-empleyer-shaH)) You must do 
everything reasonably necessary to protect the life and safety 
of employees. 
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(3) ((Ne-empleyer—shaH)) You must not require any 


employee to go or be in any employment or place of employ- 
ment which is hazardous to the employee. 


(4) ((Ne-empleyershal!)) You must not fail or neglect: 

(a) To provide and use safety devices and safeguards. 

(b) To adopt and use methods and processes reasonably 
adequate to render the employment and place of employment 
safe. 

(c) To do everything reasonably necessary to protect the 
life and safety of employees. 

(5) No employer, owner, or lessee of any real property 
((shaH)) is permitted to construct or cause to be constructed 
any place of employment that is hazardous to the employee. 

(6) ((Ne-persen-shaH})) You must not do any of the fol- 
lowing: 

(a) Remove, displace, damage, destroy or carry off any 
safety device, safeguard, notice, or warning, furnished for use 
in any employment or place of employment. 

(b) Interfere in any way with the use thereof by any other 
person. 

(c) Interfere with the use of any method or process 
adopted for the protection of any employee, including them- 
selves, in such employment, or place of employment. 

(d) Fail or neglect to do everything reasonably necessary 
to protect the life and safety of employees. 

(7) The use of intoxicants or debilitating drugs while on 
duty is prohibited. Employees under the influence of intoxi- 
cants or drugs ((sha)) must not be permitted in or around 
worksites. This subsection (7) ((shaH)) does not apply to 
employees taking prescription drugs or narcotics as directed 
and prescribed by a physician, provided such use does not 
endanger the employee or others. 


AMENDATORY SECTION (Amending WSR 06-05-027, 
filed 2/7/06, effective 4/1/06) 


WAC 296-155-100 Management's responsibility. (1) 
It ((shal-be)) is the responsibility of management to estab- 
lish, supervise, and enforce, in a manner which is effective in 
practice: 

(a) A safe and healthful working environment. 

(b) An accident prevention program as required by these 
standards. 

(c) Training programs to improve the skill and compe- 
tency of all employees in the field of occupational safety and 
health. 

(2) You must instruct employees required to handle or 
use poisons, caustics, and other harmful substances ((shalbe 
imstrueted)) regarding the safe handling and use, and be made 
aware of the potential hazards, personal hygiene, and per- 
sonal protective measures required. 

(3) In job site areas where harmful plants or animals are 
present, you must instruct employees who may be exposed 
((shal-beinstrected)) regarding the potential hazards, and 
how to avoid injury, and the first-aid procedures to be used in 
the event of injury. 

(4) You must instruct employees required to handle or 
use flammable liquids, gases, or toxic materials ((shal-be 
instracted)) in the safe handling and use of these materials 
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and made aware of the specific requirements contained in 

Parts B, D, and other applicable parts of this standard. 

(5) Permit-required confined spaces. The requirements 
of chapters 296-24, 296-62 and 296-155 WAC apply. 

(6) ((Fhe-employershal)) You must ensure that work 
assignments place no employee in a position or location not 
within ordinary calling distance of another employee able to 
render assistance in case of emergency. 

Note: This subsection does not apply to operators of motor vehicles, 
watchpersons or other jobs which, by their nature, are single 
employee assignments. However, a definite procedure for 
checking the welfare of all employees during working hours 
should be instituted and all employees so advised. 


(7) ((Each-employer-shal})) You must post and keep 


posted a notice or notices (Job Safety and Health Protection - 
Form F416-081-909) to be furnished by the department of 
labor and industries, informing employees of the protections 
and obligations provided for in the act and that for assistance 
and information, including copies of the act, and of specific 
safety and health standards employees should contact the 
employer or the nearest office of the department of labor and 
industries. You must post such notice or notices ((shalH-be 
posted bythe-empleyer)) at each establishment in a conspic- 


uous place or places where notices to employees are custom- 
arily posted. ((Each-empleyer-shall)) You must take steps to 
((assure)) ensure that such notices are not altered, defaced, or 
covered by other material. 


AMENDATORY SECTION (Amending Order 74-26, filed 
5/7/74, effective 6/6/74) 


WAC 296-155-105 Employee's responsibility. (1) 
Employees ((shaH)) must coordinate and cooperate with all 
other employees in an attempt to eliminate accidents. 

(2) Employees ((shaH)) must study and observe all safety 
standards governing their work. 

(3) Employees ((shalt)) must apply the principles of acci- 
dent prevention in their daily work and ((skaH)) must use 
proper safety devices and protective equipment as required 
by their employment or employer. 

(4) Employees ((shaH)) must properly care for all per- 
sonal protective equipment. 

(5) Employees ((shaH)) must make a report, on the day of 
the incident, to their immediate supervisor, of each industrial 
injury or occupational illness, regardless of the degree of 
severity. 


AMENDATORY SECTION (Amending WSR 01-11-038, 
filed 5/9/01, effective 9/1/01) 


WAC 296-155-110 Accident prevention program. (1) 
Exemptions. Workers of employers whose primary business 
is other than construction, who are engaged solely in mainte- 
nance and repair work, including painting and decorating, are 
exempt from the requirement of this section provided: 

(a) The maintenance and repair work, including painting 
and decorating, is being performed on the employer's prem- 
ises, or facility. 

(b) The length of the project does not exceed one week. 
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(c) The employer is in compliance with the requirements 
of WAC 296-800-140 Accident prevention program, and 
WAC 296-800-130, Safety committees and safety meetings. 

(2) ((Each-empleyer-shalH)) You must develop a formal 
accident-prevention program, tailored to the needs of the par- 
ticular plant or operation and to the type of hazard involved. 
The department may be contacted for assistance in develop- 
ing appropriate programs. 

(3) The following are the minimal program elements for 
all employers: 

A safety orientation program describing the employer's 
safety program and including: 

(a) How, where, and when to report injuries, including 
instruction as to the location of first-aid facilities. 

(b) How to report unsafe conditions and practices. 

(c) The use and care of required personal protective 
equipment. 

(d) The proper actions to take in event of emergencies 
including the routes of exiting from areas during emergen- 
cies. 

(e) Identification of the hazardous gases, chemicals, or 
materials involved along with the instructions on the safe use 
and emergency action following accidental exposure. 

(f) A description of the employer's total safety program. 

(g) An on-the-job review of the practices necessary to 
perform the initial job assignments in a safe manner. 

(4) You must outline each accident-prevention program 
((shal be-outlned)) in written format. 

(5) ((Every—empleyer-shal)) You must conduct crew 
leader-crew safety meetings as follows: 

(a) You must hold crew leader-crew safety meetings 
((shal be-held)) at the beginning of each job, and at least 
weekly thereafter. 

(b) You must tailor crew leader-crew meetings ((shal-be 
tailered)) to the particular operation. 

(6) Crew leader-crew safety meetings ((shaH)) must 
address the following: 

(a) A review of any walk-around safety inspection con- 
ducted since the last safety meeting. 

(b) A review of any citation to assist in correction of haz- 
ards. 

(c) An evaluation of any accident investigations con- 
ducted since the last meeting to determine if the cause of the 
unsafe acts or unsafe conditions involved were properly iden- 
tified and corrected. 

(d) You must document attendance ((shal}be—deeu- 
mented)). 

(e) You must document subjects discussed ((shalbe 
documented)). 

Note: Subcontractors and their employees may, with the permission 
of the general contractor, elect to fulfill the requirements of 
subsection (5)(a) and (b) of this section by attending the prime 
contractors crew leader-crew safety meeting. Any of the 
requirements of subsections (6)(a), (b), (c), and (7) of this sec- 
tion not satisfied by the prime contractors safety meetings 
((shaH)) must be the responsibility of the individual employers. 


(7) You must prepare minutes of each crew leader-crew 


meeting ((shal-be-prepared)) and you must maintain a copy 
((shaH-be-maintained)) at the location where the majority of 
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the employees of each construction site report for work each 
day. 

(8) You must retain minutes of crew leader-crew safety 
meetings ((shall be+etained)) by the employer for at least one 
year and ((shal- be-made)) you must make them available for 
review by personnel of the department, upon request. 


(9) ((Every-employer-shal})) You must conduct walk- 


around safety inspections as follows: 


(a) At the beginning of each job, and at least weekly 
thereafter, you must conduct a walk-around safety inspection 
((shal-be-condueted)) jointly by one member of management 
and one employee, elected by the employees, as their autho- 
rized representative. 

(b) ((Fhe-employer-shaH)) You must document walk- 
around safety inspections and such documentation ((shaH)) 
must be available for inspection by personnel of the depart- 
ment. 


(c) You must maintain records of walk-around inspec- 


tions ((shaH-be-maimtained bythe-employer)) until the com- 


pletion of the job. 


AMENDATORY SECTION (Amending Order 74-26, filed 
5/7/74, effective 6/6/74) 


WAC 296-155-115 Safety bulletin board. ((Fhere 
shall be installed -andimaintained) ) You must install and 
maintain in every fixed establishment (the place where 
employees regularly report to work) employing ((e+¢ht)) 8 or 
more persons, a safety bulletin board sufficient in size to dis- 
play and post safety bulletins, newsletters, posters, accident 
statistics and other safety educational material. 


AMENDATORY SECTION (Amending WSR 04-07-160, 
filed 3/23/04, effective 5/1/04) 


WAC 296-155-120 First-aid training and certifica- 
tion. This section is designed to ((assure)) ensure that all 
employees in this state are afforded quick and effective first- 
aid attention in the event of an on the job injury. To achieve 
this purpose the presence of personnel trained in first-aid pro- 
cedures at or near those places where employees are working 
is required. Compliance with the provisions of this section 
may require the presence of more than one first-aid trained 
person. 


(1) ((Each-employer)) You must have available at all 


worksites, where a crew is present, a person or persons hold- 
ing a valid first-aid certificate. 

(2) All crew leaders, supervisors or persons in direct 
charge of one or more employees must have a valid first-aid 
certificate. 


(3) For the purposes of this section, a crew means a 
group of two or more employees working at any worksite. 


Note: The requirement that all crew leaders, supervisors or person in 
direct charge of one or more employees (subsection (3) of this 
section) applies even if other first-aid trained person(s) are 
available. In emergencies, crew leaders will be permitted to 
work up to thirty days without having the required certificate, 
providing an employee in the crew or another crew leaders in 
the immediate work area has the necessary certificate. 
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AMENDATORY SECTION (Amending WSR 01-11-038, 
filed 5/9/01, effective 9/1/01) 


WAC 296-155-130 First-aid station. Employers with 
((ffty)) 50 or more employees per shift at one location must 
establish a first-aid station in accordance with the require- 
ments in chapter 296-800 WAC. 


AMENDATORY SECTION (Amending WSR 12-24-071, 
filed 12/4/12, effective 1/4/13) 


WAC 296-155-140 Sanitation. (1) Potable water. 

(a) You must provide an adequate supply of potable 
water ((shal-be-previded)) in all places of employment. 

(b) Portable containers used to dispense drinking water 
((shaH)) must be capable of being tightly closed and equipped 
with a tap. Water ((skaH)) must not be dipped from contain- 
ers. 

(c) You must clearly mark any container used to distrib- 
ute drinking water ((shaH-be-clearlymarked)) as to the nature 
of its contents and not used for any other purpose. 

(d) The common drinking cup is prohibited. 

(e) Where single service cups (to be used but once) are 
supplied, you must provide both a sanitary container for the 
unused cups and a receptacle for disposing of the used cups 


((shal-be-provided)). 

(f) You must thoroughly clean all water containers used 
to furnish drinking water ((shaH-be+thereughlcleaned)) at 
least once each week or more often as conditions require. 

(g) The requirements of this subsection do not apply to 
mobile crews or to normally unattended work locations as 
long as employees working at these locations have transpor- 
tation immediately available, within the normal course of 
their duties, to nearby facilities otherwise meeting the 
requirements of this section. 

(h) The following definitions apply: 

(i) Mobile crew((:)). A work crew that routinely moves 
to a different work location periodically. Normally a mobile 
crew is not at the same location all day. 

(ii) Normally unattended work location((:)), An unat- 
tended site that is visited occasionally by one or more 
employees. 

(iii) Nearby facility((:)), A sanitary facility that is within 
three minutes travel by the transportation provided. 

(iv) ((*))Potable water((“means)). Water that is suitable 
for drinking by the public and meets the requirements of 
chapter 246-290 or 246-291 WAC. 

(2) Wash water. 

(a) You must provide clean, tepid wash water, between 
70 and 100 degrees Fahrenheit, (shal be-previded)) at all 
construction sites. 

(b) You must provide individual hand towels ((shal-be 
previded)). You must provide both a sanitary container for 
the unused towels and a receptacle for disposal of used towels 


(( 

(c) You must provide hand soap, industrial hand cleaner 
or similar cleansing agents ((shal-be-provided)). Cleansing 
agents ((shall)) must be adequate to remove any paints, coat- 
ings, herbicides, insecticides or other contaminants. 

(d) The requirements of this subsection do not apply to 
mobile crews or to normally unattended work locations as 
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long as employees working at these locations have transpor- 
tation immediately available, within the normal course of 
their duties, to nearby facilities otherwise meeting the 
requirements of this section. 

(e) You must not use gasoline or solvents ((shal net be 
used)) for personal cleaning. 

(f) Wash water areas will be maintained in a dry condi- 
tion. You must eliminate slipping or other hazards ((shaH-be 
eliminated)) from the wash water area before it is acceptable 
for use. 

(3) Nonpotable water. 

(a) You must identify outlets for nonpotable water, such 
as water for industrial or firefighting purposes only, ((shalbe 
identified)) by signs meeting the requirements of Part E of 
this chapter, to indicate clearly that the water is unsafe and is 
not to be used for drinking, washing or cooking purposes. 

(b) ((Fhere-shall be)) You must ensure that there is no 
cross-connection, open or potential, between a system fur- 
nishing potable water, a system furnishing nonpotable water 
or a system furnishing wash water. 

(4) Toilets. 

(a) The provisions of this section apply to both portable 
chemical toilets and to flush toilets, except where flush toilets 
are used the requirements of WAC 296-800-230 ((shaH)) 
apply instead of (b) of this subsection. 

(b) You must provide accessible toilets ((shalbe-pre- 
vided)) for employees according to the following table: 


TABLE B-1 
Number of 
Employees Toilets Required 
1-10 1 
11 - 25 2 
26 - 40 3 
41 - 60 4 
61 - 80 5 
Over 80 one additional toilet for each 
additional ((twesty)) 20 
employees or any fraction 
thereof. 


(c) When the employer provides both flush and portable 
chemical toilets, the number of employees allowed to be 
served by the flush toilets, per WAC 296-800-230 will be cal- 
culated. That number will be subtracted from the total num- 
ber of employees and the employer will be required to pro- 
vide an adequate number of portable chemical toilets for the 
number of remaining employees, as required by (b) of this 
subsection. 

(d) You must maintain toilets ((shaHtbe-maintained)) in 
clean, sanitary and functional condition. You must provide 
internal latches ((shal-be-previded)) to secure the units from 
inadvertent entry. Where there are ((twenty)) 20 or more 
employees consisting of both sexes, you must provide facili- 
ties ((shal-be-previded)) for each sex. 


(i) You must properly clean each unit ((shal-be-properly 
eleaned)) on a routine basis. 
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(ii) You must maintain chemicals, toilet tissue and sani- 
tary seat covers ((shal-be-maintained)) in a supply sufficient 
for use during the entire shift. 

(iii) You must immediately remove any defective or 
inadequate unit ((shal- be immediately remeved)) from ser- 
vice. 

(e) Specifications. The following specifications apply: 

(1) A noncaustic chemical toilet (portable chemical toilet 
is) a self-contained unit equipped with a waste receiving 
chemical holding container. 

(11) Portable chemical toilets consisting of only a holding 
tank, commonly referred to as "elevator units" or "elevator 
toilets" are not acceptable. "Elevator units" may be used if 
they are individually located in a lockable room which 
affords privacy. When this type unit is used in a private indi- 
vidual lockable room the entire room will be considered a toi- 
let facility, as such the room will meet all requirements of toi- 
let facilities and be inspected in accordance with subsection 
(5)(b) (iii) of this section. 

(iii) Rooms, buildings or shelters housing toilets ((sha})) 
must be of sound construction, easy to clean, provide shelter 
and provide privacy. The toilet rooms ((shaH)) must be venti- 
lated to the outside and adequately lighted. All openings into 
the toilet room ((shaH)) must be covered with 16-mesh 
screen. 

(iv) You must service toilets ((shal-be-servieed)) on a 
regular schedule. Servicing ((sha})) must include the use of a 
disinfectant for cleaning urinals and seats, removing waste 
from containers, recharging containers with an odor con- 
trolling chemical and installing an adequate supply of toilet 
tissue and seat covers. 

(v) You must perform service ((shal_be-performed)) in 
accordance with local codes by approved servicing organiza- 
tions. You must dispose of or discharge waste ((shal-be-dis- 

)) in accordance with requirements of 
local health department regulations. 

(vi) Waste containers ((shaH)) must be fabricated from 
impervious materials, e.g. plastic, steel, fiberglass or their 
equivalent. Containers ((shaH)) must be water tight and capa- 
ble of containing the chemical waste in a sanitary manner. 
The container ((shaH)) must be fitted to the building in a man- 
ner so as to prevent insects from entering from the exterior of 
the building. Containers ((skaH)) must be adequate in size to 
be used by the number of persons, according to the schedule 
for minimum requirements, without filling the container to 
more than half of its volume before regularly scheduled ser- 
vicing. 

(vii) Removal of waste ((shaH)) must be handled in a 
clean and sanitary manner by means of a vacuum hose and 
received by a leak-proof tank truck. All valves on the tank 
((shaH)) must be leak-proof. 

(viii) You must make provisions ((shaHbemade)) so ser- 
vice trucks have a clear approach and convenient access to 
the toilets to be serviced. 

(ix) Disposal of waste from tank trucks ((shaH)) must be 
in accordance with local health department requirements. In 
the absence of provisions by local health departments, waste 
must be disposed of through municipal or district sanitary 
sewage systems. Municipal or area sanitary sewage districts 
((shaH)) must provide sewage disposal locations and facilities 
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which are adequate and convenient for duly authorized toilet 
service organizations. 


(f) The requirements of this subsection do not apply to 
mobile crews or to normally unattended work locations as 
long as employees working at these locations have transpor- 
tation immediately available, within the normal course of 
their duties, to nearby facilities otherwise meeting the 
requirements of this section. 


(5) Employer responsibilities. 

(a) On multiemployer worksites, the prime contractor 
((shaH)) must ensure that the requirements of this section are 
met. Each employer is responsible for seeing that facilities 
for their own employees are provided. 


(b) ((Each-empleyer-shaH)) You must ensure, at the 


beginning of each shift, that the sanitation facilities required 
by this section are inspected. If any facility or unit fails to 
meet the following requirements, you must take immediate 
corrective action ((shalbe+taken)). You must document and 
maintain such action ((shal-be-decumented-andinaintained)) 
at the site for at least 72 hours. Inspection ((skaH)) must 
establish: 

(1) Potable water: Sufficient supply of water, sufficient 
supply of cups, container integrity, cleanliness of unit and 
area, capacity of trash receptacle (empty). 


(ii) Wash water: Sufficient supply of clean water, 
proper temperature, sufficient supply of towels, sufficient 
supply of cleansing agents, container integrity, cleanliness of 
unit and area without the presence of physical hazards, capac- 
ity of trash receptacle (empty). 

(iii) Toilets: Sufficient supply of toilet tissue and sani- 
tary seat covers, capacity and condition of chemical agent, 
capacity and condition of holding tank, cleanliness of unit 
and area without the presence of physical hazards, physical 
and structural condition of unit, condition of lock, condition 
of toilet seat and tissue holder, absence of all foreign debris. 

(c) The location of the facilities required by subsections 
(1), (2) and (4) of this section ((shaH)) must be as close as 
practical to the highest concentration of employees. 

(i) On multistory structures they ((shalt)) must be fur- 
nished on every third floor. 


(ii) At all sites they ((shall)) must be located within 200 
feet horizontally of all employees. 

(iii) The requirements of subsection (5)(c)(i) and (ii) do 
not apply to mobile crews or to normally unattended work 
locations as long as employees working at these locations 
have transportation immediately available, within the normal 
course of their duties, to nearby facilities otherwise meeting 
the requirements of this section. 

(6) Food handling. All employees' food service facili- 
ties and operations ((skhaH)) must meet the applicable laws, 
ordinances and regulations of the jurisdictions in which they 
are located. 

(7) Temporary sleeping quarters. When temporary 
sleeping quarters are provided, they ((shal!)) must be heated, 
ventilated and lighted. 
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AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-150 Ionizing radiation. (1) In construc- 
tion and related activities involving the use of sources of ion- 
izing radiation, the pertinent provisions of the Nuclear Regu- 
latory Commission's Standards for Protection Against Radia- 
tion, relating to protection against occupational radiation 
exposure, ((shaH)) apply. 

(2) Any activity which involves the use of radioactive 
material or X ray, whether or not under license from the 
Nuclear Regulatory Commission, ((shaH)) must be per- 
formed by competent persons specially trained in the proper 
and safe operation of such equipment. In the case of materials 
used under commission license, only persons actually 
licensed, or competent persons under direction and supervi- 
sion of the licensee ((shaH)) are permitted to perform such 
work. 


AMENDATORY SECTION (Amending WSR 86-03-074, 
filed 1/21/86) 


WAC 296-155-155 Nonionizing radiation. (1) Only 
qualified and trained employees ((skaH})) must be assigned to 
install, adjust, and operate laser equipment. 

(2) Proof of qualification of the laser equipment operator 
((shaH)) must be available and in possession of operator at all 
times. 

(3) You must provide employees, when working in areas 
in which a potentially hazardous exposure (see WAC 296-62- 
09005(4)) to direct or reflected laser radiation exists, ((shalt 
be-previded)) with antilaser eye protection devices specified 
in Part C of this chapter. 

(4) Areas in which Class II and III lasers are used 
((shaH)) must be posted with standard laser warning placards. 

(5) You must utilize beam shutters or caps ((shalibe-utt+ 
Hzed)), or the laser turned off, when laser transmission is not 
actually required. When the laser is left unattended for a sub- 
stantial period of time, such as during lunch hour, overnight, 
or at change of shifts, the laser ((shaH)) must be turned off. 

(6) You must use only mechanical or electronic means 
((shal be-used)) as a detector for guiding the internal align- 
ment of the laser. 

(7) The laser beam ((shaH)) must not be directed at 
employees. 

(8) When it is raining or snowing, or when there is dust 
or fog in the air, and it is impracticable to cease laser system 
operation, you must keep employees ((shalbekept)) out of 
range of the area of source and target during such weather 
conditions. 

(9) Laser equipment ((shaH)) must bear a conspicuously 
displayed label to indicate hazard classification. This label 
((shal)) must be prepared in accordance with 21 C.F.R. 
1040.10. 

(10) You must use only Class I, I, or III laser equipment 
((shal-be-used)). You must not use Class IV laser equipment 
((shal net-be+used)). 

(11) You must set up laser unit in operation ((shalbe-set 
up)) above the heads of the employees, when possible. 

(12) You must not expose employees ((shal-netbe 
expesed)) to radiofrequency/microwave radiation in excess 
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of the permissible exposure limits specified in WAC 296-62- 
09005. 


AMENDATORY SECTION (Amending WSR 07-03-163, 
filed 1/24/07, effective 4/1/07) 


WAC 296-155-160 Gases, vapors, fumes, dusts, and 
mists. (1) You must avoid exposure of employees to inhala- 
tion, ingestion, skin absorption, or contact with any material 
or substance at a concentration above those specified in chap- 
ter 296-841 WAC ((shal-be-aveided)). 

(2) To achieve compliance with subsection (1) of this 
section, administrative or engineering controls must first be 
implemented whenever feasible. When such controls are not 
feasible to achieve full compliance, you must use protective 
equipment or other protective measures ((shaH-be-used)) to 
keep the exposure of employees to air contaminants within 
the limits prescribed in WAC 296-62-07515 [296-841- 
20025]. Any equipment and technical measures used for this 
purpose must first be approved for each particular use by a 
competent industrial hygienist or other technically qualified 
person. Whenever respirators are used, ((theitse-shal})) you 
must comply with WAC 296-155-220. 

(3) Whenever internal combustion equipment exhausts 
in enclosed spaces, you must make and record tests ((shalH-be 
made-and+ecerded)) to ensure that employees are not 
exposed to unsafe concentrations of toxic gases or oxygen 
deficient atmospheres. See chapter 296-62 WAC, the general 
occupational health standards and chapter 296-841 WAC, 
identifying and controlling respiratory hazards. 

(4) Whenever any employee is exposed to asbestos, the 
provisions of the general occupational health standards, 
chapter 296-62 WAC ((shaH)) apply. 

(5) Subsections (1) and (2) of this section do not apply to 
the exposure of employees to formaldehyde. Whenever any 
employee is exposed to formaldehyde, the requirements of 
chapter 296-856 WAC ((skaH)) apply. 


AMENDATORY SECTION (Amending WSR 93-04-111, 
filed 2/3/93, effective 3/15/93) 


WAC 296-155-17301 Scope and application. (1) This 
section applies to all construction work as defined in WAC 
296-155-005, in which there is exposure to MDA, including 
but not limited to the following: 

(a) Construction, alteration, repair, maintenance, or ren- 
ovation of structures, substrates, or portions thereof, that con- 
tain MDA; 

(b) Installation or the finishing of surfaces with products 
containing MDA; 

(c) MDA spill/emergency cleanup at construction sites; 
and 

(d) Transportation, disposal, storage, or containment of 
MDA or products containing MDA on the site or location at 
which construction activities are performed. 

(2) Except as provided in subsection (7) of this section 
and WAC 296-155-17311(5), this standard does not apply to 
the processing, use, and handling of products containing 
MDA where initial monitoring indicates that the product is 
not capable of releasing MDA in excess of the action level 
under the expected conditions of processing, use, and han- 
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dling which will cause the greatest possible release; and 
where no "dermal exposure to MDA" can occur. 

(3) Except as provided in subsection (7) of this section, 
this standard does not apply to the processing, use, and han- 
dling of products containing MDA where objective data are 
reasonably relied upon which demonstrate the product is not 
capable of releasing MDA under the expected conditions of 
processing, use, and handling which will cause the greatest 
possible release; and where no "dermal exposure to MDA" 
can occur. 

(4) Except as provided in subsection (7) of this section, 
this standard does not apply to the storage, transportation, 
distribution, or sale of MDA in intact containers sealed in 
such a manner as to contain the MDA dusts, vapors, or liq- 
uids, except for the provisions of WAC 296-62-054 and 296- 
155-17309. 

(5) Except as provided in subsection (7) of this section, 
this standard does not apply to materials in any form which 
contain less than 0.1% MDA by weight or volume. 

(6) Except as provided in subsection (7) of this section, 
this standard does not apply to "finished articles containing 
MDA." 

(7) Where products containing MDA are exempted 
under subsections (2) and (6) of this section, ((the-empleyer 
shaH)) you must maintain records of the initial monitoring 
results or objective data supporting that exemption and the 
basis for the employer's reliance on the data, as provided in 
the recordkeeping provision of WAC 296-155-17331. 


AMENDATORY SECTION (Amending WSR 93-04-111, 
filed 2/3/93, effective 3/15/93) 


WAC 296-155-17303 Definitions. For the purpose of 
this standard, the following definitions ((shal)) apply: 

((4)))Action level((“4means)). A concentration of air- 
borne MDA of 5 ppb as an 8-hour time-weighted average. 

((@~))Authorized person((*means)). Any person spe- 
cifically authorized by the employer whose duties require the 
person to enter a regulated area, or any person entering such 
an area as a designated representative of employees for the 
purpose of exercising the right to observe monitoring and 
measuring procedures under WAC 296-155-17333, or any 
other person authorized by the act or regulations issued under 
the act. 

((@—))Container((“means)). Any barrel, bottle, can, 
cylinder, drum, reaction vessel, storage tank, commercial 
packaging, or the like, but does not include piping systems. 

((4“))Decontamination area((“means)). An area out- 
side of, but as near as practical to, the regulated area, consist- 
ing of an equipment storage area, wash area, and clean 
change area, which is used for the decontamination of work- 
ers, materials, and equipment contaminated with MDA. 

(($+))Dermal exposure to MDA((")). Occurs where 
employees are engaged in the handling, application, or use of 
mixtures or materials containing MDA, with any of the fol- 
lowing nonairborne forms of MDA: 

(a) Liquid, powdered, granular, or flaked mixtures con- 
taining MDA in concentrations greater than 0.1% by weight 
or volume; and 
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(b) Materials other than "finished articles" containing 
MDA in concentrations greater than 0.1% by weight or vol- 
ume. 


((6}))Director((“means)). The director of the depart- 
ment of labor and industries. 


((4“*))Emergency((““means)). Any occurrence such as, 
but not limited to, equipment failure, rupture of containers, or 
failure of control equipment which results in an unexpected 
and potentially hazardous release of MDA. 


(((8}—))Employee exposure((*—means)). Exposure to 
MDA which would occur if the employee were not using res- 
pirators or protective work clothing and equipment. 


(((9}“))Finished article containing MDA(("4s-defined 
as)). A manufactured item: 


(a) Which is formed to a specific shape or design during 
manufacture; 


(b) Which has end use function(s) dependent in whole or 
part upon its shape or design during end use; and 


(c) Where applicable, is an item which is fully cured by 
virtue of having been subjected to the conditions (tempera- 
ture, time) necessary to complete the desired chemical reac- 
tion. 


((4-06}*))Historical monitoring data((*means)). Moni- 
toring data for construction jobs that meet the following con- 
ditions: 

(a) The data upon which judgments are based are scien- 
tifically sound and were collected using methods that are suf- 
ficiently accurate and precise; 


(b) The processes and work practices that were in use 
when the historical monitoring data were obtained are essen- 
tially the same as those to be used during the job for which 
initial monitoring will not be performed; 


(c) The characteristics of the MDA-containing material 
being handled when the historical monitoring data were 
obtained are the same as those on the job for which initial 
monitoring will not be performed; 


(d) Environmental conditions prevailing when the histor- 
ical monitoring data were obtained are the same as those on 
the job for which initial monitoring will not be performed; 
and 


(e) Other data relevant to the operations, materials, pro- 
cessing, or employee exposures covered by the exception are 
substantially similar. The data must be scientifically sound, 
the characteristics of the MDA containing material must be 
similar, and the environmental conditions comparable. 

((A4))4,4' methylenedianiline((*)) or (“4))MDA(C 
means)). The chemical 4,4'-diaminodiphenylmethane, Chem- 
ical Abstract Service Registry Number 101-77-9, in the form 
of a vapor, liquid, or solid. The definition also includes the 
salts of MDA. 

((G2}“))Regulated areas(("“means)). Areas where air- 
borne concentrations of MDA exceed or can reasonably be 
expected to exceed, the permissible exposure limits, or where 
"dermal exposure to MDA" can occur. 

((G3}“))STEL ((“means)). Short-term exposure limit as 
determined by any 15-minute sample period. 
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AMENDATORY SECTION (Amending WSR 93-04-111, 
filed 2/3/93, effective 3/15/93) 


WAC 296-155-17305 Permissible exposure limits. 
((Fhe-employer-shat-assure)) You must ensure that no 
employee is exposed to an airborne concentration of MDA in 
excess of ((ten)) 10 parts per billion (10 ppb) as an 8-hour 
time-weighted average and a STEL of ((ene-hundred)) 100 
parts per billion (100 ppb). 


AMENDATORY SECTION (Amending WSR 93-04-111, 
filed 2/3/93, effective 3/15/93) 


WAC 296-155-17307 Communication among 
employers. On multiemployer worksites, an employer per- 
forming work involving the application of MDA or materials 
containing MDA for which establishment of one or more reg- 
ulated areas ((is-required-shall)) must inform other employers 
on the site of the nature of the employer's work with MDA 
and of the existence of, and requirements pertaining to, regu- 
lated areas. 


AMENDATORY SECTION (Amending WSR 93-04-111, 
filed 2/3/93, effective 3/15/93) 


WAC 296-155-17309 Emergency situations. (1) 
Written plan. 

(a) You must develop a written plan for emergency situ- 
ations ((shal-be-develeped)) for each construction operation 
where there is a possibility of an emergency. The plan 
((shaH)) must include procedures where the employer identi- 
fies emergency escape routes for her or his employees at each 
construction site before the construction operation begins. 
You must implement appropriate portions of the plan ((shaHł 
be+mplemented)) in the event of an emergency. 

(b) The plan ((shaH)) must specifically provide that 
employees engaged in correcting emergency conditions 
((shaH-be)) are equipped with the appropriate personal pro- 
tective equipment and clothing as required in WAC 296-155- 
17317 and 296-155-17319 until the emergency is abated. 

(c) The plan ((shaH)) must specifically include provi- 
sions for alerting and evacuating affected employees as well 
as the applicable elements prescribed in WAC 296-24-567, 
"Employee emergency plans and fire prevention plans." 

(2) Alerting employees. Where there is the possibility of 
employee exposure to MDA due to an emergency, ((means 
shall be-develeped)) you must develop means to promptly 
alert employees who have the potential to be directly 
exposed. You must immediately evacuate affected employ- 
ees not engaged in correcting emergency conditions ((skalt 

; j )) in the event that an emergency 
occurs. You must also develop means ((shaH-alse-be-devel 
eped)) for alerting other employees who may be exposed as a 
result of the emergency. 


AMENDATORY SECTION (Amending WSR 06-05-027, 
filed 2/7/06, effective 4/1/06) 


WAC 296-155-17311 Exposure monitoring. (1) Gen- 
eral. 
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(a) You must make a determination((s)) of employee 
exposure ((shall-be-made)) from breathing zone air samples 
that are representative of each employee's exposure to air- 
borne MDA over an eight-hour period. You must make a 
determination of employee exposure to the STEL ((shal-be 
made)) from breathing zone air samples collected over a (Af 
teen)) 15 minute sampling period. 

(b) You must determine representative employee expo- 
sure ((shal be-determined)) on the basis of one or more sam- 
ples representing full shift exposure for each shift for each 
job classification in each work area where exposure to MDA 
may occur. 

(c) Where the employer can document that exposure lev- 
els are equivalent for similar operations in different work 
shifts, ((the-employershal)) you must only be required to 
determine representative employee exposure for that opera- 
tion during one shift. 

(2) Initial monitoring. Each employer who has a work- 
place or work operation covered by this standard ((shaH)) 
must perform initial monitoring to determine accurately the 
airborne concentrations of MDA to which employees may be 
exposed unless: 

(a) The employer can demonstrate, on the basis of objec- 
tive data, that the MDA-containing product or material being 
handled cannot cause exposures above the standard's action 
level, even under worst-case release conditions; or 

(b) The employer has historical monitoring or other data 
demonstrating that exposures on a particular job will be 
below the action level. 

(3) Periodic monitoring and monitoring frequency. 

(a) If the monitoring required by subsection (2)(b) of this 
section reveals employee exposure at or above the action 
level, but at or below the PELs, ((the-empleyer-shall)) you 
must repeat such monitoring for each such employee at least 
every ((s#)) 6 months. 

(b) If the monitoring required by subsection (2)(b) of this 
section reveals employee exposure above the PELs, ((the 
empleyer-shalt)) you must repeat such monitoring for each 
such employee at least every ((three)) 3 months. 

(c) Employers who are conducting MDA operations 
within a regulated area can forego periodic monitoring if the 
employees are all wearing supplied-air respirators while 
working in the regulated area. 

(d) The employer may alter the monitoring schedule 
from every ((three)) 3 months to every ((s#x)) 6 months for 
any employee for whom two consecutive measurements 
taken at least ((seven)) 7 days apart indicate that the 
employee exposure has decreased to below the PELs but 
above the action level. 

(4) Termination of monitoring. 

(a) If the initial monitoring required by subsection (2)(b) 
of this section reveals employee exposure to be below the 
action level, the employer may discontinue the monitoring 
for that employee, except as otherwise required by subsection 
(5) of this section. 

(b) If the periodic monitoring required by subsection (3) 
of this section reveals that employee exposures, as indicated 
by at least two consecutive measurements taken at least 
((seven)) 7 days apart, are below the action level the 
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employer may discontinue the monitoring for that employee, 
except as otherwise required by subsection (5) of this section. 


(5) Additional monitoring. ((Fhe-empleyershal)) You 
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sonal protective clothing and equipment in accordance with 
WAC 296-155-17317 and 296-155-17319 and require that 
they use it. 


must institute the exposure monitoring required under sub- 
sections (2)(b) and (c) of this section when there has been a 
change in production process, chemicals present, control 
equipment, personnel, or work practices which may result in 
new or additional exposures to MDA, or when the employer 
has any reason to suspect a change which may result in new 
or additional exposures. 

(6) Accuracy of monitoring. Monitoring ((shaH)) must 
be accurate, to a confidence level of ((ninety-five-pereent)) 
95%, to within plus or minus ((twenty-five-pereent)) 25% for 


airborne concentrations of MDA. 

(7) Employee notification of monitoring results. 

(a) (Fhe empleyershal)) You must, as soon as possible 
but no later than ((f#ve)) 5 working days after the receipt of 
the results of any monitoring performed under this standard, 
notify each employee of these results, in writing, either indi- 
vidually or by posting of results in an appropriate location 
that is accessible to affected employees. 

(b) The written notification required by subdivision (a) 
of this subsection ((skaH)) must contain the corrective action 
being taken by the employer or any other protective measures 
which have been implemented to reduce the employee expo- 
sure to or below the PELs, wherever the PELs are exceeded. 

(8) Visual monitoring. ((Fhe-empleyershal)) You must 
make routine inspections of employee hands, face, and fore- 
arms potentially exposed to MDA. Other potential dermal 
exposures reported by the employee must be referred to the 
appropriate medical personnel for observation. If the 
employer determines that the employee has been exposed to 
MDA ((the-empteyershall)) you must: 

(a) Determine the source of exposure; 

(b) Implement protective measures to correct the hazard; 
and 

(c) Maintain records of the corrective actions in accor- 
dance with WAC 296-155-17327. 


AMENDATORY SECTION (Amending WSR 93-04-111, 
filed 2/3/93, effective 3/15/93) 


WAC 296-155-17313 Regulated areas. (1) Establish- 
ment. 

(a) Airborne exposures. ((Fhe-employer-shal})) You 
must establish regulated areas where airborne concentrations 
of MDA exceed, or can reasonably be expected to exceed, the 
permissible exposure limits. 

(b) Dermal exposures. Where employees are subject to 
"dermal exposure to MDA" ((the-employer-shal)) you must 
establish those work areas as regulated areas. 

(2) Demarcation. You must demarcate regulated areas 
((shal be-demareated)) from the rest of the workplace in a 
manner that minimizes the number of persons potentially 
exposed. 

(3) Access. You must limit access to regulated areas 
((shaH-betmited)) to authorized persons. 

(4) Personal protective equipment and clothing. You 
must supply each person entering a regulated area ((shal-be 
suppHed)) with((-and+equiredteuse;)) the appropriate per- 
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(5) Prohibited activities. ((Fhe-empleyer-shaH)) You 
must ensure that employees do not eat, drink, smoke, chew 
tobacco or gum, or apply cosmetics in regulated areas. 


AMENDATORY SECTION (Amending WSR 93-04-111, 
filed 2/3/93, effective 3/15/93) 


WAC 296-155-17315 Methods of compliance. (1) 
Engineering controls and work practices and respirators. 

(a) ((Fhe empleyershaH)) You must use one or any com- 
bination of the following control methods to achieve compli- 
ance with the permissible exposure limits prescribed by 
WAC 296-155-17317. 

(1) Local exhaust ventilation equipped with HEPA filter 
dust collection systems; 

(11) General ventilation systems; 

(iii) Use of work practices; or 

(iv) Other engineering controls such as isolation and 
enclosure that the director can show to be feasible. 

(b) Wherever the feasible engineering controls and work 
practices which can be instituted are not sufficient to reduce 
employee exposure to or below the PELs, ((the-empleyer 
shalt)) you must use them to reduce employee exposure to the 
lowest levels achievable by these controls and ((shaH)) you 
must supplement them by the use of respiratory protective 
devices which comply with the requirements of WAC 296- 
155-17317. 

(2) Special provisions. For workers engaged in spray 
application methods, respiratory protection must be used in 
addition to feasible engineering controls and work practices 
to reduce employee exposure to or below the PELs. 

(3) Prohibitions. Compressed air ((shalt)) must not be 
used to remove MDA unless the compressed air is used in 
conjunction with an enclosed ventilation system designed to 
capture the dust cloud created by the compressed air. 

(4) Employee rotation. ((Fhe—empleyer—shaH)) You 
must not use employee rotation as a means of compliance 
with the exposure limits prescribed in WAC 296-155-17305. 

(5) Compliance program. 

(a) (Fhe emploeyershall)) You must establish and imple- 
ment a written program to reduce employee exposure to or 
below the PELs by means of engineering and work practice 
controls, as required by subsection (1) of this section, and by 
use of respiratory protection where permitted under this sec- 
tion. 

(b) Upon request you must furnish this written program 
((shal be-furnished)) for examination and copying to the 
director, affected employees, and designated employee repre- 
sentatives. ((Fhe-empleyer-shal)) You must review and, as 
necessary, update such plans at least once every ((#welve)) 12 
months to make certain they reflect the current status of the 
program. 


AMENDATORY SECTION (Amending WSR 09-15-145, 
filed 7/21/09, effective 9/1/09) 


WAC 296-155-17317 Respiratory protection. (1) 
General. ((Feremployeesswhe-tse_respiraters required by 
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this-section, the-employer)) You must provide each employee 


who uses a respirator required by this section with an appro- 
priate respirator that complies with the requirements of this 
section. Respirators must be used during: 

(a) Periods necessary to install or implement feasible 
engineering and work-practice controls. 

(b) Work operations, such as maintenance and repair 
activities and spray application processes, for which engi- 
neering and work-practice controls are not feasible. 

(c) Work operations for which feasible engineering and 
work-practice controls are not yet sufficient to reduce 
employee exposure to or below the PELs. 

(d) Emergencies. 

(2) Respirator program. ((Fhe-empleyer)) You must 
develop, implement and maintain a respiratory protection 
program as required by chapter 296-842 WAC, Respirators, 
which covers each employee required by this chapter to use a 
respirator. 

(3) Respirator selection. 

(a) ((Fhe-empleyer)) You must select and provide to 
employees appropriate respirators as specified in this section 
and WAC 296-842-13005 in the respirator rule. 

(b) An employee who cannot use a negative-pressure 
respirator must be given the option of using a positive-pres- 
sure respirator, or a supplied-air respirator operated in the 
continuous-flow or pressure-demand mode. 

(c) Provide HEPA filters or N-, R-, or P-100 filters for 
powered air-purifying respirators (PAPRs) and negative- 
pressure air-purifying respirators. 

(d) Provide to employees, for escape, one of the follow- 
ing respirator options: 

(i) Any self-contained breathing apparatus with a full 
facepiece or hood, operated in the positive-pressure or con- 
tinuous-flow mode 

OR 

(ii) A full facepiece air-purifying respirator. 


AMENDATORY SECTION (Amending WSR 93-04-111, 
filed 2/3/93, effective 3/15/93) 


WAC 296-155-17319 Protective work clothing and 
equipment. (1) Provision and use. Where employees are 
subject to dermal exposure to MDA, where liquids containing 
MDA can be splashed into the eyes, or where airborne con- 
centrations of MDA are in excess of the PEL, the employer 
((shaH)) must provide, at no cost to the employee, and ensure 
that the employee uses, appropriate protective work clothing 
and equipment which prevent contact with MDA such as, but 
not limited to: 

(a) Aprons, coveralls, or other full-body work clothing; 

(b) Gloves, head coverings, and foot coverings; and 

(c) Face shields, chemical goggles; or 

(d) Other appropriate protective equipment which com- 
ply with WAC 296-24-078. 

(2) Removal and storage. 

(a) ((Fhe-empleyer-shal)) You must ensure that, at the 
end of their work shift, employees remove MDA-contami- 
nated protective work clothing and equipment that is not rou- 
tinely removed throughout the day in change areas provided 
in accordance with the provisions in WAC 296-155-17321. 
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(b) (Fhe-employer-shal)) You must ensure that, during 


their work shift, employees remove all other MDA-contami- 
nated protective work clothing or equipment before leaving a 
regulated area. 

(c) ((Fhe-empleyershal})) You must ensure that no 
employee takes MDA-contaminated work clothing or equip- 
ment out of the decontamination areas, except those employ- 
ees authorized to do so for the purpose of laundering, mainte- 
nance, or disposal. 

(d) You must place, store, and transport MDA-contami- 
nated work clothing or equipment ((shaH-be-placed-and 
stered_andtransperted)) in sealed, impermeable bags, or 
other closed impermeable containers. 

(e) You must label containers of MDA-contaminated 
protective work clothing or equipment which are to be taken 
out of decontamination areas or the workplace for cleaning, 
maintenance, or disposal, ((shal beartabels)) warning of the 
hazards of MDA. 

(3) Cleaning and replacement. 

(a) ((Fhe—empleyer—shaH)) You must provide the 
employee with clean protective clothing and equipment. The 
employer ((shaH)) must ensure that protective work clothing 
or equipment required by this section is cleaned, laundered, 
repaired, or replaced at intervals appropriate to maintain its 
effectiveness. 

(b) ((Fhe—empleyer—shal})) You must prohibit the 
removal of MDA from protective work clothing or equip- 
ment by blowing, shaking, or any methods which allow 
MDA to reenter the workplace. 

(c) (Fhe empleyershaH)) You must ensure that launder- 
ing of MDA-contaminated clothing ((shaHbe)) is done so as 
to prevent the release of MDA in the workplace. 

(d) Any employer who gives MDA-contaminated cloth- 
ing to another person for laundering ((sha)) must inform 
such person of the requirement to prevent the release of 
MDA. 

(e) (Fhe-empleyershal)) You must inform any person 
who launders or cleans protective clothing or equipment con- 
taminated with MDA of the potentially harmful effects of 
exposure. 

(4) Visual examination. 

(a) (Fhe empleyershaH)) You must ensure that employ- 
ees' work clothing is examined periodically for rips or tears 
that may occur during performance of work. 

(b) When rips or tears are detected, you must repair and 
replace the protective equipment or clothing ((shal-be 
repaired-_and-+eplaced)) immediately. 


AMENDATORY SECTION (Amending WSR 01-11-038, 
filed 5/9/01, effective 9/1/01) 


WAC 296-155-17321 Hygiene facilities and prac- 
tices. (1) General. 

(a) (Fhe empleyershal)) You must provide decontami- 
nation areas for employees required to work in regulated 
areas or required by WAC 296-155-17319 to wear protective 
clothing. Exception: In lieu of the decontamination area 
requirement specified in this subsection, the employer may 
permit employees engaged in small scale, short duration 
operations, to clean their protective clothing or dispose of the 
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protective clothing before such employees leave the area 
where the work was performed. 

(b) Change areas. ((Fhe-empleyer-sha)) You must 
ensure that change areas are equipped with separate storage 
facilities for protective clothing and street clothing, in accor- 
dance with WAC 296-24-12011. 

(c) Equipment area. You must supply the equipment 
area ((shalbe-suppHed)) with impermeable, labeled bags and 
containers for the containment and disposal of contaminated 
protective clothing and equipment. 


(2) Shower area. 

(a) Where feasible, you must provide shower facilities 
((shalbe-previded)) which comply with WAC 296-24-12010 
wherever the possibility of employee exposure to airborne 
levels of MDA in excess of the permissible exposure limit 
exists. 

(b) Where dermal exposure to MDA occurs, ((the 

)) you must ensure that materials spilled or 
deposited on the skin are removed as soon as possible by 
methods which do not facilitate the dermal absorption of 
MDA. 

(3) Lunch areas. 

(a) Whenever food or beverages are consumed at the 
worksite and employees are exposed to MDA ((the-empleyer 
shal})) you must provide clean lunch areas were MDA levels 
are below the action level and where no dermal exposure to 
MDA can occur. 

(b) (Fhe empleyer-shall)) You must ensure that employ- 
ees wash their hands and faces with soap and water prior to 
eating, drinking, smoking, or applying cosmetics. 

(c) (Fhe employershalt)) You must ensure that employ- 
ees do not enter lunch facilities with contaminated protective 
work clothing or equipment. 


AMENDATORY SECTION (Amending WSR 14-07-086, 
filed 3/18/14, effective 5/1/14) 


WAC 296-155-17323 Communication of hazards. (1) 
Hazard communication((—))_- General. 

(a) Chemical manufacturers, importers, distributors and 
employers ((ska)) must comply with all requirements of the 
Hazard Communication Standard (HCS), WAC 296-901-140 
for MDA. 

(b) In classifying the hazards for MDA at least the fol- 
lowing hazards are to be addressed: Cancer; liver effects; and 
skin sensitization. 

(c) (Empleyers-shaH)) You must include MDA in the 
hazard communication program established to comply with 
the HCS, WAC 296-901-140. ((Empteyers-shal)) You must 
ensure that each employee has access to labels on containers 
of MDA and to safety data sheets, and is trained in accor- 
dance with the requirements of HCS and subsection (4) of 
this section. 

(2) Signs and labels. 

(a) Signs. 

(i) (Fhe-empleyer-shal)) You must post and maintain 
legible signs demarcating regulated areas and entrances or 
accessways to regulated areas that bear the following legend: 
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DANGER MDA MAY CAUSE CANCER CAUSES DAMAGE TO THE 
LIVER 
RESPIRATORY PROTECTION AND PROTECTIVE CLOTHING 
MAY BE REQUIRED IN THIS AREA 
AUTHORIZED PERSONNEL ONLY 


(ii) Prior to June 1, 2016, ((empteyers)) you may use the 
following legend in lieu of that specified in (a)(i) of this sub- 
section: 


DANGER MDA MAY CAUSE CANCER LIVER TOXIN 
AUTHORIZED PERSONNEL ONLY 
RESPIRATORS AND PROTECTIVE CLOTHING MAY BE REQUIRED 
TO BE WORN IN THIS AREA 


(b) Labels. Prior to June 1, 2015, ((empleyers)) you may 
include the following information workplace labels in lieu of 


the labeling requirements in subsection (1) of this section: 
(1) For pure MDA: 
DANGER CONTAINS MDA MAY CAUSE CANCER LIVER TOXIN 


(ii) For mixtures containing MDA: 


DANGER CONTAINS MDA CONTAINS MATERIALS 
WHICH MAY CAUSE CANCER LIVER TOXIN 


(3) Safety data sheets (SDS). 

In meeting the obligation to provide safety data sheets, 
((employers-shaH)) you must make appropriate use of the 
information found in Appendices A and B to WAC 296-62- 
076. 

(4) Information and training. 

(a) ((Fhe-empleyer-shall)) You must provide employees 
with information and training on MDA, in accordance with 
WAC 296-901-14016, at the time of initial assignment and at 
least annually thereafter. 

(b) In addition to the information required under WAC 
296-901-140, ((the-empleyershall)) you must: 

(i) Provide an explanation of the contents of this section, 
including Appendices A and B of this section, and indicate to 
employees where a copy of the standard is available; 

(ii) Describe the medical surveillance program required 
under WAC 296-155-17327, and explain the information 
contained in Appendix C of this standard; and 

(iii) Describe the medical removal provision required 
under WAC 296-155-17327. 

(5) Access to training materials. 

(a) ((Fhe-empleyershal)) You must make readily avail- 
able to all affected employees, without cost, all written mate- 
rials relating to the employee training program, including a 
copy of this regulation. 

(b) ((Fhe-empleyer—shaH)) You must provide to the 
director, upon request, all information and training materials 
relating to the employee information and training program. 


AMENDATORY SECTION (Amending WSR 93-04-111, 
filed 2/3/93, effective 3/15/93) 


WAC 296-155-17325 Housekeeping. (1) You must 
maintain all surfaces ((shaH-be-maintained)) as free as practi- 
cable of visible accumulations of MDA. 


(2) ((Fhe-empleyershaH)) You must institute a program 
for detecting MDA leaks, spills, and discharges, including 
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regular visual inspections of operations involving liquid or 
solid MDA. 


(3) You must repair all leaks ((shal-be-+epaited)) and 
clean up liquid or dust spills ((eleaned+xp)) promptly. 

(4) Surfaces contaminated with MDA may not be 
cleaned by the use of compressed air. 

(5) Shoveling, dry sweeping, and other methods of dry 
clean-up of MDA may be used where HEPA-filtered vacu- 
uming and/or wet cleaning are not feasible or practical. 

(6) You must collect waste, scrap, debris, bags, contain- 
ers, equipment, and clothing contaminated with MDA ((shaH 

j ) and dispose of it in a manner to 
prevent the reentry of MDA into the workplace. 


AMENDATORY SECTION (Amending WSR 93-04-111, 
filed 2/3/93, effective 3/15/93) 


WAC 296-155-17327 Medical surveillance. (1) Gen- 
eral. 

(a) ((Fhe-employer-shall)) You must make available a 
medical surveillance program for employees exposed to 
MDA under the following circumstances: 

(i) Employees exposed at or above the action level for 
((thitt)) 30 or more days per year; 

(11) Employees who are subject to dermal exposure to 
MDA for 15 or more days per year; 

(111) Employees who have been exposed in an emergency 
situation; 

(iv) Employees whom the employer, based on results 
from compliance with WAC 296-155-17311(8) has reason to 
believe are being dermally exposed; and 

(v) Employees who show signs or symptoms of MDA 
exposure. 

(b) (Fhe-empleyershall)) You must ensure that all med- 
ical examinations and procedures are performed by or under 
the supervision of a licensed physician at a reasonable time 
and place, and provided without cost to the employee. 

(2) Initial examinations. 

(a) Within ((ene-hundred-ffty)) 150 days of the effective 
date of this standard, or before the time of initial assignment, 

)) you must provide each employee cov- 
ered by subsection (1)(a) of this section with a medical exam- 
ination including the following elements: 

A detailed history which includes: 

(i) Past work exposure to MDA or any other toxic sub- 
stances; 

(ii) A history of drugs, alcohol, tobacco, and medication 
routinely taken (duration and quantity); and 

(iii) A history of dermatitis, chemical skin sensitization, 
or previous hepatic disease. 

(iv) A physical examination which includes all routine 
physical examination parameters, skin examination, and 
examination for signs of liver disease. 

(v) Laboratory tests including: 

(A) Liver function tests; and 

(B) Urinalysis. 

(vi) Additional tests as necessary in the opinion of the 
physician. 

(b) No initial medical examination is required if ade- 
quate records show that the employee has been examined in 
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accordance with the requirements of this section within the 
previous six months prior to the effective date of this standard 
or prior to the date of initial assignment. 

(3) Periodic examinations. 

(a) ((Fhe-empleyer—shall)) You must provide each 
employee covered by this section with a medical examination 
at least annually following the initial examination. These 
periodic examinations ((sha)) must include at least the fol- 
lowing elements: 

(i) A brief history regarding any new exposure to poten- 
tial liver toxins, changes in drug, tobacco, and alcohol intake, 
and the appearance of physical signs relating to the liver and 
the skin; 

(ii) The appropriate tests and examinations including 
liver function tests and skin examinations; and 

(iii) Appropriate additional tests or examinations as 
deemed necessary by the physician. 

(b) If in the physician's opinion the results of liver func- 
tion tests indicate an abnormality, the employee ((skaH)) 
must be removed from further MDA exposure in accordance 
with WAC 296-155-17329. Repeat liver function tests 
((shaH)) must be conducted on advice of the physician. 

(4) Emergency examinations. If the employer deter- 
mines that the employee has been exposed to a potentially 
hazardous amount of MDA in an emergency situation under 
WAC 296-155-17309, ((the-empleyershal)) you must pro- 
vide medical examinations in accordance with subsection 
(3)(a) and (b). If the results of liver function testing indicate 
an abnormality, the employee ((shaH)) must be removed in 
accordance with WAC 296-155-17329. Repeat liver function 
tests ((shaH)) must be conducted on the advice of the physi- 
cian. If the results of the tests are normal, tests must be 
repeated ((#ve-+te-+three)) 2 to 3 weeks from the initial testing. 
If the results of the second set of tests are normal and on the 
advice of the physician, no additional testing is required. 

(5) Additional examinations. Where the employee 
develops signs and symptoms associated with exposure to 
MDA, ((the-empleyershall)) you must provide the employee 
with an additional medical examination including liver func- 
tion tests. Repeat liver function tests ((shaH)) must be con- 
ducted on the advice of the physician. If the results of the 
tests are normal, tests must be repeated ((#ve+e-+three)) 2 to 3 
weeks from the initial testing. If the results of the second set 
of tests are normal and on the advice of the physician, no 
additional testing is required. 

(6) Multiple physician review mechanism. 

(a) If the employer selects the initial physician who con- 
ducts any medical examination or consultation provided to an 
employee under this section, and the employee has signs or 
symptoms of occupational exposure to MDA (which could 
include an abnormal liver function test), and the employee 
disagrees with the opinion of the examining physician, and 
this opinion could affect the employee's job status, the 
employee may designate an appropriate and mutually accept- 
able second physician: 

(i) To review any findings, determinations, or recom- 
mendations of the initial physician; and 

(ii) To conduct such examinations, consultations, and 
laboratory tests as the second physician deems necessary to 
facilitate this review. 
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(b) ((Fhe-empleyershal)) You must promptly notify an 


employee of the right to seek a second medical opinion after 
each occasion that an initial physician conducts a medical 
examination or consultation pursuant to this section. The 
employer may condition its participation in, and payment for, 
the multiple physician review mechanism upon the employee 
doing the following within ((##tees)) 15 days after receipt of 
the foregoing notification, or receipt of the initial physician's 
written opinion, whichever is later: 

(1) The employee informing the employer that he or she 
intends to seek a second medical opinion; and 

(ii) The employee initiating steps to make an appoint- 
ment with a second physician. 

(c) If the findings, determinations, or recommendations 
of the second physician differ from those of the initial physi- 
cian, then the employer and the employee ((shaH-assure)) 
must ensure that efforts are made for the two physicians to 
resolve any disagreement. 

(d) If the two physicians have been unable to quickly 
resolve their disagreement, then the employer and the 
employee through their respective physicians ((shal})) must 
designate a third physician: 

(i) To review any findings, determinations, or recom- 
mendations of the prior physicians; and 

(11) To conduct such examinations, consultations, labora- 
tory tests, and discussions with the prior physicians as the 
third physician deems necessary to resolve the disagreement 
of the prior physicians. 

(e) ((Fhe-empleyer-shal)) You must act consistent with 
the findings, determinations, and recommendations of the 
second physician, unless the employer and the employee 
reach a mutually acceptable agreement. 

(f) Information provided to the examining physician. 

(i) ((Fhe-employershal)) You must provide the follow- 
ing information to the examining physician: 

(A) A copy of this regulation and its appendices; 

(B) A description of the affected employee's duties as 
they relate to the employee's potential exposure to MDA; 

(C) The employee's current actual or representative 
MDA exposure level; 

(D) A description of any personal protective equipment 
used or to be used; and 

(E) Information from previous employment related med- 
ical examinations of the affected employee. 

(ii) ((Fhe-empleyershall)) You must provide the forego- 
ing information to a second physician under this section upon 
request either by the second physician, or by the employee. 

(g) Physician's written opinion. 

(i) For each examination under this section, ((the 
empleyer-shall)) you must obtain, and provide the employee 
with a copy of, the examining physician's written opinion 
within ((fifteen)) 15 days of its receipt. The written opinion 
((shaH)) must include the following: 

(A) The occupationally pertinent results of the medical 
examination and tests; 

(B) The physician's opinion concerning whether the 
employee has any detected medical conditions which would 
place the employee at increased risk of material impairment 
of health from exposure to MDA; 
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(C) The physician's recommended limitations upon the 
employee's exposure to MDA or upon the employee's use of 
protective clothing or equipment and respirators; and 

(D) A statement that the employee has been informed by 
the physician of the results of the medical examination and 
any medical conditions resulting from MDA exposure which 
require further explanation or treatment. 

(ii) The written opinion obtained by the employer 
((shaH)) must not reveal specific findings or diagnoses unre- 
lated to occupational exposures. 


AMENDATORY SECTION (Amending WSR 93-04-111, 
filed 2/3/93, effective 3/15/93) 


WAC 296-155-17329 Medical removal. (1) Tempo- 
rary medical removal of an employee. 

(a) Temporary removal resulting from occupational 
exposure. You must remove the employee ((shaH be 
remeved)) from work environments in which exposure to 
MDA is at or above the action level or where dermal expo- 
sure to MDA may occur, following an initial examination 
(WAC 296-155-17327(2)), periodic examinations (WAC 
296-155-17327(3)), an emergency situation (WAC 296-155- 
17327(4)), or an additional examination (WAC 296-155- 
17327(5)) in the following circumstances: 

(i) When the employee exhibits signs and/or symptoms 
indicative of acute exposure to MDA; or 

(ii) When the examining physician determines that an 
employee's abnormal liver function tests are not associated 
with MDA exposure but that the abnormalities may be exac- 
erbated as a result of occupational exposure to MDA. 

(b) Temporary removal due to a final medical deter- 
mination. 

(i) ((Fhe—empleyer—shaH)) You must remove an 
employee from work having an exposure to MDA at or above 
the action level or where the potential for dermal exposure 
exists on each occasion that a final medical determination 
results in a medical finding, determination, or opinion that 
the employee has a detected medical condition which places 
the employee at increased risk of material impairment to 
health from exposure to MDA. 

(ii) For the purposes of this section, the phrase "final 
medical determination" ((shall)) means the outcome of the 
physician review mechanism used pursuant to the medical 
surveillance provisions of this section. 

(iii) Where a final medical determination results in any 
recommended special protective measures for an employee, 
or limitations on an employee's exposure to MDA, ((the 
empteyershall)) you must implement and act consistent with 
the ((reecommendation)) recommendation. 

(2) Return of the employee to former job status. 

(a) ((Fhe-empleyershal)) You must return an employee 
to her or his former job status: 

(i) When the employee no longer shows signs or symp- 
toms of exposure to MDA, or upon the advice of the physi- 
cian. 

(ii) When a subsequent final medical determination 
results in a medical finding, determination, or opinion that 
the employee no longer has a detected medical condition 
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which places the employee at increased risk of material 
impairment to health from exposure to MDA. 

(b) For the purposes of this section, the requirement that 
an employer return an employee to his or her former job sta- 
tus is not intended to expand upon or restrict any rights an 
employee has or would have had, absent temporary medical 
removal, to a specific job classification or position under the 
terms of a collective bargaining agreement. 

(3) Removal of other employee special protective 
measure or limitations. ((Fhe-empleyershal)) You must 
remove any limitations placed on an employee or end any 
special protective measures provided to an employee pursu- 
ant to a final medical determination when a subsequent final 
medical determination indicates that the limitations or special 
protective measures are no longer necessary. 

(4) Employer options pending a final medical deter- 
mination. Where the physician review mechanism used pur- 
suant to the medical surveillance provisions of this section 
has not yet resulted in a final medical determination with 
respect to an employee, ((the-empleyer-shall)) you must act 
as follows: 

(a) Removal. The employer may remove the employee 
from exposure to MDA, provide special protective measures 
to the employee, or place limitations upon the employee, con- 
sistent with the medical findings, determinations, or ((Fee- 
commendatiens)) recommendations of the physician who has 
reviewed the employee's health status. 

(b) Return. The employer may return the employee to 
her or his former job status, and end any special protective 
measures provided to the employee, consistent with the med- 
ical findings, determinations, or ((reecemmendations)) rec- 
ommendations of any of the physicians who have reviewed 
the employee's health status, with two exceptions: 

(1) If the initial removal, special protection, or limitation 
of the employee resulted from a final medical determination 
which differed from the findings, determinations, or ((ree- 
commendations) ) recommendations of the initial physician; 
or 

(11) The employee has been on removal status for the pre- 
ceding ((stx)) 6 months as a result of exposure to MDA, then 
the employer ((shaH)) must await a final medical determina- 
tion. 

(5) Medical removal protection benefits. 

(a) Provisions of medical removal protection benefits. 
((Fhe-employer-shall)) You must provide to an employee up 
to ((s#*)) 6 months of medical removal protection benefits on 
each occasion that an employee is removed from exposure to 
MDA or otherwise limited pursuant to this section. 

(b) Definition of medical removal protection benefits. 
For the purposes of this section, the requirement that an 
employer provide medical removal protection benefits means 
that ((the-empleyer-shal)) you must maintain the earnings, 
seniority, and other employment rights and benefits of an 
employee as though the employee had not been removed 
from normal exposure to MDA or otherwise limited. 

(c) Follow-up medical surveillance during the period 
of employee removal or limitations. During the period of 
time that an employee is removed from normal exposure to 
MDA or otherwise limited, the employer may condition the 
provision of medical removal protection benefits upon the 
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employee's participation in follow-up medical surveillance 
made available pursuant to this section. 


(d) Workers' compensation claims. If a removed 
employee files a claim for workers' compensation payments 
for an MDA-related disability, then ((the-empleyershal)) 
you must continue to provide medical removal protection 
benefits pending disposition of the claim. To the extent that 
an award is made to the employee for earnings lost during the 
period of removal, the employer's medical removal protec- 
tion obligation ((skaH)) must be reduced by such amount. 
((Fhe-employer-shal})) You must receive no credit for work- 
ers' compensation payments received by the employee for 
treatment-related expenses. 


(e) Other credits. The employer's obligation to provide 
medical removal protection benefits to a removed employee 
((shaH)) must be reduced to the extent that the employee 
receives compensation for earnings lost during the period of 
removal either from a publicly or employer-funded compen- 
sation program, or receives income from employment with 
any employer made possible by virtue of the employee's 
removal. 


(f) Employees who do not recover within the 6 
months of removal. ((Fhe-empleyer-shal)) You must take 
the following measures with respect to any employee 
removed from exposure to MDA: 


(i) ((Fhe-empleyer-shall)) You must make available to 


the employee a medical examination pursuant to this section 
to obtain a final medical determination with respect to the 
employee; 

(ii) ((Fhe-employer-shat-assure)) You must ensure that 
the final medical determination obtained indicates whether or 
not the employee may be returned to her or his former job sta- 
tus, and, if not, what steps should be taken to protect the 
employee's health; 


(iii) Where the final medical determination has not yet 
been obtained, or once obtained indicates that the employee 
may not yet be returned to her or his former job status, ((the 
employershaH)) you must continue to provide medical 
removal protection benefits to the employee until either the 
employee is returned to former job status, or a final medical 
determination is made that the employee is incapable of ever 
safely returning to her or his former job status; and 


(iv) Where the employer acts pursuant to a final medical 
determination which permits the return of the employee to 
her or his former job status despite what would otherwise be 
an unacceptable liver function test, later questions concern- 
ing removing the employee again ((shaH)) must be decided 
by a final medical determination. The employer need not 
automatically remove such an employee pursuant to the 
MDA removal criteria provided by this section. 


(6) Voluntary removal or restriction of an employee. 
Where an employer, although not required by this section to 
do so, removes an employee from exposure to MDA or oth- 
erwise places limitations on an employee due to the effects of 
MDA exposure on the employee's medical condition, ((the 
empleyer-shall)) you must provide medical removal protec- 
tion benefits to the employee equal to that required by sub- 
section (5) of this section. 
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AMENDATORY SECTION (Amending WSR 04-10-026, 
filed 4/27/04, effective 8/1/04) 


WAC 296-155-17331 Recordkeeping. (1) Objective 
data for exempted operations. 

(a) Where the employer has relied on objective data that 
demonstrate that products made from or containing MDA are 
not capable of releasing MDA or do not present a dermal 
exposure problem under the expected conditions of process- 
ing, use, or handling to exempt such operations from the ini- 
tial monitoring requirements under WAC 296-155-17311(2), 
((the-empleyer-shal)) you must establish and maintain an 
accurate record of objective data reasonably relied upon in 
support of the exemption. 

(b) The record ((shaH)) must include at least the follow- 
ing information: 

(i) The product qualifying for exemption; 

(ii) The source of the objective data; 

(iii) The testing protocol, results of testing, and/or analy- 
sis of the material for the release of MDA; 

(iv) A description of the operation exempted and how the 
data support the exemption; and 

(v) Other data relevant to the operations, materials, pro- 
cessing, or employee exposures covered by the exemption. 

(c) (Fhe employershal)) You must maintain this record 
for the duration of the employer's reliance upon such objec- 
tive data. 

(2) Historical monitoring data. 

(a) Where the employer has relied on historical monitor- 
ing data that demonstrate that exposures on a particular job 
will be below the action level to exempt such operations from 
the initial monitoring requirements under WAC 296-155- 
17311(2), ((the-empleyershal)) you must establish and 
maintain an accurate record of historical monitoring data rea- 
sonably relied upon in support of the exception. 

(b) The record ((shaH)) must include information that 
reflect the following conditions: 

(1) The data upon which judgments are based are scien- 
tifically sound and were collected using methods that are suf- 
ficiently accurate and precise; 

(11) The processes and work practices that were in use 
when the historical monitoring data were obtained are essen- 
tially the same as those to be used during the job for which 
initial monitoring will not be performed; 

(iii) The characteristics of the MDA-containing material 
being handled when the historical monitoring data were 
obtained are the same as those on the job for which initial 
monitoring will not be performed; 

(iv) Environmental conditions prevailing when the his- 
torical monitoring data were obtained are the same as those 
on the job for which initial monitoring will not be performed; 
and 

(v) Other data relevant to the operations, materials, pro- 
cessing, or employee exposures covered by the exception. 

(c) (Fhe employershal)) You must maintain this record 
for the duration of the employer's reliance upon such histori- 
cal monitoring data. 

(3) ((Fhe-empleyer)) You may utilize the services of 
competent organizations such as industry trade associations 
and employee associations to maintain the records required 
by this section. 
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(4) Exposure measurements. 

(a) ((Fhe-employer-shaH)) You must keep an accurate 
record of all measurements taken to monitor employee expo- 
sure to MDA. 

(b) This record ((shaH)) must include at least the follow- 
ing information: 

(1) The date of measurement; 

(11) The operation involving exposure to MDA; 

(iii) Sampling and analytical methods used and evidence 
of their accuracy; 

(iv) Number, duration, and results of samples taken; 

(v) Type of protective devices worn, if any; and 

(vi) Name, Social Security number, and exposure of the 
employees whose exposures are represented. 

(c) ((Fhe-empleyershal)) You must maintain this record 
for at least ((thitty)) 30 years in accordance with chapter 296- 
62 WAC, Part B. 

(5) Medical surveillance. 

(a) ((Fhe-empleyershal)) You must establish and main- 
tain an accurate record for each employee subject to medical 
surveillance by WAC 296-155-17327 in accordance with 
chapter 296-62 WAC, Part B. 

(b) The record ((shaH)) must include at least the follow- 
ing information: 

(i) The name and Social Security number of the 
employee; 

(ii) A copy of the employee's medical examination 
results, including the medical history, questionnaire 
responses, results of any tests, and physician's recommenda- 
tions; 

(iii) Physician's written opinions; 

(iv) Any employee medical complaints related to expo- 
sure to MDA; and 

(v) A copy of the information provided to the physician 
as required by WAC 296-155-17327. 

(c) ((Fhe-empleyershal)) You must ensure that this 
record is maintained for the duration of employment plus 
((thiety)) 30 years in accordance with chapter 296-62 WAC, 
Part B. 

(d) A copy of the employee's medical removal and return 
to work status. 

(6) Training records. ((Fhe-empleyershal)) You must 
maintain all employee training records for one year beyond 
the last date of employment. 

(7) Availability. 

(a) ((Fhe-empleyer)) You must, upon written request, 
((shaH)) make all records required to be maintained by this 
section available to the assistant secretary and the director for 
examination and copying. 

(b) ((Fhe-empleyer)) You must, upon request, ((sha})) 
make any exposure records required by WAC 296-155- 
17311 and 296-155-17327 available for examination and 
copying to affected employees, former employees, desig- 
nated representatives, and the director, in accordance with 
chapter 296-802 WAC. 

(c) ((Fhe-employer)) You must, upon request, ((shaH)) 
make employee medical records required by WAC 296-155- 
17327 and this section available for examination and copying 
to the subject employee, anyone having the specific written 
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consent of the subject employee, and the director in accor- 
dance with chapter 296-802 WAC. 

(8) Transfer of records. 

(a) ((Fhe-employershalH)) You must comply with the 
requirements concerning transfer of records set forth in chap- 
ter 296-802 WAC. 

(b) Whenever the employer ceases to do business and 
there is no successor employer to receive and retain the 
records for the prescribed period, ((the-empleyer-shal})) you 
must notify the director at least ((nipety)) 90 days prior to dis- 
posal and, upon request, transmit them to the director. 


AMENDATORY SECTION (Amending WSR 93-04-111, 
filed 2/3/93, effective 3/15/93) 


WAC 296-155-17333 Observation of monitoring. (1) 
Employee observation. ((Fhe-empleyer-shal)) You must 
provide affected employees, or their designated representa- 
tives, an opportunity to observe the measuring or monitoring 
of employee exposure to MDA conducted pursuant to WAC 
296-155-17311. 

(2) Observation procedures. When observation of the 
measuring or monitoring of employee exposure to MDA 
requires entry into areas where the use of protective clothing 
and equipment or respirators is required, ((the-empleyer 
shalt)) you must provide the observer with personal protec- 
tive clothing and equipment or respirators required to be 
worn by employees working in the area, assure the use of 
such clothing and equipment or respirators, and require the 
observer to comply with all other applicable safety and health 
procedures. 


AMENDATORY SECTION (Amending WSR 93-04-111, 
filed 2/3/93, effective 3/15/93) 


WAC 296-155-17339 Startup dates. Compliance with 
all obligations of this standard commence March 3, 1993, 
except as follows: 

(1) Initial monitoring under WAC 296-155-17311(2) 
((shaH)) must be completed as soon as possible but no later 
than June 3, 1993. 

(2) Medical examinations under WAC 296-155-17327, 
((shaH)) must be completed as soon as possible but no later 
than August 14, 1993. 

(3) Emergency plans required by WAC 296-155-17309 
((shaH)) must be provided and available for inspection and 
copying as soon as possible but no later than July 13, 1993. 

(4) Initial training and education ((shal)) must be com- 
pleted as soon as possible but no later than July 13, 1993. 

(5) Decontamination and lunch areas under WAC 296- 
155-17321 ((shall)) must be in operation as soon as possible 
but no later than March 3, 1993. 

(6) Respiratory protection required by WAC 296-155- 
17317 ((shalt)) must be provided as soon as possible but no 
later than July 13, 1993. 

(7) Written compliance plans required by WAC 296- 
155-17315(5) ((shaH)) must be completed and available for 
inspection and copying as soon as possible but no later than 
July 13, 1993. 
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(8) (AVESHA-shaH)) DOSH must enforce the permissi- 
ble exposure limits in WAC 296-155-17305 no earlier than 
July 13, 1993. 

(9) Engineering controls needed to achieve the PELs 
must be in place March 3, 1993. 

(10) Personal protective clothing required by WAC 296- 
155-17317 ((shal!)) must be available July 13, 1993. 


AMENDATORY SECTION (Amending WSR 99-10-071, 
filed 5/4/99, effective 9/1/99) 


WAC 296-155-17341 Appendix A to WAC 296-155- 
173—Substance data sheet, for 4-4'-methylenedianiline. 
(1) Substance identification. 

(a) Substance: Methylenedianiline (MDA). 

(b) Permissible exposure: 

(i) Airborne: ((Fea)) 10 parts per billion parts of air (10 
ppb), time-weighted average (TWA) for an ((eight-hour)) 8 
hour workday and an action level of ((f#ve)) 5 parts per bil- 
lion parts of air (5 ppb). 

(11) Dermal: Eye contact and skin contact with MDA are 
not permitted. 

(c) Appearance and odor: White to tan solid; amine 
odor. 

(2) Health hazard data. 

(a) Ways in which MDA affects your health. MDA can 
affect your health if you inhale it or if it comes in contact with 
your skin or eyes. MDA is also harmful if you happen to 
swallow it. Do not get MDA in eyes, on skin, or on clothing. 

(b) Effects of overexposure. 

(1) Short-term (acute) overexposure: Overexposure to 
MDA may produce fever, chills, loss of appetite, vomiting, 
jaundice. Contact may irritate skin, eyes, and mucous mem- 
branes. Sensitization may occur. 

(ii) Long-term (chronic) exposure. Repeated or pro- 
longed exposure to MDA, even at relatively low concentra- 
tions, may cause cancer. In addition, damage to the liver, kid- 
neys, blood, and spleen may occur with long-term exposure. 

(iii) Reporting signs and symptoms: You should 
inform your employer if you develop any signs or symptoms 
which you suspect are caused by exposure to MDA including 
yellow staining of the skin. 

(3) Protective clothing and equipment. 

(a) Respirators. Respirators are required for those oper- 
ations in which engineering controls or work practice con- 
trols are not adequate or feasible to reduce exposure to the 
permissible limit. If respirators are worn, they must be certi- 
fied by the National Institute for Occupational Safety and 
Health (NIOSH) under 42 C.F.R. part 84, and cartridges or 
canisters must be replaced as necessary to maintain the effec- 
tiveness of the respirator. If you experience difficulty breath- 
ing while wearing a respirator, you may request a positive- 
pressure respirator from your employer. You must be thor- 
oughly trained to use the assigned respirator, and the training 
will be provided by your employer. MDA does not have a 
detectable odor except at levels well above the permissible 
exposure limits. Do not depend on odor to warn you when a 
respirator canister is exhausted. If you can smell MDA while 
wearing a respirator, proceed immediately to fresh air. If you 
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experience difficulty breathing while wearing a respirator, 
tell your employer. 

(b) Protective clothing. You may be required to wear 
coveralls, aprons, gloves, face shields, or other appropriate 
protective clothing to prevent skin contact with MDA. Where 
protective clothing is required, your employer is required to 
provide clean garments to you, as necessary, to assure that the 
clothing protects you adequately. Replace or repair impervi- 
ous clothing that has developed leaks. MDA should never be 
allowed to remain on the skin. Clothing and shoes which are 
not impervious to MDA should not be allowed to become 
contaminated with MDA, and if they do, the clothing and 
shoes should be promptly removed and decontaminated. The 
clothing should be laundered to remove MDA or discarded. 
Once MDA penetrates shoes or other leather articles, they 
should not be worn again. 

(c) Eye protection. You must wear splashproof safety 
goggles in areas where liquid MDA may contact your eyes. 
Contact lenses should not be worn in areas where eye contact 
with MDA can occur. In addition, you must wear a face 
shield if your face could be splashed with MDA liquid. 

(4) Emergency and first-aid procedures. 

(a) Eye and face exposure. If MDA is splashed into the 
eyes, wash the eyes for at least ((fifteen)) 15 minutes. See a 
doctor as soon as possible. 

(b) Skin exposure. If MDA is spilled on your clothing or 
skin, remove the contaminated clothing and wash the 
exposed skin with large amounts of soap and water immedi- 
ately. Wash contaminated clothing before you wear it again. 

(c) Breathing. If you or any other person breathes in 
large amounts of MDA, get the exposed person to fresh air at 
once. Apply artificial respiration if breathing has stopped. 
Call for medical assistance or a doctor as soon as possible. 
Never enter any vessel or confined space where the MDA 
concentration might be high without proper safety equipment 
and at least one other person present who will stay outside. A 
life line should be used. 

(d) Swallowing. If MDA has been swallowed and the 
patient is conscious, do not induce vomiting. Call for medical 
assistance or a doctor immediately. 

(5) Medical requirements. If you are exposed to MDA 
at a concentration at or above the action level for more than 
((thirty)) 30 days per year, or exposed to liquid mixtures 
more than ((f#fteen)) 15 days per year, your employer is 
required to provide a medical examination, including a med- 
ical history and laboratory tests, within ((stxt¥)) 60 days of 
the effective date of this standard and annually thereafter. 
These tests ((shal})) must be provided without cost to you. In 
addition, if you are accidentally exposed to MDA (either by 
ingestion, inhalation, or skin/eye contact) under conditions 
known or suspected to constitute toxic exposure to MDA, 
your employer is required to make special examinations and 
tests available to you. 

(6) Observation of monitoring. Your employer is 
required to perform measurements that are representative of 
your exposure to MDA and you or your designated represen- 
tative are entitled to observe the monitoring procedure. You 
are entitled to observe the steps taken in the measurement 
procedure and to record the results obtained. When the mon- 
itoring procedure is taking place in an area where respirators 
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or personal protective clothing and equipment are required to 
be worn; you and your representative must also be provided 
with, and must wear, the protective clothing and equipment. 

(7) Access to records. You or your representative are 
entitled to see the records of measurements of your exposure 
to MDA upon written request to your employer. Your medi- 
cal examination records can be furnished to your physician or 
designated representative upon request by you to your 
employer. 

(8) Precautions for safe use, handling, and storage. 

(a) Material is combustible. Avoid strong acids and 
their anhydrides. Avoid strong oxidants. Consult supervisor 
for disposal requirements. 

(b) Emergency clean-up. Wear self-contained breathing 
apparatus and fully clothe the body in the appropriate per- 
sonal protective clothing and equipment. 


AMENDATORY SECTION (Amending WSR 93-04-111, 
filed 2/3/93, effective 3/15/93) 


WAC 296-155-17343 Appendix B to WAC 296-155- 
173—Substance technical guidelines, MDA. (1) Identifi- 
cation. 

(a) Substance identification. 

(i) Synonyms: CAS No. 101-77-9. 4,4'-methylenediani- 
line; 4,4'-methylenebisaniline; methylenedianiline; dianilino- 
methane. 

(ii) Formula: C13H14N2. 

(b) Physical data. 

(2) Appearance and odor: White to tan solid; amine 
odor. 

(a) Molecular weight: 198.26. 

(b) Boiling point: 398-399 degrees C. at 760 mm Hg. 

(c) Melting point: 88-93 degrees C. (190-100 degrees 
F.). 

(d) Vapor pressure: 9 mm Hg at 232 degrees C. 

(e) Evaporation rate (n-butyl acetate=1): Negligible. 

(£) Vapor density (Air=1): Not applicable. 

(g) Volatile fraction by weight: Negligible. 

(h) Specific gravity (Water=1): Slight. 

(1) Heat of combustion: -8.40 kcal/g. 

(j) Solubility in water: Slightly soluble in cold water, 
very soluble in alcohol, benzene, ether, and many organic 
solvents. 

(3) Fire, explosion, and reactivity hazard data. 

(a) Flash point: 190 degrees C. (374 degrees F.) Seta- 
flash closed cup. 

(b) Flash point: 226 degrees C. (439 degrees F.) Cleve- 
land open cup. 

(c) Extinguishing media: Water spray; dry chemical; car- 
bon dioxide. 

(d) Special firefighting procedures: Wear self-contained 
breathing apparatus and protective clothing to prevent con- 
tact with skin and eyes. 

(e) Unusual fire and explosion hazards: Fire or excessive 
heat may cause production of hazardous decomposition prod- 
ucts. 

(4) Reactivity data. 

(a) Stability: Stable. 

(b) Incompatibility: Strong oxidizers. 
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(c) Hazardous decomposition products: As with any 
other organic material, combustion may produce carbon 
monoxide. Oxides of nitrogen may also be present. 

(d) Hazardous polymerization: Will not occur. 

(5) Spill and leak procedures. 

(a) Sweep material onto paper and place in fiber carton. 

(b) Package appropriately for safe feed to an incinerator 
or dissolve in compatible waste solvents prior to incineration. 

(c) Dispose of in an approved incinerator equipped with 
afterburner and scrubber or contract with licensed chemical 
waste disposal service. 

(d) Discharge treatment or disposal may be subject to 
federal, state, or local laws. 

(e) Wear appropriate personal protective equipment. 

(6) Special storage and handling precautions. 

(a) High exposure to MDA can occur when transferring 
the substance from one container to another. Such operations 
should be well ventilated and good work practices must be 
established to avoid spills. 

(b) Pure MDA is a solid with a low vapor pressure. 
Grinding or heating operations increase the potential for 
exposure. 

(c) Store away from oxidizing materials. 

(d) Employers ((shal)) must advise employees of all 
areas and operations where exposure to MDA could occur. 

(7) Housekeeping and hygiene facilities. 

(a) The workplace should be kept clean, orderly, and ina 
sanitary condition. The employer should institute a leak and 
spill detection program for operations involving MDA in 
order to detect sources of fugitive MDA emissions. 

(b) Adequate washing facilities with hot and cold water 
are to be provided and maintained in a sanitary condition. 
Suitable cleansing agents should also be provided to assure 
the effective removal of MDA from the skin. 

(8) Common operations. Common operations in which 
exposure to MDA is likely to occur include the following: 
Manufacture of MDA; manufacture of methylene diisocya- 
nate; curing agent for epoxy resin structures; wire coating 
operations; and filament winding. 


AMENDATORY SECTION (Amending WSR 93-04-111, 
filed 2/3/93, effective 3/15/93) 


WAC 296-155-17345 Appendix C to WAC 296-155- 
173—Medical surveillance guidelines for MDA. (1) Route 
of entry. Inhalation; skin absorption; ingestion. MDA can be 
inhaled, absorbed through the skin, or ingested. 

(2) Toxicology. MDA is a suspect carcinogen in 
humans. There are several reports of liver disease in humans 
and animals resulting from acute exposure to MDA. A well 
documented case of an acute cardiomyopathy secondary to 
exposure to MDA is on record. Numerous human cases of 
hepatitis secondary to MDA are known. Upon direct contact 
MDA may also cause damage to the eyes. Dermatitis and 
skin sensitization have been observed. Almost all forms of 
acute environmental hepatic injury in humans involve the 
hepatic parenchyma and produce hepatocellular jaundice. 
This agent produces intrahepatic cholestasis. The clinical pic- 
ture consists of cholestatic jaundice, preceded or accompa- 
nied by abdominal pain, fever, and chills. Onset in about 60% 
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of all observed cases is abrupt with severe abdominal pain. In 
about 30% of observed cases, the illness presented and 
evolved more slowly and less dramatically, with only slight 
abdominal pain. In about 10% of the cases only jaundice was 
evident. The cholestatic nature of the jaundice is evident in 
the prominence of itching, the histologic predominance of 
bile stasis, and portal inflammatory infiltration, accompanied 
by only slight parenchymal injury in most cases, and by the 
moderately elevated transaminase values. Acute, high doses, 
however, have been known to cause hepatocellular damage 
resulting in elevated SGPT, SGOT, alkaline phosphatase, and 
bilirubin. Absorption through the skin is rapid. MDA is 
metabolized and excreted over a 48-hour period. Direct con- 
tact may be irritating to the skin, causing dermatitis. Also 
MDA which is deposited on the skin is not thoroughly 
removed through washing. MDA may cause bladder cancer 
in humans. Animal data supporting this assumption is not 
available nor is conclusive human data. However, human 
data collected on workers at a helicopter manufacturing facil- 
ity where MDA is used suggests a higher incidence of blad- 
der cancer among exposed workers. 


(3) Signs and symptoms. Skin may become yellow 
from contact with MDA. Repeated or prolonged contact with 
MDA may result in recurring dermatitis (red-itchy, cracked 
skin) and eye irritation. Inhalation, ingestion, or absorption 
through the skin at high concentrations may result in hepati- 
tis, causing symptoms such as fever and chills, nausea and 
vomiting, dark urine, anorexia, rash, right upper quadrant 
pain, and jaundice. Corneal burns may occur when MDA is 
splashed in the eyes. 


(4) Treatment of acute toxic effects/emergency situa- 
tion. If MDA gets into the eyes, immediately wash eyes with 
large amounts of water. If MDA is splashed on the skin, 
immediately wash contaminated skin with mild soap or deter- 
gent. Employee should be removed from exposure and given 
proper medical treatment. Medical tests required under the 
emergency section of the medical surveillance (WAC 296- 
155-17327(4)) must be conducted. If the chemical is swal- 
lowed do not induce vomiting but remove by gastric lavage. 


AMENDATORY SECTION (Amending WSR 93-04-111, 
filed 2/3/93, effective 3/15/93) 


WAC 296-155-17347 Appendix D to WAC 296-155- 
173—Sampling and analytical methods for MDA moni- 
toring and measurement procedures. Measurements taken 
for the purpose of determining employee exposure to MDA 
are best taken so that the representative average eight-hour 
exposure may be determined from a single eight-hour sample 
or two four-hour samples. Short-time interval samples (or 
grab samples) may also be used to determine average expo- 
sure level if a minimum of ((f¥e)) 5 measurements are taken 
in a random manner over the ((eight-heue)) 8 hour work shift. 
Random sampling means that any portion of the work shift 
has the same chance of being sampled as any other. The arith- 
metic average of all such random samples taken on one work 
shift is an estimate of an employee's average level of expo- 
sure for that work shift. Air samples should be taken in the 
employee's breathing zone (air that would most nearly repre- 
sent that inhaled by the employee). There are a number of 
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methods available for monitoring employee exposures to 
MDA. The method OSHA currently uses is included below. 
The employer however has the obligation of selecting any 
monitoring method which meets the accuracy and precision 
requirements of the standard under her or his unique field 
conditions. The standard requires that the method of monitor- 
ing must have an accuracy, to a ((Amety-frre-pereent)) 95% 
confidence level, of not less than plus or minus ((#¥venty-five 
pereent)) 25% for the select PEL. 

((WISHA)) DOSH methodology. 


Sampling procedure. 


Apparatus: 

Samples are collected by use of a personal sampling pump 
that can be calibrated within +/-5% of the recommended flow 
rate with the sampling filter in line. Samples are collected on 
37 mm Gelman type A/E glass fiber filters treated with sulfu- 
ric acid. The filters are prepared by soaking each filter with 
0.5 mL of 0.26N H»SOq. (0.26 N HSO; can be prepared by 
diluting 1.5 mL of 36N HS0; to 200 mL with deionized 
water.) The filters are dried in an oven at 100 degrees C. for 
one hour and then assembled into ((three-pieee)) 3-piece 37 
mm polystyrene cassettes without backup pads. The front fil- 
ter is separated from the back filter by a polystyrene spacer. 
The cassettes are sealed with shrink bands and the ends are 
plugged with plastic plugs. After sampling, the filters are 
carefully removed from the cassettes and individually trans- 
ferred to small vials containing approximately 2 mL deion- 
ized water. The vials must be tightly sealed. The water can be 
added before or after the filters are transferred. The vials 
must be sealable and capable of holding at least 7 mL of liq- 
uid. Small glass scintillation vials with caps containing Tef- 
lon liners are recommended. 


Reagents: 
Deionized water is needed for addition to the vials. 


Sampling technique: 

Immediately before sampling, remove the plastic plugs from 
the filter cassettes. Attach the cassette to the sampling pump 
with flexible tubing and place the cassette in the employee's 
breathing zone. After sampling, seal the cassettes with plastic 
plugs until the filters are transferred to the vials containing 
deionized water. At some convenient time within ((ten)) 10 
hours of sampling, transfer the sample filters to vials. Seal the 
small vials lengthwise. Submit at least one blank filter with 
each sample set. Blanks should be handled in the same man- 
ner as samples, but no air is drawn through them. Record 
sample volumes (in L of air) for each sample, along with any 
potential interferences. 


Retention efficiency: 

A retention efficiency study was performed by drawing 100 
L of air (80% relative humidity) at ((+)) one L/min through 
sample filters that had been spiked with 0.814 micro-g MDA. 
Instead of using backup pads, blank acid-treated filters were 
used as backups in each cassette. Upon analysis, the top fil- 
ters were found to have an average of 91.8% of the spiked 
amount. There was no MDA found on the bottom filters, so 
the amount lost was probably due to the slight instability of 
the MDA salt. 
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Extraction efficiency: 

The average extraction efficiency for ((stx)) 6 filters spiked at 
the target concentration is 99.6%. The stability of extracted 
and derivatized samples was verified by reanalyzing the 
above ((s#)) 6 samples the next day using fresh standards. 
The average extraction efficiency for the reanalyzed samples 
is 98.7%. 

Recommended air volume and sampling rate. The recom- 
mended air volume is 100 L. The recommended sampling 
rate is ((4)) one L/min. 


Interferences (sampling): 

MDI appears to be a positive interference. It was found that 
when MDI was spiked onto an acid-treated filter, the MDI 
converted to MDA after air was drawn through it. Suspected 
interferences should be reported to the laboratory with sub- 
mitted samples. 


Safety precautions (sampling): 

Attach the sampling equipment to the employees so that it 
will not interfere with work performance or safety. Follow all 
safety procedures that apply to the work area being sampled. 


Analytical procedure: 


Apparatus: 

The following are required for analysis. A GC equipped with 
an electron capture detector. For this evaluation a Hewlett 
Packard 5880 Gas Chromatograph equipped with a Nickel 63 
High Temperature Electron Capture Detector and a Linear- 
izer was used. A GC column capable of separating the MDA 
derivative from the solvent and interferences. A 6 ft x 2 mm 
ID glass column packed with 3% OV-101 coated on 100/120 
Gas Chrom Q or a 25 meter DB-1 or DB-5 capillary column 
is recommended for this evaluation. An electronic integrator 
or some other suitable means of measuring peak areas or 
heights. Small resealable vials with Teflon-lined caps capa- 
ble of holding 4 mL. A dispenser or pipet for toluene capable 
of delivering 2.9 mL. Pipets (or repipets with plastic or Tef- 
lon tips) capable of delivering 1 mL for the sodium hydroxide 
and buffer solutions. A repipet capable of delivering 25 
micro-L HFAA. Syringes for preparation of standards and 
injection of standards and samples into a GC. Volumetric 
flasks and pipets to dilute the pure MDA in preparation of 
standards. Disposable pipets to transfer the toluene layers 
after the samples are extracted. 


Reagents: 

0.5 NaOH prepared from reagent grade NaOH. Toluene, pes- 
ticide grade. Burdick and Jackson distilled in glass toluene 
was used. Heptafluorobutyric acid anhydride (HFAA). 
HFAA from Pierce Chemical Company was used. pH 7.0 
phosphate buffer, prepared from 136 g potassium dihydrogen 
phosphate and 1 L deionized water. The pH is adjusted to 7.0 
with saturated sodium hydroxide solution. 4,4'-methylenedi- 
aniline (MDA), reagent grade. 


Standard preparation: 

Concentrated stock standards are prepared by diluting pure 
MDA with toluene. Analytical standards are prepared by 
injecting micro-L amounts of diluted stock standards into 
vials that contain 2.0 mL toluene. 25 micro-L HFAA are 
added to each vial and the vials are capped and shaken for 10 
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seconds. After 10 min, ((+)) one mL of buffer is added to each 
vial. The vials are recapped and shaken for ((te#)) 10 sec- 
onds. After allowing the layers to separate, aliquots of the tol- 
uene (upper) layers are removed with a syringe and analyzed 
by GC. Analytical standard concentrations should bracket 
sample concentrations. Thus, if samples fall out of the range 
of prepared standards, additional standards must be prepared 
to ascertain detector response. 


Sample preparation: 


The sample filters are received in vials containing deionized 
water. ((+)) One mL of 0.5N NaOH and 2.0 mL toluene are 
added to each vial. The vials are recapped and shaken for 10 
min. After allowing the layers to separate, approximately 
((4)) one mL aliquots of the toluene (upper) layers are trans- 
ferred to separate vials with clean disposable pipets. The tol- 
uene layers are treated and analyzed. 


Analysis: 
GC conditions. 


Zone temperatures: Column—220 degrees C. Injector—235 
degrees C. Detector—335 degrees C. Gas flows, Ny Column 


—30 mL/min He Purge—Column 0.9 mL/min. (capillary) 
with 30 mL/min. ArCHy (95/5) make up gas Injection vol- 
ume: 5.0 uL Column: 6 ft x 1/8 in ID glass, 3% OV-101 on 
100/120 Gas Chrom Q or 25 Retention time of MDA deriva- 
tive: 2.5 to 3.5, depending on column and flow. 


Chromatogram. Peak areas or heights are measured by an 
integrator or other suitable means. A calibration curve is con- 
structed by plotting response (peak areas or heights) of stan- 
dard injections versus micro-g of MDA per sample. Sample 
concentrations must be bracketed by standards. 


Interferences (analytical): 


Any compound that gives an electron capture detector 
response and has the same general retention time as the 
HFAA derivative of MDA is a potential interference. Sus- 
pected interferences reported to the laboratory with submitted 
samples by the industrial hygienist must be considered before 
samples are derivatized. GC parameters may be changed to 
possibly circumvent interferences. Retention time on a single 
column is not considered proof of chemical identity. Analyte 
identity should be confirmed by GC/MS if possible. 


Calculations: 


The analyte concentration for samples is obtained from the 
calibration curve in terms of micro-g MDA per sample. The 
extraction efficiency is 100%. If any MDA is found on the 
blank, that amount is subtracted from the sample amounts. 
The air concentrations are calculated using the following for- 
mulae. micro-ug/m? = (micro-ug MDA per sample) (1000)/ 
(L of air sampled) ppb = (micro-pg/m?) (24.46)/(198.3) 
= (micro-pg/m*)(0.1233) where 24.46 is the molar volume at 
25 degrees C. and 760 mm Hg. 


Safety precautions (analytical). Avoid skin contact and inha- 
lation of all chemicals. Restrict the use of all chemicals to a 
fume hood if possible. Wear safety glasses and a lab coat at 
all times while in the lab area. 
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AMENDATORY SECTION (Amending WSR 14-07-086, 
filed 3/18/14, effective 5/1/14) 


WAC 296-155-174 Cadmium. (1) Scope. This stan- 
dard applies to all occupational exposures to cadmium and 
cadmium compounds, in all forms, in all construction work 
where an employee may potentially be exposed to cadmium. 
Construction work is defined as work involving construction, 
alteration, and/or repair, including but not limited to the fol- 
lowing: 

(a) Wrecking, demolition, or salvage of structures where 
cadmium or materials containing cadmium are present; 

(b) Use of cadmium containing-paints and cutting, braz- 
ing, burning, grinding, or welding on surfaces that were 
painted with cadmium-containing paints; 

(c) Construction, alteration, repair, maintenance, or ren- 
ovation of structures, substrates, or portions thereof, that con- 
tain cadmium, or materials containing cadmium; 

(d) Cadmium welding; cutting and welding cadmium- 
plated steel; brazing or welding with cadmium alloys; 

(e) Installation of products containing cadmium; 

(f) Electrical grounding with cadmium-welding, or elec- 
trical work using cadmium-coated conduit; 

(g) Maintaining or retrofitting cadmium-coated equip- 
ment; 

(h) Cadmium contamination/emergency cleanup; and 

(1) Transportation, disposal, storage, or containment of 
cadmium or materials containing cadmium on the site or 
location at which construction activities are performed. 

(2) Definitions. 

((€a))) Action level (AL) ((is-defined-as)). An airborne 
concentration of cadmium of 2.5 micrograms per cubic meter 
of air (2.5 ug/m?), calculated as an 8-hour time-weighted 
average (TWA). 

((€6))) Authorized person ((means)). Any person autho- 
rized by the employer and required by work duties to be pres- 
ent in regulated areas or any person authorized by (AVFSHA)) 
DOSH or regulations issued under it to be in regulated areas. 

((€€))) Competent person((;in-accordance-with WAG 
296-155-0124), -means)). A person designated by the 
employer to act on the employer's behalf who is capable of 
identifying existing and potential cadmium hazards in the 
workplace and the proper methods to control them in order to 
protect workers, and has the authority necessary to take 
prompt corrective measures to eliminate or control such haz- 
ards. The duties of a competent person include at least the fol- 
lowing: Determining prior to the performance of work 
whether cadmium is present in the workplace; establishing, 
where necessary, regulated areas and assuring that access to 
and from those areas is limited to authorized employees; 
assuring the adequacy of any employee exposure monitoring 
required by this standard; assuring that all employees 
exposed to air cadmium levels above the PEL wear appropri- 
ate personal protective equipment and are trained in the use 
of appropriate methods of exposure control; assuring that 
proper hygiene facilities are provided and that workers are 
trained to use those facilities; and assuring that the engineer- 
ing controls required by this standard are implemented, main- 
tained in proper operating condition, and functioning prop- 
erly. 
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((()) Director ((means)). The director of the depart- 
ment of labor and industries or authorized representative. 

((€e))) Employee exposure and similar language refer- 
ring to the air cadmium level to which an employee is 
exposed ((means)). The exposure to airborne cadmium that 
would occur if the employee were not using respiratory pro- 
tective equipment. 

(()) Final medical determination ((is)). The written 
medical opinion of the employee's health status by the exam- 
ining physician under subsection (12)(c) through (1) of this 
section or, if multiple physician review under subsection 
(12)(m) of this section or the alternative physician determina- 
tion under subsection (12)(n) of this section is invoked, it is 
the final, written medical finding, recommendation or deter- 
mination that emerges from that process. 

(€) High-efficiency particulate air (HEPA) filter 
((means)). A filter capable of trapping and retaining at least 
99.97 percent of mono-dispersed particles of 0.3 micrometers 
in diameter. 

((G))) Regulated area ((means)). An area demarcated 
by the employer where an employee's exposure to airborne 
concentrations of cadmium exceeds, or can reasonably be 
expected to exceed the permissible exposure limit (PEL). 

(®©) This section ((means)). This cadmium standard. 

(3) Permissible exposure limit (PEL). ((Fhe-emploeyer 
shaH)) You must assure that no employee is exposed to an 
airborne concentration of cadmium in excess of ((ft¥e)) 5 
micrograms per cubic meter of air (5 g/m’), calculated as an 
8-hour time-weighted average exposure (TWA). 

(4) Exposure monitoring. 

(a) General. 

(1) Prior to the performance of any construction work 
where employees may be potentially exposed to cadmium, 
((the-empleyer-shaH)) you must establish the applicability of 
this standard by determining whether cadmium is present in 
the workplace and whether there is the possibility that 
employee exposures will be at or above the action level. 
((Fhe-employer-shal})) You must designate a competent per- 
son who ((shaH)) must make this determination. You must 
use investigation and material testing techniques ((shaH-be 
used)), as appropriate, in the determination. Investigation 
((shaH)) must include a review of relevant plans, past reports, 
safety data sheets, and other available records, and consulta- 
tions with the property owner and discussions with appropri- 
ate individuals and agencies. 

(11) Where cadmium has been determined to be present in 
the workplace, and it has been determined that there is a pos- 
sibility the employee's exposure will be at or above the action 
level, the competent person ((shaH)) must identify employees 
potentially exposed to cadmium at or above the action level. 

(iii) Determinations of employee exposure ((shaH)) must 
be made from breathing-zone air samples that reflect the 
monitored employee's regular, daily 8-hour TWA exposure 
to cadmium. 

(iv) ((Eight-heur)) You must determine 8-hour TWA 
exposures ((shalH-be-determined)) for each employee on the 
basis of one or more personal breathing-zone air samples 
reflecting full shift exposure on each shift, for each job clas- 
sification, in each work area. Where several employees per- 
form the same job tasks, in the same job classification, on the 
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same shift, in the same work area, and the length, duration, 
and level of cadmium exposures are similar, ((an-empleyer)) 
you may sample a representative fraction of the employees 
instead of all employees in order to meet this requirement. In 
representative sampling, ((the-empleyer-shal})) you must 
sample the employee(s) expected to have the highest cad- 
mium exposures. 

(b) Specific. 

(i) Initial monitoring. Except as provided for in (b)(iii) of 
this subsection, where a determination conducted under (a)(i) 
of this subsection shows the possibility of employee exposure 
to cadmium at or above the action level, ((the-empleyer 
shaH)) you must conduct exposure monitoring as soon as 
practicable that is representative of the exposure for each 
employee in the workplace who is or may be exposed to cad- 
mium at or above the action level. 

(ii) In addition, if the employee periodically performs 
tasks that may expose the employee to a higher concentration 
of airborne cadmium, you must monitor the employee ((shalt 
be-meonttored)) while performing those tasks. 

(iii) Where ((the-employerhas)) you have objective data, 
as defined in subsection (14)(b) of this section, demonstrating 
that employee exposure to cadmium will not exceed airborne 
concentrations at or above the action level under the expected 
conditions of processing, use, or handling, ((the-empleyer)) 
you may rely upon such data instead of implementing initial 
monitoring. 

(iv) Where a determination conducted under (a) or (b) of 
this subsection is made that a potentially exposed employee 
is not exposed to airborne concentrations of cadmium at or 
above the action level, ((the-empleyershal)) you must make 
a written record of such determination. The record ((skaH)) 
must include at least the monitoring data developed under 
(b)(i) through (111) of this subsection, where applicable, and 
((shaH)) must also include the date of determination, and the 
name and Social Security number of each employee. 

(c) Monitoring frequency (periodic monitoring). 

(i) If the initial monitoring or periodic monitoring 
reveals employee exposures to be at or above the action level, 
((the-emmployer-shal)) you must monitor at a frequency and 
pattern needed to assure that the monitoring results reflect 
with reasonable accuracy the employee's typical exposure 
levels, given the variability in the tasks performed, work 
practices, and environmental conditions on the job site, and 
to assure the adequacy of respiratory selection and the effec- 
tiveness of engineering and work practice controls. 

(ii) If the initial monitoring or the periodic monitoring 
indicates that employee exposures are below the action level 
and that result is confirmed by the results of another monitor- 
ing taken at least seven days later, ((the-empleyer)) you may 
discontinue the monitoring for those employees whose expo- 
sures are represented by such monitoring. 

(d) Additional monitoring. ((Fhe-empleyeralse-shal)) 
You must also institute the exposure monitoring required 
under (b)(i) and (c) of this subsection whenever there has 
been a change in the raw materials, equipment, personnel, 
work practices, or finished products that may result in addi- 
tional employees being exposed to cadmium at or above the 
action level or in employees already exposed to cadmium at 
or above the action level being exposed above the PEL, or 
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whenever the employer or competent person has any reason 
to suspect that any other change might result in such further 
exposure. 

(e) Employee notification of monitoring results. 

(i) No later than ((f#ve)) 5 working days after the receipt 
of the results of any monitoring performed under this section, 
((the-emptoeyershalH)) you must notify each affected 
employee individually in writing of the results. In addition, 
within the same time period, ((the-empleyer-shaH)) you must 
post the results of the exposure monitoring in an appropriate 
location that is accessible to all affected employees. 

(11) Wherever monitoring results indicate that employee 
exposure exceeds the PEL, ((the-empleyer-shal)) you must 
include in the written notice a statement that the PEL has 
been exceeded and a description of the corrective action 
being taken by the employer to reduce employee exposure to 
or below the PEL. 

(f) Accuracy of measurement. ((Fhe-empleyer-shal)) 
You must use a method of monitoring and analysis that has 
an accuracy of not less than plus or minus 25 ((pereent)) % (+ 
25%), with a confidence level of 95 ((pereent)) %, for air- 
borne concentrations of cadmium at or above the action level 
and the permissible exposure limit. 

(5) Regulated areas. 

(a) Establishment. ((Fhe-empleyer-shaH)) You must 
establish a regulated area wherever an employee's exposure 
to airborne concentrations of cadmium is, or can reasonably 
be expected to be in excess of the permissible exposure limit 
(PEL). 

(b) Demarcation. You must demarcate regulated areas 
((shaH-be-demareated)) from the rest of the workplace in any 
manner that adequately establishes and alerts employees of 
the boundaries of the regulated area, including employees 
who are or may be incidentally in the regulated areas, and that 
protects persons outside the area from exposure to airborne 
concentrations of cadmium in excess of the PEL. 

(c) Access. You must limit access to regulated areas 
((shaH-betmited)) to authorized persons. 

(d) Provision of respirators. You must supply each per- 
son entering a regulated area ((shal be-supphed)) with and 
required to use a respirator, selected in accordance with sub- 
section (7)(b) of this section. 

(e) Prohibited activities. ((Fhe-empleyershaH)) You 
must assure that employees do not eat, drink, smoke, chew 
tobacco or gum, or apply cosmetics in regulated areas, or 
carry the products associated with any of these activities into 
regulated areas or store such products in those areas. 

(6) Methods of compliance. 

(a) Compliance hierarchy. 

(1) Except as specified in (a)(ii) of this subsection, ((the 
empleyershal)) you must implement engineering and work 
practice controls to reduce and maintain employee exposure 
to cadmium at or below the PEL, except to the extent that the 
employer can demonstrate that such controls are not feasible. 

(11) The requirement to implement engineering controls 
to achieve the PEL does not apply where the employer 
demonstrates the following: 

(A) The employee is only intermittently exposed; and 
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(B) The employee is not exposed above the PEL on 
((thitty)) 30 or more days per year (((#vebve)) 12 consecutive 
months). 

(iii) Wherever engineering and work practice controls 
are not sufficient to reduce employee exposure to or below 
the PEL, the employer nonetheless ((shaH)) must implement 
such controls to reduce exposures to the lowest levels achiev- 
able. The employer ((sha)) must supplement such controls 
with respiratory protection that complies with the require- 
ments of subsection (7) of this section and the PEL. 

(iv) The employer ((shaH)) must not use employee rota- 
tion as a method of compliance. 

(b) Specific operations. 

(1) Abrasive blasting. Abrasive blasting on cadmium or 
cadmium-containing materials ((shall)) must be conducted in 
a manner that will provide adequate protection. 

(11) Heating cadmium and cadmium-containing mate- 
rials. Welding, cutting, and other forms of heating of cad- 
mium or cadmium-containing materials ((shaH)) must be 
conducted in accordance with the requirements of WAC 296- 
155-415 and 296-155-420, where applicable. 

(c) Prohibitions. 

(i) High speed abrasive disc saws and similar abrasive 
power equipment ((shal)) must not be used for work on cad- 
mium or cadmium-containing materials unless they are 
equipped with appropriate engineering controls to minimize 
emissions, if the exposure levels are above the PEL. 

(11) Materials containing cadmium ((skaH)) must not be 
applied by spray methods, if exposures are above the PEL, 
unless employees are protected with supplied-air respirators 
with full facepiece, hood, helmet, suit, operated in positive 
pressure mode and measures are instituted to limit overspray 
and prevent contamination of adjacent areas. 

(d) Mechanical ventilation. 

(i) When ventilation is used to control exposure, mea- 
surements that demonstrate the effectiveness of the system in 
controlling exposure, such as capture velocity, duct velocity, 
or static pressure ((shaH)) must be made as necessary to 
maintain its effectiveness. 

(11) Measurements of the system's effectiveness in con- 
trolling exposure ((shal)) must be made as necessary within 
((f#ve)) 5 working days of any change in production, process, 
or control that might result in a significant increase in 
employee exposure to cadmium. 

(iii) Recirculation of air. If air from exhaust ventilation is 
recirculated into the workplace, the system ((shalH)) must 
have a high efficiency filter and be monitored to assure effec- 
tiveness. 

(iv) Procedures ((shaH)) must be developed and imple- 
mented to minimize employee exposure to cadmium when 
maintenance of ventilation systems and changing of filters is 
being conducted. 

(e) Compliance program. 

(1) Where employee exposure to cadmium exceeds the 
PEL and the employer is required under (a) of this subsection 
to implement controls to comply with the PEL, prior to the 
commencement of the job ((the-empteyershaH)) you must 
establish and implement a written compliance program to 
reduce employee exposure to or below the PEL. To the extent 
that engineering and work practice controls cannot reduce 
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exposures to or below the PEL, ((the-empleyerskaH)) you 


must include in the written compliance program the use of 
appropriate respiratory protection to achieve compliance 
with the PEL. 

(ii) You must review and update written compliance pro- 
grams ((shall be reviewed and-updated)) as often and as 
promptly as necessary to reflect significant changes in the 
employer's compliance status or significant changes in the 
lowest air cadmium level that is technologically feasible. 

(iii) A competent person ((skaH)) must review the com- 
prehensive compliance program initially and after each 
change. 

(iv) You must provide written compliance programs 
((shallbe-previded)) upon request for examination and copy- 
ing to the director, or authorized representatives, affected 
employees, and designated employee representatives. 

(7) Respirator protection. 

(a) General. For employees who use respirators required 
by this section, the employer must provide each employee 
with an appropriate respirator that complies with the require- 
ments of this section. Respirators must be used during: 

(1) Periods necessary to install or implement feasible 
engineering and work-practice controls when employee 
exposures exceed the PEL. 

(11) Maintenance and repair activities, and brief or inter- 
mittent operations, for which employee exposures exceed the 
PEL and engineering and work-practice controls are not fea- 
sible or are not required. 

(iii) Work operations in regulated areas specified in sub- 
section (5) of this section. 

(iv) Work operations for which the employer has imple- 
mented all feasible engineering and work-practice controls, 
and such controls are not sufficient to reduce exposures to or 
below the PEL. 

(v) Emergencies. 

(vi) Work operations for which an employee, who is 
exposed to cadmium at or above the action level, requests a 
respirator. 

(vii) Work operations for which engineering controls are 
not required under (a)(ii) of this subsection to reduce 
employee exposures that exceed the PEL. 

(b) Respirator program. 

(i) (Fhe-emploeyer)) You must develop, implement, and 
maintain a respiratory protection program as required by 
chapter 296-842 WAC, except WAC 296-842-14005, which 
covers each employee required by this chapter to use a respi- 
rator. 

(ii) If an employee has breathing difficulty during fit 
testing or respirator use, the employer must provide the 
employee with a medical examination as required by subsec- 
tion (12)(f)(1i) of this section to determine if the employee 
can use a respirator while performing the required duties. 

(111) No employees must use a respirator when, based on 
their recent medical examination, the examining physician 
determines that the employee will be unable to continue to 
function normally while using a respirator. If the physician 
determines the employee must be limited in, or removed 
from, their current job because of the employee's inability to 
use a respirator, the job limitation or removal must be con- 
ducted as required by (k) and (1) of this subsection. 
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(c) Respirator selection. ((Fhe-empleyer)) You must: 

(1) Select and provide the appropriate respirator as spec- 
ified in this section and WAC 296-842-13005 in the respira- 
tor rule. 

e Provide employees with full facepiece respirators when 
they experience eye irritation. 

e Make sure high-efficiency particulate air (HEPA) fil- 
ters or N-, R-, or P-100 series filters are provided for powered 
air-purifying respirators (PAPRs) and negative-pressure air- 
purifying respirators. 

(ii) ((Fhe-empleyershall)) You must provide a powered, 
air-purifying respirator (PAPR) instead of a negative-pres- 
sure respirator when an employee entitled to a respirator 
chooses to use this type of respirator and such a respirator 
will provide adequate protection to the employee. 

(8) Emergency situations. ((Fhe-employer-shall)) You 
must develop and implement a written plan for dealing with 
emergency situations involving substantial releases of air- 
borne cadmium. The plan ((shaH)) must include provisions 
for the use of appropriate respirators and personal protective 
equipment. In addition, employees not essential to correcting 
the emergency situation ((skal)) must be restricted from the 
area and normal operations halted in that area until the emer- 
gency is abated. 

(9) Protective work clothing and equipment. 

(a) Provision and use. If an employee is exposed to air- 
borne cadmium above the PEL or where skin or eye irritation 
is associated with cadmium exposure at any level, ((the 
empleyershal)) you must provide at no cost to the employee, 
and assure that the employee uses, appropriate protective 
work clothing and equipment that prevents contamination of 
the employee and the employee's garments. Protective work 
clothing and equipment includes, but is not limited to: 

(1) Coveralls or similar full-body work clothing; 

(11) Gloves, head coverings, and boots or foot coverings; 
and 

(iii) Face shields, vented goggles, or other appropriate 
protective equipment that complies with WAC 296-155-215. 

(b) Removal and storage. 

(i) (Fhe-empleyershal)) You must assure that employ- 
ees remove all protective clothing and equipment contami- 
nated with cadmium at the completion of the work shift and 
do so only in change rooms provided in accordance with sub- 
section (10)(a) of this section. 

(ii) ((Fhe-empleyer—shal)) You must assure that no 
employee takes cadmium-contaminated protective clothing 
or equipment from the workplace, except for employees 
authorized to do so for purposes of laundering, cleaning, 
maintaining, or disposing of cadmium-contaminated protec- 
tive clothing and equipment at an appropriate location or 
facility away from the workplace. 

(iii) ((Fhe-empleyer-shaH)) You must assure that con- 
taminated protective clothing and equipment, when removed 
for laundering, cleaning, maintenance, or disposal, is placed 
and stored in sealed, impermeable bags or other closed, 
impermeable containers that are designed to prevent disper- 
sion of cadmium dust. 

(iv) ((Fheempleyershal)) You must assure that contain- 
ers of contaminated protective clothing and equipment that 
are to be taken out of the change rooms or the workplace for 
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laundering, cleaning, maintenance or disposal ((shaH)) must 
bear labels in accordance with subsection (13)(c)(ii) of this 
section. 

(c) Cleaning, replacement, and disposal. 

(i) ((Fhe-empleyer-shal)) You must provide the protec- 
tive clothing and equipment required by (a) of this subsection 
in a clean and dry condition as often as necessary to maintain 
its effectiveness, but in any event at least weekly. The 
employer is responsible for cleaning and laundering the pro- 
tective clothing and equipment required by this subsection to 
maintain its effectiveness and is also responsible for dispos- 
ing of such clothing and equipment. 

(ii) The employer also is responsible for repairing or 
replacing required protective clothing and equipment as 
needed to maintain its effectiveness. When rips or tears are 
detected while an employee is working they ((sha)) must be 
immediately mended, or the worksuit ((shaH)) must be imme- 
diately replaced. 

(iii) (Fhe—empleyer—shaH)) You must prohibit the 
removal of cadmium from protective clothing and equipment 
by blowing, shaking, or any other means that disperses cad- 
mium into the air. 

(iv) ((Fhe-empleyer-shal})) You must assure that any 
laundering of contaminated clothing or cleaning of contami- 
nated equipment in the workplace is done in a manner that 
prevents the release of airborne cadmium in excess of the per- 
missible exposure limit prescribed in subsection (3) of this 
section. 

(v) ((Fhe-empleyer-shal)) You must inform any person 
who launders or cleans protective clothing or equipment con- 
taminated with cadmium of the potentially harmful effects of 
exposure to cadmium, and that the clothing and equipment 
should be laundered or cleaned in a manner to effectively pre- 
vent the release of airborne cadmium in excess of the PEL. 

(10) Hygiene areas and practices. 

(a) General. For employees whose airborne exposure to 
cadmium is above the PEL, ((the-empleyershal)) you must 
provide clean change rooms, handwashing facilities, show- 
ers, and lunchroom facilities that comply with WAC 296- 
155-140. 

(b) Change rooms. ((Fhe-employer-shat-assure)) You 
must ensure that change rooms are equipped with separate 
storage facilities for street clothes and for protective clothing 
and equipment, which are designed to prevent dispersion of 
cadmium and contamination of the employee's street clothes. 

(c) Showers and handwashing facilities. 

(i) (Fhe-empleyer-shal-assure)) You must ensure that 
employees whose airborne exposure to cadmium is above the 
PEL shower during the end of the work shift. 

(ii) ((Fhe-empleyer-shat-assure)) You must ensure that 
employees who are exposed to cadmium above the PEL wash 
their hands and faces prior to eating, drinking, smoking, 
chewing tobacco or gum, or applying cosmetics. 

(d) Lunchroom facilities. 

(1) (Fhe-empleyer-shal-assure)) You must ensure that 
the lunchroom facilities are readily accessible to employees, 
that tables for eating are maintained free of cadmium, and 
that no employee in a lunchroom facility is exposed at any 
time to cadmium at or above a concentration of 2.5 g/m’. 
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(ii) ((Fhe-empleyer-shat-assure)) You must ensure that 


employees do not enter lunchroom facilities with protective 
work clothing or equipment unless surface cadmium has been 
removed from the clothing and equipment by HEPA vacuum- 
ing or some other method that removes cadmium dust with- 
out dispersing it. 

(11) Housekeeping. 

(a) You must maintain all surfaces ((shal—be—main- 
tained)) as free as practicable of accumulations of cadmium. 


(b) You must clean up all spills and sudden releases of 


material containing cadmium ((shaH-be-cleanedsip)) as soon 


as possible. 


(c) You must clean surfaces contaminated with cadmium 
((shaH)) must, wherever possible, ((be-eleaned)) by vacuum- 
ing or other methods that minimize the likelihood of cad- 
mium becoming airborne. 

(d) You must use HEPA-filtered vacuuming equipment 
or equally effective filtration methods ((shaH-be-ased)) for 
vacuuming. You must use the equipment ((shal be-ased-and 
emptied)) and empty it in a manner that minimizes the reentry 
of cadmium into the workplace. 

(e) Shoveling, dry or wet sweeping, and brushing may be 
used only where vacuuming or other methods that minimize 
the likelihood of cadmium becoming airborne have been tried 
and found not to be effective. 


(£) You must not use compressed air ((shal net beused)) 
to remove cadmium from any surface unless the compressed 
air is used in conjunction with a ventilation system designed 
to capture the dust cloud created by the compressed air. 


(g) You must collect and dispose of waste, scrap, debris, 
bags, containers, personal protective equipment, and clothing 
contaminated with cadmium and consigned for disposal 
((shal be-colHected-and dispesed-of)) in sealed impermeable 
bags or other closed, impermeable containers. These bags 
and containers ((shaH)) must be labeled in accordance with 
subsection (13)(c)(ii) of this section. 

(12) Medical surveillance. 

(a) General. 

(i) Scope. 

(A) Currently exposed((—Fhe-empleyer—shaH)) - You 
must institute a medical surveillance program for all employ- 
ees who are or may be exposed at or above the action level 
and all employees who perform the following tasks, opera- 
tions, or jobs: Electrical grounding with cadmium-welding; 
cutting, brazing, burning, grinding, or welding on surfaces 
that were painted with cadmium-containing paints; electrical 
work using cadmium-coated conduit; use of cadmium con- 
taining paints; cutting and welding cadmium-plated steel; 
brazing or welding with cadmium alloys; fusing of reinforced 
steel by cadmium welding; maintaining or retrofitting cad- 
mium-coated equipment; and, wrecking and demolition 
where cadmium is present. A medical surveillance program 
will not be required if the employer demonstrates that the 
employee: 

(D) Is not currently exposed by the employer to airborne 
concentrations of cadmium at or above the action level on 
((thirty)) 30 or more days per year (((twelve)) 12 consecutive 
months); and 
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(II) Is not currently exposed by the employer in those 
tasks on ((thitty)) 30 or more days per year (((#¥elve)) 12 
consecutive months). 

(B) Previously exposed((—Fhe-empleyer-shal)) - You 
must also institute a medical surveillance program for all 
employees who might previously have been exposed to cad- 
mium by the employer prior to the effective date of this sec- 
tion in tasks specified under (a)(i)(A) of this subsection, 
unless the employer demonstrates that the employee did not 
in the years prior to the effective date of this section work in 
those tasks for the employer with exposure to cadmium for an 
aggregated total of more than ((#velve)) 12 months. 

(11) To determine an employee's fitness for using a respi- 
rator, ((the-empleyer-shaH)) you must provide the limited 
medical examination specified in (f) of this subsection. 

(iii) ((Fhe-empleyer-shaltlLassure)) You must ensure that 
all medical examinations and procedures required by this sec- 
tion are performed by or under the supervision of a licensed 
physician, who has read and is familiar with the health effects 
WAC 296-62-07441, Appendix A, the regulatory text of this 
section, the protocol for sample handling and lab selection in 
WAC 296-62-07451, Appendix F, and the questionnaire of 
WAC 296-62-07447, Appendix D. 

(iv) ((Fhe-empleyer-shal)) You must provide the medi- 
cal surveillance required by this section, including multiple 
physician review under (m) of this subsection without cost to 
employees, and at a time and place that is reasonable and con- 
venient to employees. 

(v) (Fhe-empleyer-shal-assure)) You must ensure that 
the collecting and handling of biological samples of cadmium 
in urine (CdU), cadmium in blood (CdB), and beta-2 micro- 
globulin in urine (Bj-M) taken from employees under this 
section is done in a manner that assures their reliability and 
that analysis of biological samples of cadmium in urine 
(CdU), cadmium in blood (CdB), and beta-2 microglobulin in 
urine (By-M) taken from employees under this section is per- 
formed in laboratories with demonstrated proficiency to per- 
form the particular analysis. (See WAC 296-62-07451, 
Appendix F.) 

(b) Initial examination. 

(1) For employees covered by medical surveillance under 
(a)(i) of this subsection, ((the-empleyershal})) you must pro- 
vide an initial medical examination. The examination 
((shaH)) must be provided to those employees within 
((thiety)) 30 days after initial assignment to a job with expo- 
sure to cadmium or no later than ((nimety)) 90 days after the 
effective date of this section, whichever date is later. 

(ii) The initial medical examination ((shaH)) must 
include: 

(A) A detailed medical and work history, with emphasis 
on: Past, present, and anticipated future exposure to cad- 
mium; any history of renal, cardiovascular, respiratory, 
hematopoietic, reproductive, and/or musculo-skeletal system 
dysfunction; current usage of medication with potential neph- 
rotoxic side-effects; and smoking history and current status; 
and 

(B) Biological monitoring that includes the following 
tests: 

(1) Cadmium in urine (CdU), standardized to grams of 
creatinine (g/Cr); 
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(II) Beta-2 microglobulin in urine (B2-M), standardized 
to grams of creatinine (g/Cr), with pH specified, as described 
in WAC 296-62-07451, Appendix F; and 

(HI) Cadmium in blood (CdB), standardized to liters of 
whole blood (Iwb). 

(iii) Recent examination: An initial examination is not 
required to be provided if adequate records show that the 
employee has been examined in accordance with the require- 
ments of (b)(ii) of this subsection within the past ((&¥ebve)) 
12 months. In that case, you must maintain such records 
((shaH-be-mattained)) as part of the employee's medical 
record and the prior exam ((shaH)) must be treated as if it 
were an initial examination for the purposes of (c) and (d) of 
this subsection. 

(c) Actions triggered by initial biological monitoring. 

(1) If the results of the biological monitoring tests in the 
initial examination show the employee's CdU level to be at or 
below 3 ug/g Cr, B>-M level to be at or below 300 ug/g Cr 
and CdB level to be at or below 5 ug/lwb, then: 

(A) For employees who are subject to medical surveil- 
lance under (a)(i)(A) of this subsection because of current or 
anticipated exposure to cadmium, ((the-employer-shall})) you 
must provide the minimum level of periodic medical surveil- 
lance in accordance with the requirements in (d)(i) of this 
subsection; and 

(B) For employees who are subject to medical surveil- 
lance under (a)(i)(B) of this subsection because of prior but 
not current exposure, ((the-empleyershall})) you must provide 
biological monitoring for CdU, B»-M, and CdB one year 
after the initial biological monitoring and then ((the employer 
shall)) you must comply with the requirements of (d)(vi) of 
this subsection. 

(11) For all employees who are subject to medical surveil- 
lance under (a)(1) of this subsection, if the results of the initial 
biological monitoring tests show the level of CdU to exceed 
3 ug/g Cr, the level of B2-M to be in excess of 300 ug/g Cr, 
or the level of CdB to be in excess of 5 ug/lwb, ((the 
emptloyershall)) you must: 

(A) Within two weeks after receipt of biological moni- 
toring results, reassess the employee's occupational exposure 
to cadmium as follows: 

(I) Reassess the employee's work practices and personal 
hygiene; 

(II) Reevaluate the employee's respirator use, if any, and 
the respirator program; 

(III) Review the hygiene facilities; 

(IV) Reevaluate the maintenance and effectiveness of 
the relevant engineering controls; 

(V) Assess the employee's smoking history and status; 

(B) Within ((thity)) 30 days after the exposure reassess- 
ment, specified in (c)(ii)(A) of this subsection, take reason- 
able steps to correct any deficiencies found in the reassess- 
ment that may be responsible for the employee's excess expo- 
sure to cadmium; and 

(C) Within ((ainety)) 90 days after receipt of biological 
monitoring results, provide a full medical examination to the 
employee in accordance with the requirements of (d)(ii) of 
this subsection. After completing the medical examination, 
the examining physician ((sha)) must determine in a written 
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medical opinion whether to medically remove the employee. 
If the physician determines that medical removal is not nec- 
essary, then until the employee's CdU level falls to or below 
3 ug/g Cr, B>-M level falls to or below 300 ug/g Cr and CdB 


level falls to or below 5 ug/lwb, ((the-empleyer-shal)) you 
must: 

(I) Provide biological monitoring in accordance with 
(b)(i1)(B) of this subsection on a semiannual basis; and 

(II) Provide annual medical examinations in accordance 
with (d)(ii) of this subsection. 

(iii) For all employees who are subject to medical sur- 
veillance under (a)(i) of this subsection, if the results of the 
initial biological monitoring tests show the level of CdU to be 
in excess of 15 ug/g Cr, or the level of CdB to be in excess of 
15 ug/lwb, or the level of By-M to be in excess of 1,500 ug/g 
Cr, ((the-empleyershaH)) you must comply with the require- 
ments of (c)(1i)(A) and (B) of this subsection. Within 
((nimety)) 90 days after receipt of biological monitoring 
results, ((the-empleyer-shaH)) you must provide a full medi- 
cal examination to the employee in accordance with the 
requirements of (d)(ii) of this subsection. After completing 
the medical examination, the examining physician ((ska)) 
must determine in a written medical opinion whether to med- 
ically remove the employee. However, if the initial biological 
monitoring results and the biological monitoring results 
obtained during the medical examination both show that: 
CdU exceeds 15 ug/g Cr; or CdB exceeds 15 ug/lwb; or B>- 


M exceeds 1500 u/g Cr, and in addition CdU exceeds 3 ug/g 
Cr or CdB exceeds 5 g/liter of whole blood, then the physi- 
cian ((skeH)) must medically remove the employee from 
exposure to cadmium at or above the action level. If the sec- 
ond set of biological monitoring results obtained during the 
medical examination does not show that a mandatory 
removal trigger level has been exceeded, then the employee 
is not required to be removed by the mandatory provisions of 
this section. If the employee is not required to be removed by 
the mandatory provisions of this section or by the physician's 
determination, then until the employee's CdU level falls to or 
below 3 ug/g Cr, B>-M level falls to or below 300 ug/g Cr 
and CdB level falls to or below 5 ug/lwb, ((the-empleyer 
shalt)) you must: 

(A) Periodically reassess the employee's occupational 
exposure to cadmium; 

(B) Provide biological monitoring in accordance with 
(b)(i1)(B) of this subsection on a quarterly basis; and 

(C) Provide semiannual medical examinations in accor- 
dance with (d)(ii) of this subsection. 

(iv) For all employees to whom medical surveillance is 
provided, beginning on January 1, 1999, and in lieu of (c)(iii) 
of this subsection, whenever the results of initial biological 
monitoring tests show the employee's CdU level to be in 
excess of 7 ug/g Cr, or B>-M level to be in excess of 750 ug/g 


Cr, or CdB level to be in excess of 10 ug/lwb, ((the-empleyer 
shall)) you must comply with the requirements of (c)(1i)(A) 
and (B) of this subsection. Within ((aimety)) 90 days after 
receipt of biological monitoring results, ((the-empleyer 
shaH)) you must provide a full medical examination to the 
employee in accordance with the requirements of (d)(ii) of 
this subsection. After completing the medical examination, 
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the examining physician ((shaH)) must determine in a written 
medical opinion whether to medically remove the employee. 
However, if the initial biological monitoring results and the 
biological monitoring results obtained during the medical 
examination both show that: CdU exceeds 7 ug/g Cr; or CdB 
exceeds 10 ug/lwb; or B>-M exceeds 750 ug/g Cr, and in 
addition CdU exceeds 3 ug/g Cr or CdB exceeds 5 g/liter of 
whole blood, then the physician ((shalt)) must medically 
remove the employee from exposure to cadmium at or above 
the action level. If the second set of biological monitoring 
results obtained during the medical examination does not 
show that a mandatory removal trigger level has been 
exceeded, then the employee is not required to be removed by 
the mandatory provisions of this section. If the employee is 
not required to be removed by the mandatory provisions of 
this section or by the physician's determination, then until the 
employee's CdU level falls to or below 3 ug/g Cr, B>-M level 
falls to or below 300 ug/g Cr and CdB level falls to or below 
5 ug/lwb, ((the-employershall)) you must: 

(A) Periodically reassess the employee's occupational 
exposure to cadmium; 

(B) Provide biological monitoring in accordance with 
(b)(4i)(B) of this subsection on a quarterly basis; and 

(C) Provide semiannual medical examinations in accor- 
dance with (d)(ii) of this subsection. 

(d) Periodic medical surveillance. 

(i) For each employee who is covered by medical sur- 
veillance under (a)(i)(A) of this subsection because of current 
or anticipated exposure to cadmium, ((the-empleyershal)) 
you must provide at least the minimum level of periodic med- 
ical surveillance, which consists of periodic medical exam- 
inations and periodic biological monitoring. A periodic med- 
ical examination ((shaH)) must be provided within one year 
after the initial examination required by (b) of this subsection 
and thereafter at least biennially. You must provide biologi- 
cal sampling ((shall-be-previded)) at least annually either as 
part of a periodic medical examination or separately as peri- 
odic biological monitoring. 

(ii) The periodic medical examination ((shaH)) must 
include: 

(A) A detailed medical and work history, or update 
thereof, with emphasis on: Past, present, and anticipated 
future exposure to cadmium; smoking history and current sta- 
tus; reproductive history; current use of medications with 
potential nephrotoxic side-effects; any history of renal, car- 
diovascular, respiratory, hematopoietic, and/or musculo- 
skeletal system dysfunction; and as part of the medical and 
work history, for employees who wear respirators, questions 
3 through 11 and 25 through 32 in WAC 296-62-07447, 
Appendix D; 

(B) A complete physical examination with emphasis on: 
Blood pressure, the respiratory system, and the urinary sys- 
tem; 

(C) A 14 inch by 17 inch, or a reasonably standard sized 
posterior-anterior chest X ray (after the initial X ray, the fre- 
quency of chest X rays is to be determined by the examining 
physician); 

(D) Pulmonary function tests, including forced vital 
capacity (FVC) and forced expiratory volume at ((+)) one 
second (FEV1); 
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(E) Biological monitoring, as required in (b)(ii)(B) of 
this subsection; 

(F) Blood analysis, in addition to the analysis required 
under (b)(ii)(B) of this subsection, including blood urea nitro- 
gen, complete blood count, and serum creatinine; 

(G) Urinalysis, in addition to the analysis required under 
(b)(i1)(B) of this subsection, including the determination of 
albumin, glucose, and total and low molecular weight pro- 
teins; 

(H) For males over ((ferty)) 40 years old, prostate palpa- 
tion, or other at least as effective diagnostic test(s); and 

(I) Any additional tests or procedures deemed appropri- 
ate by the examining physician. 

(iii) Periodic biological monitoring ((skaH)) must be pro- 
vided in accordance with (b)(ii)(B) of this subsection. 

(iv) If the results of periodic biological monitoring or the 
results of biological monitoring performed as part of the peri- 
odic medical examination show the level of the employee's 
CdU, B>-M, or CdB to be in excess of the levels specified in 
(c)(ii) and (iii) of this subsection; or, beginning on January 1, 
1999, in excess of the levels specified in (c)(ii) or (iv) of this 
subsection, ((the empleyershal)) you must take the appropri- 
ate actions specified in (c)(ii) through (iv) of this subsection, 
respectively. 

(v) For previously exposed employees under (a)(i)(B) of 
this subsection: 

(A) If the employee's levels of CdU did not exceed 3 
ug/g Cr, CdB did not exceed 5 ug/lwb, and B>-M did not 


exceed 300 ug/g Cr in the initial biological monitoring tests, 
and if the results of the follow-up biological monitoring 
required by (c)(i)(B) of this subsection one year after the ini- 
tial examination confirm the previous results, the employer 
may discontinue all periodic medical surveillance for that 
employee. 

(B) If the initial biological monitoring results for CdU, 
CdB, or B>-M were in excess of the levels specified in (c)(i) 
of this subsection, but subsequent biological monitoring 
results required by (c)(ii) through (iv) of this subsection show 
that the employee's CdU levels no longer exceed 3 ug/g Cr, 
CdB levels no longer exceed 5 ug/lwb, and B>-M levels no 
longer exceed 300 ug/g Cr, ((the-empleyer-shal)) you must 
provide biological monitoring for CdU, CdB, and B>-M one 
year after these most recent biological monitoring results. If 
the results of the follow-up biological monitoring specified in 
this section, confirm the previous results, the employer may 
discontinue all periodic medical surveillance for that 
employee. 

(C) However, if the results of the follow-up tests speci- 
fied in (d)(v)(A) or (B) of this subsection indicate that the 
level of the employee's CdU, B>-M, or CdB exceeds these 
same levels, the employer is required to provide annual med- 
ical examinations in accordance with the provisions of (d)(11) 
of this subsection until the results of biological monitoring 
are consistently below these levels or the examining physi- 
cian determines in a written medical opinion that further 
medical surveillance is not required to protect the employee's 
health. 

(vi) A routine, biennial medical examination is not 
required to be provided in accordance with (c)(i) and (d) of 
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this subsection if adequate medical records show that the 
employee has been examined in accordance with the require- 
ments of (d)(ii) of this subsection within the past ((#¥elve)) 
12 months. In that case, you must maintain such records 
((shaH _be-maittained by the-empleyer)) as part of the 
employee's medical record, and the next routine, periodic 
medical examination ((shaH)) must be made available to the 
employee within two years of the previous examination. 

(e) Actions triggered by medical examinations. If the 
results of a medical examination carried out in accordance 
with this section indicate any laboratory or clinical finding 
consistent with cadmium toxicity that does not require 
employer action under (b), (c), or (d) of this subsection, ((the 

)) you must take the following steps and con- 
tinue to take them until the physician determines that they are 
no longer necessary. 

(1) Periodically reassess: The employee's work practices 
and personal hygiene; the employee's respirator use, if any; 
the employee's smoking history and status; the respiratory 
protection program; the hygiene facilities; the maintenance 
and effectiveness of the relevant engineering controls; and 
take all reasonable steps to correct the deficiencies found in 
the reassessment that may be responsible for the employee's 
excess exposure to cadmium. 

(11) Provide semiannual medical reexaminations to eval- 
uate the abnormal clinical sign(s) of cadmium toxicity until 
the results are normal or the employee is medically removed; 
and 

(iii) Where the results of tests for total proteins in urine 
are abnormal, provide a more detailed medical evaluation of 
the toxic effects of cadmium on the employee's renal system. 

(f) Examination for respirator use. 

(1) To determine an employee's fitness for respirator use, 
((the-empleyer-shaH)) you must provide a medical examina- 
tion that includes the elements specified in (f)(1)(A) through 
(D) of this subsection. This examination ((shaH})) must be 
provided prior to the employee's being assigned to a job that 
requires the use of a respirator or no later than ((nimety)) 90 
days after this section goes into effect, whichever date is 
later, to any employee without a medical examination within 
the preceding ((twełye)) 12 months that satisfies the require- 
ments of this section. 

(A) A detailed medical and work history, or update 
thereof, with emphasis on: Past exposure to cadmium; smok- 
ing history and current status; any history of renal, cardiovas- 
cular, respiratory, hematopoietic, and/or musculo-skeletal 
system dysfunction; a description of the job for which the res- 
pirator is required; and questions 3 through 11 and 25 through 
32 in WAC 296-62-07447, Appendix D; 

(B) A blood pressure test; 

(C) Biological monitoring of the employee's levels of 
CdU, CdB and B,-M in accordance with the requirements of 
(b)(4i)(B) of this subsection, unless such results already have 
been obtained within the ((@velve)) 12 months; and 

(D) Any other test or procedure that the examining phy- 
sician deems appropriate. 

(11) After reviewing all the information obtained from the 
medical examination required in (f)(1) of this subsection, the 
physician ((skaH)) must determine whether the employee is 
fit to wear a respirator. 
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(iii) Whenever an employee has exhibited difficulty in 
breathing during a respirator fit test or during use of a respi- 
rator, ((the empleyer)) you must, as soon as possible, ((shaH)) 
provide the employee with a periodic medical examination in 
accordance with (d)(i1) of this subsection to determine the 
employee's fitness to wear a respirator. 

(iv) Where the results of the examination required under 
(Ð), (di), or (iii) of this subsection are abnormal, you must 
consider medical limitation or prohibition of respirator use 
((shal-be-considered)). If the employee is allowed to wear a 
respirator, the employee's ability to continue to do so ((shaH)) 
must be periodically evaluated by a physician. 

(g) Emergency examinations. 

(i) In addition to the medical surveillance required in (b) 
through (f) of this subsection, ((the empleyershal)) you must 
provide a medical examination as soon as possible to any 
employee who may have been acutely exposed to cadmium 
because of an emergency. 

(ii) The examination ((shaH)) must include the require- 
ments of (d)(ii), of this subsection, with emphasis on the 
respiratory system, other organ systems considered appropri- 
ate by the examining physician, and symptoms of acute over- 
exposure, as identified in Appendix A, WAC 296-62-07441 
(2)(b)(i) and (ii) and (4). 

(h) Termination of employment examination. 

(i) At termination of employment, ((the-empleyershal)) 
you must provide a medical examination in accordance with 
(d)(ii) of this subsection, including a chest X ray where nec- 
essary, to any employee to whom at any prior time the 
employer was required to provide medical surveillance under 
(a)(i) or (g) of this subsection. However, if the last examina- 
tion satisfied the requirements of (d)(1i) of this subsection and 
was less than six months prior to the date of termination, no 
further examination is required unless otherwise specified in 
(c) or (e) of this subsection; 

(11) In addition, if the employer has discontinued all peri- 
odic medical surveillance under (d)(v) of this subsection, no 
termination of employment medical examination is required. 

(i) Information provided to the physician. ((Fhe 
empleyershaH)) You must provide the following information 
to the examining physician: 

(1) A copy of this standard and appendices; 

(11) A description of the affected employee's former, cur- 
rent, and anticipated duties as they relate to the employee's 
occupational exposure to cadmium; 

(iii) The employee's former, current, and anticipated 
future levels of occupational exposure to cadmium; 

(iv) A description of any personal protective equipment, 
including respirators, used or to be used by the employee, 
including when and for how long the employee has used that 
equipment; and 

(v) Relevant results of previous biological monitoring 
and medical examinations. 

(j) Physician's written medical opinion. 

(i) ((Fhe-empleyer-shal)) You must promptly obtain a 
written, signed, medical opinion from the examining physi- 
cian for each medical examination performed on each 
employee. This written opinion ((shaH)) must contain: 

(A) The physician's diagnosis for the employee; 
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(B) The physician's opinion as to whether the employee 
has any detected medical condition(s) that would place the 
employee at increased risk of material impairment to health 
from further exposure to cadmium, including any indications 
of potential cadmium toxicity; 

(C) The results of any biological or other testing or 
related evaluations that directly assess the employee's 
absorption of cadmium; 

(D) Any recommended removal from, or limitation on 
the activities or duties of the employee or on the employee's 
use of personal protective equipment, such as respirators; 

(E) A statement that the physician has clearly and care- 
fully explained to the employee the results of the medical 
examination, including all biological monitoring results and 
any medical conditions related to cadmium exposure that 
require further evaluation or treatment, and any limitation on 
the employee's diet or use of medications. 

(ii) ((Fhe-empleyer-shal)) You must promptly obtain a 
copy of the results of any biological monitoring provided by 
an employer to an employee independently of a medical 
examination under (b) and (d) of this subsection, and, in lieu 
of a written medical opinion, an explanation sheet explaining 
those results. 

(iii) ((Fhe-empleyer-shal)) You must instruct the physi- 
cian not to reveal orally or in the written medical opinion 
given to the employer specific findings or diagnoses unre- 
lated to occupational exposure to cadmium. 

(k) Medical removal protection (MRP). 

(1) General. 

(A) ((Fhe—employer—shaH)) You must temporarily 
remove an employee from work where there is excess expo- 
sure to cadmium on each occasion that medical removal is 
required under (c), (d), or (f) of this subsection and on each 
occasion that a physician determines in a written medical 
opinion that the employee should be removed from such 
exposure. The physician's determination may be based on 
biological monitoring results, inability to wear a respirator, 
evidence of illness, other signs or symptoms of cadmium- 
related dysfunction or disease, or any other reason deemed 
medically sufficient by the physician. 

(B) ((Fhe-empleyershal)) You must medically remove 
an employee in accordance with (k) of this subsection regard- 
less of whether at the time of removal a job is available into 
which the removed employee may be transferred. 

(C) Whenever an employee is medically removed under 
(k) of this subsection, ((the-empleyershal)) you must trans- 
fer the removed employee to a job where the exposure to cad- 
mium is within the permissible levels specified in subsection 
(12) of this section as soon as one becomes available. 

(D) For any employee who is medically removed under 
the provisions of (k)(i) of this subsection, ((#he-empteyer 
shaH)) you must provide follow-up medical examinations 
semiannually until, in a written medical opinion, the examin- 
ing physician determines that either the employee may be 
returned to his/her former job status or the employee must be 
permanently removed from excess cadmium exposure. 

(E) ((Fhe-emptoyer)) You may not return an employee 
who has been medically removed for any reason to ((his/her)) 
their former job status until a physician determines in a writ- 
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ten medical opinion that continued medical removal is no 
longer necessary to protect the employee's health. 

(ii) Where an employee is found unfit to wear a respira- 
tor under (f)(ii) of this subsection, ((the-employershall)) you 
must remove the employee from work where exposure to 
cadmium is above the PEL. 

(iii) Where removal is based upon any reason other than 
the employee's inability to wear a respirator, ((the-empleyer 
shaH)) you must remove the employee from work where 
exposure to cadmium is at or above the action level. 

(iv) Except as specified in (k)(v) of this subsection, no 
employee who was removed because ((his/het)) their level of 
CdU, CdB and/or B>-M exceeded the trigger levels in (c) or 


(d) of this subsection may be returned to work with exposure 
to cadmium at or above the action level until the employee's 
levels of CdU fall to or below 3 ug/g Cr, CdB fall to or below 
5 ug/lwb, and B»-M fall to or below 300 ug/g Cr. 

(v) However, when in the examining physician's opinion 
continued exposure to cadmium will not pose an increased 
risk to the employee's health and there are special circum- 
stances that make continued medical removal an inappropri- 
ate remedy, the physician ((skaH})) must fully discuss these 
matters with the employee, and then in a written determina- 
tion may return a worker to ((his/Rer)) their former job status 
despite what would otherwise be unacceptably high biologi- 
cal monitoring results. Thereafter and until such time as the 
employee's biological monitoring results have decreased to 
levels where ((he/she)) they could have been returned to 
((his/her)) their former job status, the returned employee 
((shal)) must continue medical surveillance as if ((he/ske)) 
they were still on medical removal. Until such time, the 
employee is no longer subject to mandatory medical removal. 
Subsequent questions regarding the employee's medical 
removal ((shaHt)) must be decided solely by a final medical 
determination. 

(vi) Where an employer, although not required by this 
section to do so, removes an employee from exposure to cad- 
mium or otherwise places limitations on an employee due to 
the effects of cadmium exposure on the employee's medical 
condition, ((the-empleyer-shal)) you must provide the same 
medical removal protection benefits to that employee under 
(1) of this subsection as would have been provided had the 
removal been required under (k) of this subsection. 

(1) Medical removal protection benefits. 

(i) ((Fhe-empleyer—shal)) You must provide medical 
removal protection benefits to an employee for up to a maxi- 
mum of ((eighteen)) 18 months each time, and while the 
employee is temporarily medically removed under (k) of this 
subsection. 

(11) For purposes of this section, the requirement that the 
employer provide medical removal protection benefits means 
that ((the empleyershall)) you must maintain the total normal 
earnings, seniority, and all other employee rights and benefits 
of the removed employee, including the employee's right to 
((his/her)) their former job status, as if the employee had not 
been removed from the employee's job or otherwise medi- 
cally limited. 

(iii) Where, after ((eighteen)) 18 months on medical 
removal because of elevated biological monitoring results, 
the employee's monitoring results have not declined to a low 
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enough level to permit the employee to be returned to 
((his/her)) their former job status: 

(A) (Fhe employershall)) You must make available to 
the employee a medical examination pursuant to this section 
in order to obtain a final medical determination as to whether 
the employee may be returned to ((his/Her)) their former job 
status or must be permanently removed from excess cad- 
mium exposure; and 

(B) ((Fhe-employershal)) You must assure that the final 
medical determination indicates whether the employee may 
be returned to ((his/her)) their former job status and what 
steps, if any, should be taken to protect the employee's health. 

(iv) ((Fhe-empleyer)) You may condition the provision 
of medical removal protection benefits upon the employee's 
participation in medical surveillance provided in accordance 
with this section. 

(m) Multiple physician review. 

(1) If the employer selects the initial physician to conduct 
any medical examination or consultation provided to an 
employee under this section, the employee may designate a 
second physician to: 

(A) Review any findings, determinations, or recommen- 
dations of the initial physician; and 

(B) Conduct such examinations, consultations, and labo- 
ratory tests as the second physician deems necessary to facil- 
itate this review. 

(ii) (Fhe-empleyer-shal)) You must promptly notify an 
employee of the right to seek a second medical opinion after 
each occasion that an initial physician provided by the 
employer conducts a medical examination or consultation 
pursuant to this section. The employer may condition its par- 
ticipation in, and payment for, multiple physician review 
upon the employee doing the following within ((ffteen)) 15 
days after receipt of this notice, or receipt of the initial physi- 
cian's written opinion, whichever is later: 

(A) Informing the employer that ((he-or-she)) they 
intend((s)) to seek a medical opinion; and 

(B) Initiating steps to make an appointment with a sec- 
ond physician. 

(iii) If the findings, determinations, or recommendations 
of the second physician differ from those of the initial physi- 
cian, then the employer and the employee ((skaH)) must 
assure that efforts are made for the two physicians to resolve 
any disagreement. 

(iv) If the two physicians have been unable to quickly 
resolve their disagreement, then the employer and the 
employee, through their respective physicians, ((shaH)) must 
designate a third physician to: 

(A) Review any findings, determinations, or recommen- 
dations of the other two physicians; and 

(B) Conduct such examinations, consultations, labora- 
tory tests, and discussions with the other two physicians as 
the third physician deems necessary to resolve the disagree- 
ment among them. 

(v) ((Fhe-empleyer-shaH)) You must act consistently 
with the findings, determinations, and recommendations of 
the third physician, unless the employer and the employee 
reach an agreement that is consistent with the recommenda- 
tions of at least one of the other two physicians. 
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(n) Alternate physician determination. The employer 
and an employee or designated employee representative may 
agree upon the use of any alternate form of physician deter- 
mination in lieu of the multiple physician review provided by 
(m) of this subsection, so long as the alternative is expedi- 
tious and at least as protective of the employee. 

(o) Information the employer must provide the 
employee. 

(i) ((Fhe-empleyer-shal)) You must provide a copy of 
the physician's written medical opinion to the examined 
employee within ((five)) 5 working days after receipt thereof. 

(ii) ((Fhe—empleyer—shall)) You must provide the 
employee with a copy of the employee's biological monitor- 
ing results and an explanation sheet explaining the results 
within ((f#ve)) 5 working days after receipt thereof. 

(iii) Within ((thitty)) 30 days after a request by an 
employee, ((the-employer-shal)) you must provide the 
employee with the information the employer is required to 
provide the examining physician under (1) of this subsection. 

(p) Reporting. In addition to other medical events that 
are required to be reported on the OSHA Form No. ((200;the 
empteyer-shall)) 300, you must report any abnormal condi- 
tion or disorder caused by occupational exposure to cadmium 
associated with employment as specified in Chapter (V)(E) 
of the Bureau of Labor Statistics Recordkeeping Guidelines 
for Occupational Injuries and Illnesses. 

(13) Communication of cadmium hazards to employ- 
ees. 

(a) Hazard communication. (( 

You must include cadmium in the program established to 
comply with the requirements of (WESHA's)) DOSH's Haz- 
ard Communication Standard (HCS), WAC 296-901-140. 
((Fhe-empleyer-shal)) You must ensure that each employee 
has access to labels on containers of cadmium safety data 
sheets (SDSs), and is trained in accordance with the provi- 
sions of HCS and (d) of this subsection. ((Fhe-empleyer 
shall)) You must provide information on at least the follow- 
ing hazards: Cancer; lung effects; kidney effects; and acute 
toxicity effects. 

(b) Warning signs. 

(i) You must provide and display warning signs ((skhalt 
be-provided_and displayed)) in regulated areas. In addition, 


you must post warning signs ((shal-be-pested)) at all 
approaches to regulated areas so that an employee may read 


the signs and take necessary protective steps before entering 
the area. 

(ii) Warning signs required by (b)(i) of this subsection 
((shaH)) must bear the following legend: 


DANGER 
CADMIUM 
MAY CAUSE CANCER 
CAUSES DAMAGE TO LUNGS AND KIDNEYS 
WEAR RESPIRATORY PROTECTION IN THIS AREA 
AUTHORIZED PERSONNEL ONLY 


(iii) ((Fhe-empleyer-shal)) You must ensure that signs 


required by this section are illuminated, cleaned, and main- 
tained as necessary so that the legend is readily visible. 

(iv) Prior to June 1, 2016, employers may use the follow- 
ing legend in lieu of that specified in (b)(i) of this subsection: 
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DANGER 
CADMIUM 
CANCER HAZARD 
CAN CAUSE LUNG AND KIDNEY DISEASE 
AUTHORIZED PERSONNEL ONLY 
RESPIRATORS REQUIRED IN THIS AREA 


(c) Warning labels. 

(1) Shipping and storage containers containing cadmium 
or cadmium compounds ((skhal)) must bear appropriate warn- 
ing labels, as specified in (a) of this subsection. 

(11) The warning labels for containers of cadmium-con- 
taminated protective clothing, equipment, waste, scrap, or 
debris ((shal})) must include at least the following informa- 
tion: 


DANGER 
CONTAINS CADMIUM 
MAY CAUSE CANCER 
CAUSES DAMAGE TO LUNGS AND KIDNEYS 
AVOID CREATING DUST 


(iii) Where feasible, installed cadmium products ((sha})) 
must have a visible label or other indication that cadmium is 
present. 

(iv) Prior to June 1, 2015, employers may include the 
following information on shipping and storage containers 
containing cadmium, cadmium compounds, or cadmium- 
contaminated clothing, equipment, waste, scrap, or debris in 
lieu of the labeling requirements specified in (c)(i) and (ii) of 
this subsection: 


DANGER 
CONTAINS CADMIUM 
CANCER HAZARD 
AVOID CREATING DUST 
CAN CAUSE LUNG AND KIDNEY DISEASE 


(d) Employee information and training. 

(i) ((Fhe-empleyer-shal)) You must institute a training 
program for all employees who are potentially exposed to 
cadmium, assure employee participation in the program, and 
maintain a record of the contents of such program. 

(ii) You must provide training ((shal-be-previded)) prior 
to or at the time of initial assignment to a job involving poten- 
tial exposure to cadmium and at least annually thereafter. 

(iii) ((Fhe-empleyershall)) You must make the training 
program understandable to the employee and ((shat-assure)) 
you must ensure that each employee is informed of the fol- 
lowing: 

(A) The health hazards associated with cadmium expo- 
sure, with special attention to the information incorporated in 
WAC 296-62-07441, Appendix A; 

(B) The quantity, location, manner of use, release, and 
storage of cadmium in the workplace and the specific nature 
of operations that could result in exposure to cadmium, espe- 
cially exposures above the PEL; 

(C) The engineering controls and work practices associ- 
ated with the employee's job assignment; 

(D) The measures employees can take to protect them- 
selves from exposure to cadmium, including modification of 
such habits as smoking and personal hygiene, and specific 
procedures the employer has implemented to protect employ- 
ees from exposure to cadmium such as appropriate work 
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practices, emergency procedures, and the provision of per- 
sonal protective equipment; 

(E) The purpose, proper selection, fitting, proper use, 
and limitations of respirators and protective clothing; 

(F) The purpose and a description of the medical surveil- 
lance program required by subsection (12) of this section; 

(G) The contents of this section and its appendices; and 

(H) The employee's rights of access to records under 
chapter 296-62 WAC, Part B. 

(iv) Additional access to information and training pro- 
gram and materials. 

(A) (Fhe empleyershal)) You must make a copy of this 
section and its appendices readily available to all affected 
employees and ((shalt)) you must provide a copy without cost 
if requested. 

(B) Upon request, ((the-empleyer-shal})) you must pro- 
vide to the director or authorized representative, all materials 
relating to the employee information and the training pro- 
gram. 

(e) Multiemployer workplace. In a multiemployer work- 
place, an employer who produces, uses, or stores cadmium in 
a manner that may expose employees of other employers to 
cadmium ((sha}})) must notify those employers of the poten- 
tial hazard in accordance with WAC 296-901-140 of the haz- 
ard communication standard. 

(14) Recordkeeping. 

(a) Exposure monitoring. 

(1) ((Fhe-employer-shall)) You must establish and keep 
an accurate record of all air monitoring for cadmium in the 
workplace. 

(ii) This record ((sha)) must include at least the follow- 
ing information: 

(A) The monitoring date, shift, duration, air volume, and 
results in terms of an ((et¢ht-heur)) 8-hour TWA of each 
sample taken, and if cadmium is not detected, the detection 
level; 

(B) The name, Social Security number, and job classifi- 
cation of all employees monitored and of all other employees 
whose exposures the monitoring result is intended to repre- 
sent, including, where applicable, a description of how it was 
determined that the employee's monitoring result could be 
taken to represent other employee's exposures; 

(C) A description of the sampling and analytical methods 
used and evidence of their accuracy; 

(D) The type of respiratory protective device, if any, 
worn by the monitored employee and by any other employee 
whose exposure the monitoring result is intended to repre- 
sent; 

(E) A notation of any other conditions that might have 
affected the monitoring results; 

(F) Any exposure monitoring or objective data that were 
used and the levels. 

(iii) (¢ )) You must maintain this 
record for at least ((thitty)) 30 years, in accordance with 
chapter 296-802 WAC. 

(iv) (Fhe empleyershal)) You must also provide a copy 
of the results of an employee's air monitoring prescribed in 
subsection (4) of this section to an industry trade association 
and to the employee's union, if any, or, if either of such asso- 
ciations or unions do not exist, to another comparable organi- 
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zation that is competent to maintain such records and is rea- 
sonably accessible to employers and employees in the indus- 
try. 

(b) Objective data for exemption from requirement 
for initial monitoring. 

(1) For purposes of this section, objective data are infor- 
mation demonstrating that a particular product or material 
containing cadmium or a specific process, operation, or activ- 
ity involving cadmium cannot release dust or fumes in con- 
centrations at or above the action level even under the worst- 
case release conditions. Objective data can be obtained from 
an industry-wide study or from laboratory product test results 
from manufacturers of cadmium-containing products or 
materials. The data the employer uses from an industry-wide 
survey must be obtained under workplace conditions closely 
resembling the processes, types of material, control methods, 
work practices, and environmental conditions in the 
employer's current operations. 

(ii) The employer ((skaH)) must maintain the record for 
at least 30 years of the objective data relied upon. 

(c) Medical surveillance. 

(i) (Fhe-employer-shal)) You must establish and main- 
tain an accurate record for each employee covered by medical 
surveillance under (a)(i) of this subsection. 

(ii) The record ((shall)) must include at least the follow- 
ing information about the employee: 

(A) Name, Social Security number, and description of 
duties; 

(B) A copy of the physician's written opinions and of the 
explanation sheets for biological monitoring results; 

(C) A copy of the medical history, and the results of any 
physical examination and all test results that are required to 
be provided by this section, including biological tests, X rays, 
pulmonary function tests, etc., or that have been obtained to 
further evaluate any condition that might be related to cad- 
mium exposure; 

(D) The employee's medical symptoms that might be 
related to exposure to cadmium; and 

(E) A copy of the information provided to the physician 
as required by subsection (12)(i) of this section. 

(iii) ((Fhe-employer-shallassure)) You must ensure that 
this record is maintained for the duration of employment plus 
((thizty)) 30 years, in accordance with chapter 296-802 
WAC. 


(iv) At the employee's request, ((the-empleyer—shal)) 
you must promptly provide a copy of the employee's medical 
record, or update as appropriate, to a medical doctor or a 
union specified by the employee. 

(d) Training. ((Fhe-empleyer-shal)) You must certify 
that employees have been trained by preparing a certification 
record which includes the identity of the person trained, the 
signature of the employer or the person who conducted the 
training, and the date the training was completed. The certifi- 
cation records ((shaH)) must be prepared at the completion of 
training and ((shaH)) must be maintained on file for one year 
beyond the date of training of that employee. 

(e) Availability. 

(i) Except as otherwise provided for in this section, 
access to all records required to be maintained by (a) through 
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(d) of this subsection ((shaH)) must be in accordance with the 
provisions of chapter 296-802 WAC. 

(ii) Within ((ffteen)) 15 days after a request, ((the 
empleyershaH)) you must make an employee's medical 
records required to be kept by (c) of this subsection available 
for examination and copying to the subject employee, to des- 
ignated representatives, to anyone having the specific written 
consent of the subject employee, and after the employee's 
death or incapacitation, to the employee's family members. 


(f) Transfer of records. Whenever an employer ceases 
to do business and there is no successor employer or desig- 
nated organization to receive and retain records for the pre- 
scribed period, ((the-empleyer-shal)) you must comply with 
the requirements concerning transfer of records set forth in 
chapter 296-802 WAC. 


(15) Observation of monitoring. 


(a) Employee observation. ((Fhe-empleyer-shal)) You 


must provide affected employees or their designated repre- 
sentatives an opportunity to observe any monitoring of 
employee exposure to cadmium. 


(b) Observation procedures. When observation of 
monitoring requires entry into an area where the use of pro- 
tective clothing or equipment is required, ((the-employer 
shalt)) you must provide the observer with that clothing and 
equipment and ((shaH-assure)) you must ensure that the 
observer uses such clothing and equipment and complies 
with all other applicable safety and health procedures. 


(16) Appendices. 


(a) Compliance with the fit testing requirements in WAC 
296-842-15005 are mandatory. 


(b) Except where portions of WAC 296-62-07441, 296- 
62-07443, 296-62-07447, 296-62-07449, and 296-62-07451, 
Appendices A, B, D, E, and F, respectively, to this section are 
expressly incorporated in requirements of this section, these 
appendices are purely informational and are not intended to 
create any additional obligations not otherwise imposed or to 
detract from any existing obligations. 


AMENDATORY SECTION (Amending WSR 93-22-054, 
filed 10/29/93, effective 12/10/93) 


WAC 296-155-17605 Definitions. ((G))) Action level 
((means)). Employee exposure, without regard to the use of 
respirators, to an airborne concentration of lead of 30 micro- 
grams per cubic meter of air (30 g/m’) calculated as an 8- 
hour time-weighted average (TWA). 

((@))) Competent person ((means)). One who is capa- 
ble of identifying existing and predictable lead hazards in the 
surroundings or working conditions and who has authoriza- 
tion to take prompt corrective measures to eliminate them. 

((@))) Director ((means)). The director of labor and 
industries, or ((his/her)) designated representative. 


(((4))) Lead ((means)). Metallic lead, all inorganic lead 
compounds, and organic lead soaps. Excluded from this defi- 
nition are all other organic lead compounds. 


(((5))) This section ((means)), WAC 296-155-176 
through 296-155-17656. 
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AMENDATORY SECTION (Amending WSR 93-22-054, 
filed 10/29/93, effective 12/10/93) 


WAC 296-155-17607 Permissible exposure limit. (1) 
((Fhe-employer-shal-assure)) You must ensure that no 
employee is exposed to lead at concentrations greater than 
((fft¥)) 50 micrograms per cubic meter of air (50 g/m?) 
averaged over an 8-hour period. 

(2) If an employee is exposed to lead for more than 8 
hours in any work day the employees' allowable exposure, as 
a time weighted average (TWA) for that day, ((shal})) must 
be reduced according to the following formula: 

Allowable employee exposure (in pg/m?) = 400 divided 
by hours worked in the day. 

(3) When respirators are used to limit employee expo- 
sure as required by this section and all the requirements of 
WAC 296-155-17611(1) and 296-155-17613 have been met, 
employee exposure may be considered to be at the level pro- 
vided by the protection factor of the respirator for those peri- 
ods the respirator is worn. Those periods may be averaged 
with exposure levels during periods when respirators are not 
worn to determine the employee's daily TWA exposure. 


AMENDATORY SECTION (Amending WSR 14-07-086, 
filed 3/18/14, effective 5/1/14) 


WAC 296-155-17609 Exposure assessment. (1) Gen- 
eral. 

(a) Each employer who has a workplace or operation 
covered by this standard ((shaH)) must initially determine if 
any employee may be exposed to lead at or above the action 
level. 

(b) For the purposes of this section, employee exposure 
is that exposure which would occur if the employee were not 
using a respirator. 

(c) With the exception of monitoring under subsection 
(3) of this section, where monitoring is required by this stan- 
dard, ((the-empleyer-shall)) you must collect personal sam- 
ples representative of a full shift including at least one sample 
for each job classification in each work area either for each 
shift or for the shift with the highest exposure level. 

(d) Full shift personal samples ((shal)) must be repre- 
sentative of the monitored employee's regular, daily exposure 
to lead. 

(2) Protection of employees during assessment of 
exposure. 

(a) With respect to the lead related tasks listed in this 
subdivision, where lead is present, until the employer per- 
forms an employee exposure assessment as required in this 
section and documents that the employee performing any of 
the listed tasks is not exposed above the PEL, ((the employer 
shall)) you must treat the employee as if the employee were 
exposed above the PEL, and not in excess of ((ten-448))) 10 
times the PEL, and ((shaH)) you must implement employee 
protective measures prescribed in subdivision (e) of this sub- 
section. The tasks covered by this requirement are: 

(i) Where lead containing coatings or paint are present: 
Manual demolition of structures (e.g, dry wall), manual 
scraping, manual sanding, heat gun applications, and power 
tool cleaning with dust collection systems; 

(11) Spray painting with lead paint. 
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(b) In addition, with regard to tasks not listed in subdivi- 
sion (a), where the employer has any reason to believe that an 
employee performing the task may be exposed to lead in 
excess of the PEL, until the employer performs an employee 
exposure assessment as required by this section and docu- 
ments that the employee's lead exposure is not above the PEL 
((the-employer-shalt)) you must treat the employee as if the 
employee were exposed above the PEL and ((shaH)) you 
must implement employee protective measures as prescribed 
in subdivision (e) of this subsection. 

(c) With respect to the tasks listed in this subdivision, 
where lead is present, until the employer performs an 
employee exposure assessment as required in this section, 
and documents that the employee performing any of the 
listed tasks is not exposed in excess of 500 ug/m?, ((the 
empteyer-shaH)) you must treat the employee as if the 
employee were exposed to lead in excess of 500 ug/m? and 
((shaH)) you must implement employee protective measures 
as prescribed in subdivision (e) of this subsection. Where the 
employer does establish that the employee is exposed to lev- 
els of lead below 500 g/m’, the employer may provide the 
exposed employee with the appropriate respirator prescribed 
for such use at such lower exposures, in accordance with 
Table 1 of WAC 296-155-17613. The tasks covered by this 
requirement are: 

(i) Using lead containing mortar; lead burning; 

(ii) Where lead containing coatings or paint are present: 
Rivet busting; power tool cleaning without dust collection 
systems; cleanup activities where dry expendable abrasives 
are used; and abrasive blasting enclosure movement and 
removal. 

(d) With respect to the tasks listed in this subdivision, 
where lead is present, until the employer performs an 
employee exposure assessment as required in this section and 
documents that the employee performing any of the listed 
tasks is not exposed to lead in excess of 2,500 ug/m? 
(50xPEL), ((the- empleyershal)) you must treat the employee 
as if the employee were exposed to lead in excess of 2,500 
ug/m? and ((skaH)) you must implement employee protective 
measures as prescribed in (e) of this subsection. Where the 
employer does establish that the employee is exposed to lev- 
els of lead below 2,500 pg/m?, the employer may provide the 
exposed employee with the appropriate respirator prescribed 
for use at such lower exposures, in accordance with Table I of 
this WAC 296-155-17613. Protection described in this sec- 
tion is required where lead containing coatings or paint are 
present on structures when performing: 

(1) Abrasive blasting; 

(ii) Welding; 

(iii) Cutting; and 

(iv) Torch burning. 

(e) Until the employer performs an employee exposure 
assessment as required by this section and determines actual 
employee exposure, ((the-empleyershal})) you must provide 
to employees performing the tasks described in (a) through 
(d) of this subsection with interim protection as follows: 

(i) Appropriate respiratory protection in accordance with 
WAC 296-155-17613. 

(11) Appropriate personal protective clothing and equip- 
ment in accordance with WAC 296-155-17615. 
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(iii) Change areas in accordance with WAC 296-155- 
17619(2). 

(iv) Hand washing facilities in accordance with WAC 
296-155-17619(5). 

(v) Biological monitoring in accordance with WAC 296- 
155-17621 (1)(a), to consist of blood sampling and analysis 
for lead and zinc protoporphyrin levels, and 

(vi) Training as required by WAC 296-155-17625 (1)(a) 
regarding WAC 296-901-140, Hazard communication; train- 
ing as required by WAC 296-155-17625 (2)(c), regarding use 
of respirators; and training in accordance with WAC 296- 
155-100. 

(3) Basis of initial determination. 

(a) Except as provided by (c) and (d) of this subsection 
((the-empleyershall)) you must monitor employee exposures 
and ((shaH)) you must base initial determinations on the 
employee exposure monitoring results and any of the follow- 
ing, relevant considerations: 

(i) Any information, observations, or calculations which 
would indicate employee exposure to lead; 

(ii) Any previous measurements of airborne lead; and 

(iii) Any employee complaints of symptoms which may 
be attributable to exposure to lead. 

(b) Monitoring for the initial determination where per- 
formed may be limited to a representative sample of the 
exposed employees who the employer reasonably believes 
are exposed to the greatest airborne concentrations of lead in 
the workplace. 

(c) Where the employer has previously monitored for 
lead exposures, and the data were obtained within the past 
((¢vebve)) 12 months during work operations conducted 
under workplace conditions closely resembling the pro- 
cesses, type of material, control methods, work practices, and 
environmental conditions used and prevailing in the 
employer's current operations, the employer may rely on such 
earlier monitoring results to satisfy the requirements of sub- 
division (a) of this subsection and subsection (5) of this sec- 
tion if the sampling and analytical methods meet the accuracy 
and confidence levels of subsection (9) of this section. 

(d) Where the employer has objective data, demonstrat- 
ing that a particular product or material containing lead or a 
specific process, operation or activity involving lead cannot 
result in employee exposure to lead at or above the action 
level during processing, use, or handling, the employer may 
rely upon such data instead of implementing initial monitor- 
ing. 

(i) (Fhe-employer-shal)) You must establish and main- 
tain an accurate record documenting the nature and relevancy 
of objective data as specified in WAC 296-155-17629(4), 
where used in assessing employee exposure in lieu of expo- 
sure monitoring. 

(11) Objective data, as described in subdivision (d) of this 
subsection, is not permitted to be used for exposure assess- 
ment in connection with subsection (2) of this section. 

(4) Positive initial determination and initial monitor- 
ing. 

(a) Where a determination conducted under subsections 
(1), (2) and (3) of this section shows the possibility of any 
employee exposure at or above the action level ((the 
employershal)) you must conduct monitoring which is rep- 
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resentative of the exposure for each employee in the work- 
place who is exposed to lead. 

(b) Where the employer has previously monitored for 
lead exposure, and the data were obtained within the past 
((twetłxe)) 12 months during work operations conducted 
under workplace conditions closely resembling the pro- 
cesses, type of material, control methods, work practices, and 
environmental conditions used and prevailing in the 
employer's current operations, the employer may rely on such 
earlier monitoring results to satisfy the requirements of (a) of 
this subsection if the sampling and analytical methods meet 
the accuracy and confidence levels of subsection (9) of this 
section. 

(5) Negative initial determination. Where a determina- 
tion, conducted under subsections (1), (2), and (3) of this sec- 
tion is made that no employee is exposed to airborne concen- 
trations of lead at or above the action level ((the-empleyer 
shalt)) you must make a written record of such determination. 
The record ((skaH)) must include at least the information 
specified in subsection (3)(a) of this section and ((skaH)) 
must also include the date of determination, location within 
the worksite, and the name and Social Security number of 
each employee monitored. 

(6) Frequency. 

(a) If the initial determination reveals employee expo- 
sure to be below the action level further exposure determina- 
tion need not be repeated except as otherwise provided in 
subsection (7) of this section. 

(b) If the initial determination or subsequent determina- 
tion reveals employee exposure to be at or above the action 


level but at or below the PEL ((the-empleyershaH)) you must 
perform monitoring in accordance with this section at least 


every ((s#x)) 6 months. ((Fhe-employershal)) You must con- 
tinue monitoring at the required frequency until at least two 
consecutive measurements, taken at least ((seven)) 7 days 
apart, are below the action level at which time the employer 
may discontinue monitoring for that employee except as oth- 
erwise provided in subsection (7) of this section. 

(c) If the initial determination reveals that employee 


exposure is above the PEL ((the-empleyer-shal)) you must 
perform monitoring quarterly. ((Fhe-empleyer-shaH)) You 


must continue monitoring at the required frequency until at 
least two consecutive measurements, taken at least ((seven)) 
7 days apart, are at or below the PEL but at or above the 
action level at which time the employer ((shaH)) must repeat 
monitoring for that employee at the frequency specified in 
subdivision (b) of this subsection, except as otherwise pro- 
vided in subsection (7) of this section. ((Fhe-employer-shal)) 
You must continue monitoring at the required frequency until 
at least two consecutive measurements, taken at least 
((seven)) 7 days apart, are below the action level at which 
time the employer may discontinue monitoring for that 
employee except as otherwise provided in subsection (7) of 
this section. 

(7) Additional exposure assessments. Whenever there 
has been a change of equipment, process, control, personnel 
or a new task has been initiated that may result in additional 
employees being exposed to lead at or above the action level 
or may result in employees already exposed at or above the 
action level being exposed above the PEL, ((the-empleyer 
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shalt)) you must conduct additional monitoring in accordance 
with this section. 

(8) Employee notification. 

(a) Within ((fve)) 5 working days after completion of 
the exposure assessment ((the-empleyer-shaH)) you must 
notify each employee in writing of the results which repre- 
sent that employee's exposure. 

(b) Whenever the results indicate that the representative 
employee exposure, without regard to respirators, is at or 
above the PEL ((the empleyer-shal)) you must include in the 
written notice a statement that the employees exposure was at 
or above that level and a description of the corrective action 
taken or to be taken to reduce exposure to below that level. 

(9) Accuracy of measurement. ((Fhe-empleyershal)) 
You must use a method of monitoring and analysis which has 
an accuracy (to a confidence level of ((nimetyfrve-pereent)) 
95%) of not less than plus or minus ((#venty-five-percent)) 


25% for airborne concentrations of lead equal to or greater 
than 30 pg/m?. 


AMENDATORY SECTION (Amending WSR 93-22-054, 
filed 10/29/93, effective 12/10/93) 


WAC 296-155-17611 Methods of compliance. (1) 
Engineering and work practice controls. ((Fhe-empleyer 
sha)) You must implement engineering and work practice 
controls, including administrative controls, to reduce and 
maintain employee exposure to lead to or below the permis- 
sible exposure limit to the extent that such controls are feasi- 
ble. Wherever all feasible engineering and work practices 
controls that can be instituted are not sufficient to reduce 
employee exposure to or below the permissible exposure 
limit prescribed in WAC 296-155-17607, ((the-empleyer 
shaH)) you must nonetheless use them to reduce employee 
exposure to the lowest feasible level and ((shall)) you must 
supplement them by the use of respiratory protection that 
complies with the requirements of WAC 296-155-17613. 

(2) Compliance program. 

(a) Prior to commencement of the job ((each-employer 
shall)) you must establish and implement a written compli- 
ance program to achieve compliance with WAC 296-155- 
17607. 

(b) Written plans for these compliance programs 
((shaH)) must include at least the following: 

(i) A description of each activity in which lead is emit- 
ted; e.g., equipment used, material involved, controls in 
place, crew size, employee job responsibilities, operating 
procedures and maintenance practices; 

(ii) A description of the specific means that will be 
employed to achieve compliance and, where engineering 
controls are required engineering plans and studies used to 
determine methods selected for controlling exposure to lead; 
(iii) A report of the technology considered in meeting the 
PEL; 

(iv) Air monitoring data which documents the source of 
lead emissions; 

(v) A detailed schedule for implementation of the pro- 
gram, including documentation such as copies of purchase 
orders for equipment, construction contracts, etc.; 
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(vi) A work practice program which includes under 
requirements in WAC 296-155-17615, 296-155-17617, and 
296-155-17619, and incorporates other relevant work prac- 
tices such as those specified in subsection (5) of this section; 

(vii) An administrative control schedule required by sub- 
section (4) of this section, if applicable; 

(viii) Other relevant information. 

(c) The compliance program ((shaH)) must provide for 
frequent and regular inspections of job sites, materials, and 
equipment to be made by a competent person. 

(d) You must submit written programs ((shalbe-submit- 
ted)) upon request to any affected employee or authorized 
employee representatives, and the director, and ((shal}be)) 
you must make them available at the worksite for examina- 
tion and copying by the director. 

(e) You must revise and update written programs ((shalt 
be-+revised-andipdated)) at least every ((s#x)) 6 months to 
reflect the current status of the program. 

(3) Mechanical ventilation. When ventilation is used to 
control lead exposure, ((the-empleyershal)) you must evalu- 
ate the mechanical performance of the system in controlling 
exposure as necessary to maintain its effectiveness. 

(4) Administrative controls. If administrative controls 
are used as a means of reducing employees TWA exposure to 
lead, ((the-emptoyershal)) you must establish and imple- 
ment a job rotation schedule which includes: 

(a) Name or identification number of each affected 
employee; 

(b) Duration and exposure levels at each job or work sta- 
tion where each affected employee is located; and 

(c) Any other information which may be useful in assess- 
ing the reliability of administrative controls to reduce expo- 
sure to lead. 

(5) ((Fhe-empleyershal)) You must ensure that, to the 
extent relevant, employees follow good work practices such 
as described in Appendix B, WAC 296-155-17652. 


AMENDATORY SECTION (Amending WSR 09-15-145, 
filed 7/21/09, effective 9/1/09) 


WAC 296-155-17613 Respiratory protection. (1) 
General. For employees who use respirators required by 
WAC 296-155-176, ((the-emploeyer)) you must provide each 
employee with an appropriate respirator that complies with 
the requirements of this section. Respirators must be used 
during: 

(a) Periods when an employee's exposure to lead exceeds 
the PEL. 

(b) Work operations for which engineering controls and 
work-practices are not sufficient to reduce employee expo- 
sures to or below the PEL. 

(c) Periods when an employee requests a respirator. 

(d) Periods when respirators are required to provide 
interim protection of employees while they perform the oper- 
ations as specified in WAC 296-155-17609(2). 

(2) Respirator program. 

(a) ((Fheempleyer)) You must develop, implement, and 
maintain a respiratory protection program as required by 
chapter 296-842 WAC, Respirators, which covers each 
employee required by this chapter to use a respirator. 
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(b) If an employee has breathing difficulty during fit test- 
ing or respirator use, ((the-empleyer)) you must provide the 
employee with a medical examination as required by WAC 
296-155-17621 (3)(a)(ii) to determine whether or not the 
employee can use a respirator while performing the required 
duty. 

(3) Respirator selection. ((Fhe-emptoyer)) You must: 

(a) Select and provide for employees appropriate respira- 
tors according to this section and WAC 296-842-13005 in the 
respirator rule. 

(b) Provide employees with a powered air-purifying res- 
pirator (PAPR) when an employee chooses to use a PAPR 
and it provides adequate protection to the employee. 

(c) Provide employees with full facepiece respirators 
instead of half facepiece respirators for protection against 
lead aerosols that may cause eye or skin irritation at the use 
concentration. 

(d) Provide HEPA filters or N-, R-, or P-100 filters for 
powered air-purifying respirators (PAPRs) and negative- 
pressure air-purifying respirators. 


AMENDATORY SECTION (Amending WSR 14-07-086, 
filed 3/18/14, effective 5/1/14) 


WAC 296-155-17615 Protective work clothing and 
equipment. (1) Provision and use. Where an employee is 
exposed to lead above the PEL without regard to the use of 
respirators, where employees are exposed to lead compounds 
which may cause skin or eye irritation (e.g., lead arsenate, 
lead azide), and as protection for employees performing tasks 
as specified in WAC 296-155-17609(2), ((the- employer 
shalt)) you must provide at no cost to the employee and 
((assure)) ensure that the employee uses appropriate protec- 
tive work clothing and equipment that prevents contamina- 
tion of the employee and the employee's garments such as, 
but not limited to: 

(a) Coveralls or similar full-body work clothing; 

(b) Gloves, hats, and shoes or disposable shoe coverlets; 
and 

(c) Face shields, vented goggles, or other appropriate 
protective equipment which complies with WAC 296-800- 
160. 

(2) Cleaning and replacement. 

(a) ((Fhe-employershall)) You must provide the protec- 
tive clothing required in subsection (1) of this section in a 
clean and dry condition at least weekly, and daily to employ- 
ees whose exposure levels without regard to a respirator are 
over 200 g/m? of lead as an 8-hour TWA. 

(b) ((Fhe-employershal})) You must provide for the 
cleaning, laundering, and disposal of protective clothing and 
equipment required by subsection (1) of this section. 

(c) ((Fhe-empleyershal)) You must repair or replace 
required protective clothing and equipment as needed to 
maintain their effectiveness. 

(d) ((Fhe-empleyer-shallassure)) You must ensure that 
all protective clothing is removed at the completion of a work 
shift only in change areas provided for that purpose as pre- 
scribed in WAC 296-155-17619(2). 

(e) ((Fhe-empleyershal)) You must assure that contam- 


inated protective clothing which is to be cleaned, laundered, 
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or disposed of, is placed in a closed container in the change 
area which prevents dispersion of lead outside the container. 

(f) ((Fhe-empleyer-shal)) You must inform in writing 
any person who cleans or launders protective clothing or 
equipment of the potentially harmful effects of exposure to 
lead. 

(g) (Fhe employershal)) You must ensure that the con- 
tainers of contaminated protective clothing and equipment 
required under (e) of this subsection are labeled as follows: 


DANGER: CLOTHING AND EQUIPMENT CONTAMINATED WITH 
LEAD. 

MAY DAMAGE FERTILITY OR THE UNBORN CHILD. 
CAUSES DAMAGE TO THE CENTRAL NERVOUS SYSTEM. 
DO NOT EAT, DRINK OR SMOKE WHEN HANDLING. 

DO NOT REMOVE DUST BY BLOWING OR SHAKING. 
DISPOSE OF LEAD CONTAMINATED WASH WATER IN ACCOR- 
DANCE WITH 
APPLICABLE LOCAL, STATE, OR FEDERAL REGULATIONS. 


(h) Prior to June 1, 2015, ((empłeyers)) you may include 
the following information on bags or containers of contami- 
nated protective clothing and equipment required under (e) of 
this subsection in lieu of the labeling requirements stated 
above in this section: 


Caution: Clothing contaminated with lead. Do not remove dust by 
blowing or shaking. Dispose of lead contaminated wash 
water in accordance with applicable local, state, or fed- 


eral regulations. 


(i) ((Fhe-empleyershal)) You must prohibit the removal 


of lead from protective clothing or equipment by blowing, 
shaking, or any other means which disperses lead into the air. 


AMENDATORY SECTION (Amending WSR 93-22-054, 
filed 10/29/93, effective 12/10/93) 


WAC 296-155-17617 Housekeeping. (1) You must 
maintain all surfaces ((shal-be-maitained)) as free as practi- 
cable of accumulations of lead. 

(2) You must perform clean-up of floors and other sur- 
faces where lead accumulates ((shaH)), wherever possible, 
((be-eleaned)) by vacuuming or other methods that minimize 
the likelihood of lead becoming airborne. 

(3) Shoveling, dry or wet sweeping, and brushing may be 
used only where vacuuming or other equally effective meth- 
ods have been tried and found not to be effective. 

(4) Where vacuuming methods are selected, the vacuums 
((shaH)) must be equipped with HEPA filters and used and 
emptied in a manner which minimizes the reentry of lead into 
the workplace. 

(5) You must not use compressed air ((shal- net beused)) 
to remove lead from any surface unless the compressed air is 
used in conjunction with a ventilation system designed to 
capture the airborne dust created by the compressed air. 


AMENDATORY SECTION (Amending WSR 93-22-054, 
filed 10/29/93, effective 12/10/93) 


WAC 296-155-17619 Hygiene facilities and prac- 
tices. (1) (Fhe empleyershattassure)) You must ensure that 


in areas where employees are exposed to lead above the PEL 
without regard to the use of respirators, food or beverage is 
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not present or consumed, tobacco products are not present or 
used, and cosmetics are not applied. 

(2) Change areas. 

(a) ((Fhe-employer—shall)) You must provide clean 
change areas for employees whose airborne exposure to lead 
is above the PEL, and as protection for employees perform- 
ing tasks as specified in WAC 296-155-17609(2), without 
regard to the use of respirators. 

(b) (Fhe-empleyer-shallassure)) You must ensure that 
change areas are equipped with separate storage facilities for 
protective work clothing and equipment and for street clothes 
which prevent cross-contamination. 

(c) ((Fhe-employer-shal-assure)) You must ensure that 
employees do not leave the workplace wearing any protective 
clothing or equipment that is required to be worn during the 
work shift. 

(3) Showers. 

(a) ((Fhe-empleyer-shaH)) You must provide shower 
facilities, where feasible, for use by employees whose air- 
borne exposure to lead is above the PEL. 

(b) ((Fhe-employer—shaH-assure)) You must ensure, 
where shower facilities are available, that employees shower 
at the end of the work shift and ((shaH)) you must provide an 
adequate supply of cleansing agents and towels for use by 
affected employees. 

(4) Eating facilities. 

(a) (Fhe-empleyershal)) You must provide lunchroom 
facilities or eating areas for employees whose airborne expo- 
sure to lead is above the PEL, without regard to the use of res- 
pirators. 

(b) ((Fhe-empleyer-shallassure)) You must ensure that 
lunchroom facilities or eating areas are as free as practicable 
from lead contamination and are readily accessible to 
employees. 

(c) ((Fhe-employer-shal-assure)) You must ensure that 
employees whose airborne exposure to lead is above the PEL, 
without regard to the use of a respirator, wash their hands and 
face prior to eating, drinking, smoking or applying cosmetics. 

(d) ((Fhe-empleyershal)) You must assure that employ- 
ees do not enter lunchroom facilities or eating areas with pro- 
tective work clothing or equipment unless surface lead dust 
has been removed by vacuuming, downdraft booth, or other 
cleaning method that limits dispersion of lead dust. 


(5) (CHand-washing)) Handwashing facilities. 
(a) (Fhe-employer-shal})) You must provide adequate 


handwashing facilities for use by employees exposed to lead 
in accordance with WAC 296-155-140. 

(b) Where showers are not provided ((the-empleyer-shalt 
assure)) You must ensure that employees wash their hands 
and face at the end of the ((work-shift)) work shift. 


AMENDATORY SECTION (Amending WSR 12-24-071, 
filed 12/4/12, effective 1/4/13) 


WAC 296-155-17621 Medical surveillance. (1) Gen- 
eral. 

(a) ((Fhe-empleyershal)) You must make available ini- 
tial medical surveillance to employees occupationally 
exposed on any day to lead at or above the action level. Initial 
medical surveillance consists of biological monitoring in the 
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form of blood sampling and analysis for lead and zinc pro- 
toporphyrin levels. 

(b) (Fhe-empleyershalt)) You must institute a medical 
surveillance program in accordance with subsections (2) and 
(3) of this section for all employees who are or may be 
exposed by the employer at or above the action level for more 
than ((thitty)) 30 days in any consecutive ((fvelve)) 12 
months; 

(c) ((Fhe-employer-shalLassure)) You must ensure that 
all medical examinations and procedures are performed by or 
under the supervision of a licensed physician. 

(d) ((Fhe-empleyershal)) You must make available the 
required medical surveillance including multiple physician 
review under subsection (3)(c) without cost to employees and 
at a reasonable time and place. 

(2) Biological monitoring. 

(a) Blood lead and ZPP level sampling and analysis. 
((Fhe-employer-shaH)) You must make available biological 
monitoring in the form of blood sampling and analysis for 
lead and zinc protoporphyrin levels to each employee cov- 
ered by subsection (1)(a) and (b) of this section on the follow- 
ing schedule: 

(i) For each employee covered by subsection (1)(b) of 
this section, at least every two months for the first ((st#)) 6 
months and every ((s#)) 6 months thereafter; 

(ii) For each employee covered by subsection (1)(a) or 
(b) of this section whose last blood sampling and analysis 
indicated a blood lead level at or above 40 ug/dl, at least 
every two months. This frequency ((sha}})) must continue 


until two consecutive blood samples and analyses indicate a 
blood lead level below 40 g/dl; and 


(iii) For each employee who is removed from exposure 
to lead due to an elevated blood lead level at least monthly 
during the removal period. 


(b) Follow-up blood sampling tests. Whenever the 
results of a blood lead level test indicate that an employee's 
blood lead level is at or above the numerical criterion for 
medical removal under WAC 296-155-17623 (1)(a), ((the 

)) you must provide a second (follow-up) 
blood sampling test within two weeks after the employer 
receives the results of the first blood sampling test. 


(c) Accuracy of blood lead level sampling and analy- 
sis. Blood lead level sampling and analysis provided pursuant 
to this WAC 296-155-176 ((shaH)) must have an accuracy (to 
a confidence level of ((nimety-five- pereent)) 95%) within plus 


or minus ((fHfteen-pereent)) 15% or 6 g/dl, whichever is 
greater, and ((shaH)) must be conducted by a laboratory 


approved by OSHA. 

(d) Employee notification. 

(i) Within ((fve)) 5 working days after the receipt of bio- 
logical monitoring results, ((the-empleyershaH)) you must 
notify each employee in writing of their blood lead level; and 

(ii) (( )) You must notify each 
employee whose blood lead level is at or above 40 g/dl that 
the standard requires temporary medical removal with Medi- 
cal Removal Protection benefits when an employee's blood 
lead level exceeds the numerical criterion for medical 
removal under WAC 296-155-17623 (1)(a). 
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(3) Medical examinations and consultations. 

(a) Frequency. ((Fhe-employer-shal)) You must make 
available medical examinations and consultations to each 
employee covered by subsection (1)(b) of this section on the 
following schedule: 

(1) At least annually for each employee for whom a blood 
sampling test conducted at any time during the preceding 
((@velve)) 12 months indicated a blood lead level at or above 
40 ug/dl; 

(ii) As soon as possible, upon notification by an 
employee either that the employee has developed signs or 
symptoms commonly associated with lead intoxication, that 
the employee desires medical advice concerning the effects 
of current or past exposure to lead on the employee's ability 
to procreate a healthy child, that the employee is pregnant, or 
that the employee has demonstrated difficulty in breathing 
during a respirator fitting test or during use; and 

(iii) As medically appropriate for each employee either 
removed from exposure to lead due to a risk of sustaining 
material impairment to health, or otherwise limited pursuant 
to a final medical determination. 

(b) Content. The content of medical examinations made 
available pursuant to subdivision (a)(ii) and (iii) of this sub- 
section ((skaH)) must be determined by an examining physi- 
cian and, if requested by an employee, ((sha)) must include 
pregnancy testing or laboratory evaluation of male fertility. 
Medical examinations made available pursuant to subdivi- 
sion (a)(i) of this subsection ((skaH)) must include the follow- 
ing elements: 

(i) A detailed work history and a medical history, with 
particular attention to past lead exposure (occupational and 
nonoccupational), personal habits (smoking, hygiene), and 
past gastrointestinal, hematologic, renal, cardiovascular, 
reproductive and neurological problems; 

(ii) A thorough physical examination, with particular 
attention to teeth, gums, hematologic, gastrointestinal, renal, 
cardiovascular, and neurological systems. Pulmonary status 
should be evaluated if respiratory protection will be used; 

(iii) A blood pressure measurement; 

(iv) A blood sample and analysis which determines: 

(A) Blood lead level; 

(B) Hemoglobin and hematocrit determinations, red cell 
indices, and examination of peripheral smear morphology; 

(C) Zinc protoporphyrin; 

(D) Blood urea nitrogen; and, 

(E) Serum creatinine; 

(v) A routine urinalysis with microscopic examination; 
and 

(vi) Any laboratory or other test relevant to lead expo- 
sure which the examining physician deems necessary by 
sound medical practice. 

(c) Multiple physician review mechanism. 

(i) If the employer selects the initial physician who con- 
ducts any medical examination or consultation provided to an 
employee by WAC 296-155-176, the employee may desig- 
nate a second physician: 

(A) To review any findings, determinations or recom- 
mendations of the initial physician; and 
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(B) To conduct such examinations, consultations, and 
laboratory tests as the second physician deems necessary to 
facilitate this review. 

(ii) (Fhe-empleyer-shal)) You must promptly notify an 
employee of the right to seek a second medical opinion after 
each occasion that an initial physician conducts a medical 
examination or consultation pursuant to WAC 296-155-176. 
((Fhe-employer)) You may condition its participation in, and 
payment for, the multiple physician review mechanism upon 
the employee doing the following within ((ffteen)) 15 days 
after receipt of the foregoing notification, or receipt of the 
initial physician's written opinion, whichever is later: 

(A) The employee informing the employer that they 
intend to seek a second medical opinion; and 

(B) The employee initiating steps to make an appoint- 
ment with a second physician. 

(iii) If the findings, determinations or recommendations 
of the second physician differ from those of the initial physi- 
cian, then the employer and the employee ((shaH-assure)) 
must ensure that efforts are made for the two physicians to 
resolve any disagreement. 

(iv) If the two physicians have been unable to quickly 
resolve their disagreement, then the employer and the 
employee through their respective physicians ((shal})) must 
designate a third physician: 

(A) To review any findings, determinations or recom- 
mendations of the prior physicians; and 

(B) To conduct such examinations, consultations, labo- 
ratory tests and discussions with the prior physicians as the 
third physician deems necessary to resolve the disagreement 
of the prior physicians. 

(v) ((Fhe-employershall)) You must act consistent with 
the findings, determinations and recommendations of the 
third physician, unless the employer and the employee reach 
an agreement which is otherwise consistent with the recom- 
mendations of at least one of the three physicians. 

(d) Information provided to examining and consult- 
ing physicians. 

(i) ((Fhe-empleyershall)) You must provide an initial 
physician conducting a medical examination or consultation 
under WAC 296-155-176 with the following information: 

(A) A copy of this regulation for lead including all 
Appendices; 

(B) A description of the affected employee's duties as 
they relate to the employee's exposure; 

(C) The employee's exposure level or anticipated expo- 
sure level to lead and to any other toxic substance (if applica- 
ble); 

(D) A description of any personal protective equipment 
used or to be used; 

(E) Prior blood lead determinations; and 

(F) All prior written medical opinions concerning the 
employee in the employer's possession or control. 

(11) ((Fhe-empleyershall)) You must provide the forego- 
ing information to a second or third physician conducting a 
medical examination or consultation under WAC 296-155- 
176 upon request either by the second or third physician, or 
by the employee. 
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(e) Written medical opinions. 

(i) ((Fhe-empleyer-shal)) You must obtain and furnish 
the employee with a copy of a written medical opinion from 
each examining or consulting physician which contains only 
the following information: 

(A) The physician's opinion as to whether the employee 
has any detected medical condition which would place the 
employee at increased risk of material impairment of the 
employee's health from exposure to lead; 

(B) Any recommended special protective measures to be 
provided to the employee, or limitations to be placed upon 
the employee's exposure to lead; 

(C) Any recommended limitation upon the employee's 
use of respirators, including a determination of whether the 
employee can wear a powered air purifying respirator if a 
physician determines that the employee cannot wear a nega- 
tive pressure respirator; and 

(D) The results of the blood lead determinations. 

(ii) ((FheemployershaH)) You must instruct each exam- 
ining and consulting physician to: 

(A) Not reveal either in the written opinion or orally, or 
in any other means of communication with the employer, 
findings, including laboratory results, or diagnoses unrelated 
to an employee's occupational exposure to lead; and 

(B) Advise the employee of any medical condition, 
occupational or nonoccupational, which dictates further med- 
ical examination or treatment. 

(f) Alternate physician determination mechanisms. The 
employer and an employee or authorized employee represen- 
tative may agree upon the use of any alternate physician 
determination mechanism in lieu of the multiple physician 
review mechanism provided by subdivision (c) of this sub- 
section so long as the alternate mechanism is as expeditious 
and protective as the requirements contained in this section. 

(4) Chelation. 

(a) ((Fhe-employer-shal-assure)) You must ensure that 
any person whom he retains, employs, supervises or controls 
does not engage in prophylactic chelation of any employee at 
any time. 

(b) If therapeutic or diagnostic chelation is to be per- 
formed by any person in subdivision (a) of this subsection, 
((the-employer-shaltassure)) you must ensure that it be done 
under the supervision of a licensed physician in a clinical set- 
ting with thorough and appropriate medical monitoring and 
that the employee is notified in writing prior to its occur- 
rence. 


AMENDATORY SECTION (Amending WSR 12-24-071, 
filed 12/4/12, effective 1/4/13) 


WAC 296-155-17623 Medical removal protection. 
(1) Temporary medical removal and return of an 
employee. 

(a) Temporary removal due to elevated blood lead 
level. ((Fhe-empleyershal)) You must remove an employee 
from work having an exposure to lead at or above the action 
level on each occasion that a periodic and a follow-up blood 
sampling test conducted pursuant to WAC 296-155-176 indi- 
cate that the employee's blood lead level is at or above 50 
ug/dl; and 
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(b) Temporary removal due to a final medical deter- 
mination. 

(i) ((Fhe—empleyer—shaH)) You must remove an 
employee from work having an exposure to lead at or above 
the action level on each occasion that a final medical determi- 
nation results in a medical finding, determination, or opinion 
that the employee has a detected medical condition which 
places the employee at increased risk of material impairment 
to health from exposure to lead. 

(ii) For the purposes of WAC 296-155-176, the phrase 
"final medical determination" means the written medical 
opinion on the employees' health status by the examining 
physician or, where relevant, the outcome of the multiple 
physician review mechanism or alternate medical determina- 
tion mechanism used pursuant to the medical surveillance 
provisions of WAC 296-155-176. 

(iii) Where a final medical determination results in any 
recommended special protective measures for an employee, 
or limitations on an employee's exposure to lead, ((the 
empleyershaH)) you must implement and act consistent with 
the recommendation. 

(c) Return of the employee to former job status. 

(i) (Fhe-employershal)) You must return an employee 
to their former job status: 

(A) For an employee removed due to a blood lead level 
at or above 50 g/dl when two consecutive blood sampling 
tests indicate that the employee's blood lead level is below 40 
ug/dl; 

(B) For an employee removed due to a final medical 
determination, when a subsequent final medical determina- 
tion results in a medical finding, determination, or opinion 
that the employee no longer has a detected medical condition 
which places the employee at increased risk of material 
impairment to health from exposure to lead. 

(ii) For the purposes of WAC 296-155-176, the require- 
ment that an employer return an employee to their former job 
status is not intended to expand upon or restrict any rights an 
employee has or would have had, absent temporary medical 
removal, to a specific job classification or position under the 
terms of a collective bargaining agreement. 

(d) Removal of other employee special protective 
measure or limitations. ((Fhe-empleyershal)) You must 
remove any limitations placed on an employee or end any 
special protective measures provided to an employee pursu- 
ant to a final medical determination when a subsequent final 
medical determination indicates that the limitations or special 
protective measures are no longer necessary. 

(e) Employer options pending a final medical deter- 
mination. Where the multiple physician review mechanism, 
or alternate medical determination mechanism used pursuant 
to the medical surveillance provisions of WAC 296-155-176, 
has not yet resulted in a final medical determination with 


respect to an employee, ((the-empleyer-shal})) you must act 
as follows: 


(i) Removal. ((Fhe-empleyer)) You may remove the 
employee from exposure to lead, provide special protective 
measures to the employee, or place limitations upon the 
employee, consistent with the medical findings, determina- 
tions, or recommendations of any of the physicians who have 
reviewed the employee's health status. 
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(ii) Return. ((Fhe—emploeyer)) You may return the 


employee to their former job status, end any special protec- 
tive measures provided to the employee, and remove any lim- 
itations placed upon the employee, consistent with the medi- 
cal findings, determinations, or recommendations of any of 
the physicians who have reviewed the employee's health sta- 
tus, with two exceptions. 

(A) If the initial removal, special protection, or limitation 
of the employee resulted from a final medical determination 
which differed from the findings, determinations, or recom- 
mendations of the initial physician or; 

(B) If the employee has been on removal status for the 
preceding ((e#¢hteen)) 18 months due to an elevated blood 
lead level, then ((the-employer-shal})) you must await a final 
medical determination. 

(2) Medical removal protection benefits. 

(a) Provision of medical removal protection benefits. 
((Fhe-employershall)) You must provide an employee up to 
((etghteen)) 18 months of medical removal protection bene- 
fits on each occasion that an employee is removed from expo- 
sure to lead or otherwise limited pursuant to WAC 296-155- 
176. 

(b) Definition of medical removal protection benefits. 
For the purposes of WAC 296-155-176, the requirement that 
an employer provide medical removal protection benefits 
means that, as long as the job the employee was removed 
from continues, ((the-empleyershal})) you must maintain the 
total normal earnings, seniority and other employment rights 
and benefits of an employee, including the employee's right 
to their former job status as though the employee had not 
been medically removed from the employee's job or other- 
wise medically limited. 

(c) Follow-up medical surveillance during the period 
of employee removal or limitation. During the period of 
time that an employee is medically removed from their job or 
otherwise medically limited, ((the-empleyer)) you may con- 
dition the provision of medical removal protection benefits 
upon the employee's participation in follow-up medical sur- 
veillance made available pursuant to WAC 296-155-176. 

(d) Workers' compensation claims. If a removed 
employee files a claim for workers' compensation payments 
for a lead-related disability, then ((the-empleyer-shal)) you 
must continue to provide medical removal protection benefits 
pending disposition of the claim. To the extent that an award 
is made to the employee for earnings lost during the period of 
removal, the employer's medical removal protection obliga- 
tion ((shaH)) must be reduced by such amount. ((Fhe 
empleyershaH)) You must receive no credit for workers' 
compensation payments received by the employee for treat- 
ment-related expenses. 

(e) Other credits. The employer's obligation to provide 
medical removal protection benefits to a removed employee 
((shaH)) must be reduced to the extent that the employee 
receives compensation for earnings lost during the period of 
removal either from a publicly or employer-funded compen- 
sation program, or receives income from employment with 
another employer made possible by virtue of the employee's 
removal. 

(f) Voluntary removal or restriction of an employee. 
Where an employer, although not required by WAC 296-155- 
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176 to do so, removes an employee from exposure to lead or 
otherwise places limitations on an employee due to the 
effects of lead exposure on the employee's medical condition, 
((the-employer-shal)) you must provide medical removal 
protection benefits to the employee equal to that required by 
subdivisions (a) and (b) of this subsection. 


AMENDATORY SECTION (Amending WSR 14-07-086, 
filed 3/18/14, effective 5/1/14) 


WAC 296-155-17625 Communication of hazards. (1) 
General. 

(a) Hazard communication. (( 

You must include lead in the program established to comply 
with the Hazard Communication Standard (HCS), WAC 296- 
901-140. ((Fhe-empleyer-shal)) You must ensure that each 
employee has access to labels on containers of lead and safety 
data sheets, and is trained in accordance with the provisions 
of HCS and subsection (1) of this section. ((Fhe-empleyer 
shalt)) You must ensure that at least the following hazards are 
addressed: 

(i) Reproductive/developmental toxicity; 

(11) Central nervous system effects; 

(iii) Kidney effects; 

(iv) Blood effects; and 

(v) Acute toxicity effects. 

(b) (Fhe employershal!)) You must train each employee 
who is subject to exposure to lead at or above the action level 
on any day or who is subject to exposure to lead compounds 
which may cause skin or eye irritation (e.g., lead arsenate, 
lead azide), in accordance with the requirements of this chap- 
ter. ((Fhe-empleyershal)) You must institute a training pro- 
gram in accordance with subsection (2) of this section and 
ensure employee participation. 

(c) ((Fhe-empleyer-shal)) You must provide the training 
program as initial training prior to the time of job assignment 
or prior to the start up date for this requirement, whichever 
comes last. 

(d) ((Fhe-empleyer-shal)) You must also provide the 
training program at least annually for each employee who is 
subject to lead exposure at or above the action level on any 
day. 

(2) Training program. (( )) You 
must assure that each employee is trained in the following: 

(a) The content of this standard and its appendices; 

(b) The specific nature of the operations which could 
result in exposure to lead above the action level; 

(c) The training requirements for respiratory protection 
as required by WAC 296-842-110, 296-842-19005, and 296- 
842-16005; 

(d) The purpose and a description of the medical surveil- 
lance program, and the medical removal protection program 
including information concerning the adverse health effects 
associated with excessive exposure to lead (with particular 
attention to the adverse reproductive effects on both males 
and females and hazards to the fetus and additional precau- 
tions for employees who are pregnant); 

(e) The engineering controls and work practices associ- 
ated with the employee's job assignment including training of 
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employees to follow relevant good work practices described 
in Appendix B, WAC 296-155-17652; 

(f) The contents of any compliance plan in effect; 

(g) Instructions to employees that chelating agents 
should not routinely be used to remove lead from their bodies 
and should not be used at all except under the direction of a 
licensed physician; and 

(h) The employee's right of access to records under Part 
B, chapter 296-62 WAC and chapter 296-800 WAC. 

(3) Access to information and training materials. 

(a) ((Fhe-empleyershal)) You must make readily avail- 
able to all affected employees a copy of this standard and its 
appendices. 

(b) ((Fhe-empleyer—shaH)) You must provide, upon 
request, all materials relating to the employee information 
and training program to affected employees and their desig- 
nated representatives, and the director. 


AMENDATORY SECTION (Amending WSR 14-07-086, 
filed 3/18/14, effective 5/1/14) 


WAC 296-155-17627 Signs—General. 


((Generak)) 

(1) ((Fhe-employer-shal)) You must post the following 
warning signs in each work area where an employee's expo- 
sure to lead is above the PEL. 


DANGER LEAD WORK AREA 
MAY DAMAGE FERTILITY OR THE UNBORN CHILD 
CAUSES DAMAGE TO THE CENTRAL NERVOUS SYSTEM 
DO NOT EAT, DRINK OR SMOKE IN THIS AREA 


(2) (Fhe employershalt)) You must ensure that no state- 
ment appears on or near any sign required by this section 
which contradicts or detracts from the meaning of the 
required sign. 

(3) ((Fhe-empleyershal)) You must ensure that signs 
required by this section are illuminated and cleaned as neces- 
sary so that the legend is readily visible. 

(4) ((Fhe-empleyer)) You may use signs required by 
other statutes, regulations or ordinances in addition to, or in 
combination with, signs required by this section. 

(5) Prior to June 1, 2016, ((empleyers)) you may use the 
following legend in lieu of that specified in subsection (1) of 
this section: 


WARNING 
LEAD WORK AREA 
POISON 
NO SMOKING OR EATING 


AMENDATORY SECTION (Amending WSR 12-24-071, 
filed 12/4/12, effective 1/4/13) 


WAC 296-155-17629 Recordkeeping. (1) Exposure 
assessment. 

(a) ((Fhe-empleyershal)) You must establish and main- 
tain an accurate record of all monitoring and other data used 
in conducting employee exposure assessments as required in 
WAC 296-155-17609. 

(b) Exposure monitoring records ((shaH)) must include: 

(1) The date(s), number, duration, location and results of 
each of the samples taken if any, including a description of 
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the sampling procedure used to determine representative 
employee exposure where applicable; 

(11) A description of the sampling and analytical methods 
used and evidence of their accuracy; 

(iii) The type of respiratory protective devices worn, if 
any; 

(iv) Name, Social Security number, and job classifica- 
tion of the employee monitored and of all other employees 
whose exposure the measurement is intended to represent; 
and 

(v) The environmental variables that could affect the 
measurement of employee exposure. 

(c) (Fhe employer-shal)) You must maintain monitor- 
ing and other exposure assessment records in accordance 
with the provisions of part B, chapter 296-62 WAC. 

(2) Medical surveillance. 

(a) ((Fhe-empleyershall)) You must establish and main- 
tain an accurate record for each employee subject to medical 
surveillance as required by WAC 296-155-17621. 

(b) This record ((shaH})) must include: 

(1) The name, Social Security number, and description of 
the duties of the employee; 

(ii) A copy of the physician's written opinions; 

(iii) Results of any airborne exposure monitoring done 
on or for that employee and provided to the physician; and 

(iv) Any employee medical complaints related to expo- 
sure to lead. 

(c) ((Fhe-empleyershal)) You must keep, or assure that 
the examining physician keeps, the following medical 
records: 

(1) A copy of the medical examination results including 
medical and work history required by WAC 296-155-17621; 

(ii) A description of the laboratory procedures and a 
copy of any standards or guidelines used to interpret the test 
results or references to that information; 

(iii) A copy of the results of biological monitoring. 

(d) ((Fhe-empleyer-shal)) You must maintain or assure 
that the physician maintains medical records in accordance 
with the provisions of part B, chapter 296-62 WAC. 

(3) Medical removals. 

(a) ((Fhe-empleyershall)) You must establish and main- 
tain an accurate record for each employee removed from cur- 
rent exposure to lead pursuant to WAC 296-155-17623. 

(b) Each record ((shaH)) must include: 

(i) The name and Social Security number of the 
employee; 

(ii) The date of each occasion that the employee was 
removed from current exposure to lead as well as the corre- 
sponding date on which the employee was returned to their 
former job status; 

(iii) A brief explanation of how each removal was or is 
being accomplished; and 

(iv) A statement with respect to each removal indicating 
whether or not the reason for the removal was an elevated 
blood lead level. 

(c) The employer ((shaH)) must maintain each medical 
removal record for at least the duration of an employee's 
employment. 
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(4) Objective data for exemption from requirement 
for initial monitoring. 

(a) For purposes of WAC 296-155-176, objective data 
are information demonstrating that a particular product or 
material containing lead or a specific process, operation, or 
activity involving lead cannot release dust or fumes in con- 
centrations at or above the action level under any expected 
conditions of use. Objective data can be obtained from an 
industry-wide study or from laboratory product test results 
from manufacturers of lead containing products or materials. 
The data the employer uses from an industry-wide survey 
must be obtained under workplace conditions closely resem- 
bling the processes, types of material, control methods, work 
practices and environmental conditions in the employer's cur- 
rent operations. 

(b) (Fhe employershal)) You must maintain the record 
of the objective data relied upon for at least ((thirty)) 30 
years. 

(5) Availability. ((Fhe-empleyershal)) You must make 
available upon request all records required to be maintained 
by this section to affected employees, former employees, and 
their designated representatives, and to the director for exam- 
ination and copying. 

(6) Transfer of records. ((Fhe-empleyershaH)) You 
must comply with requirements involving the transfer of 


records set forth in (WAC296-890-6005 WAC 296-802- 
60005})) WAC 296-802-60005. 


AMENDATORY SECTION (Amending WSR 93-22-054, 
filed 10/29/93, effective 12/10/93) 


WAC 296-155-17631 Observation of monitoring. (1) 
Employee observation. ((Fhe-empleyer-shal)) You must 
provide affected employees or their designated representa- 
tives an opportunity to observe any monitoring of employee 
exposure to lead conducted pursuant to WAC 296-155- 
17609. 

(2) Observation procedures. 

(a) Whenever observation of the monitoring of employee 
exposure to lead requires entry into an area where the use of 
respirators, protective clothing or equipment is required, ((the 
empteyer-shaH)) you must provide the observer with and 
assure the use of such respirators, clothing and equipment, 
and ((shaH)) you must require the observer to comply with all 
other applicable safety and health procedures. 

(b) Without interfering with the monitoring, observers 
((shal)) must be entitled to: 

(1) Receive an explanation of the measurement proce- 
dures; 

(11) Observe all steps related to the monitoring of lead 
performed at the place of exposure; and 

(iii) Record the results obtained or receive copies of the 
results when returned by the laboratory. 


AMENDATORY SECTION (Amending WSR 93-22-054, 
filed 10/29/93, effective 12/10/93) 


WAC 296-155-17650 Appendix A to WAC 296-155- 
176—Substance data sheet for occupational exposure to 
lead. The information contained in the appendices to WAC 
296-155-176 is not intended by itself, to create any additional 
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obligations not otherwise imposed by this standard nor 
detract from any existing obligation. 

(1) Substance identification. 

(a) Substance: Pure lead (Pb) is a heavy metal at room 
temperature and pressure and is a basic chemical element. It 
can combine with various other substances to form numerous 
lead compounds. 

(b) Compounds covered by the standard: The word 
"lead" when used in this standard means elemental lead, all 
inorganic lead compounds and a class of organic lead com- 
pounds called lead soaps. This standard does not apply to 
other organic lead compounds. 

(c) Uses: Exposure to lead occurs in several different 
occupations in the construction industry, including demoli- 
tion or salvage of structures where lead or lead-containing 
materials are present; removal or encapsulation of lead-con- 
taining materials, new construction, alteration, repair, or ren- 
ovation of structures that contain lead or materials containing 
lead; installation of products containing lead. In addition, 
there are construction related activities where exposure to 
lead may occur, including transportation, disposal, storage, or 
containment of lead or materials containing lead on construc- 
tion sites, and maintenance operations associated with con- 
struction activities. 

(d) Permissible exposure: The permissible exposure 
limit (PEL) set by the standard is 50 micrograms of lead per 
cubic meter of air (50 ug/m?), averaged over an 8-hour work- 
day. 

(e) Action level: The standard establishes an action level 
of 30 micrograms of lead per cubic meter of air (30 g/m), 
averaged over an 8-hour workday. The action level triggers 
several ancillary provisions of the standard such as exposure 
monitoring, medical surveillance, and training. 

(2) Health hazard data. 

(a) Ways in which lead enters your body. When 
absorbed into your body in certain doses, lead is a toxic sub- 
stance. The object of the lead standard is to prevent absorp- 
tion of harmful quantities of lead. The standard is intended to 
protect you not only from the immediate toxic effects of lead, 
but also from the serious toxic effects that may not become 
apparent until years of exposure have passed. Lead can be 
absorbed into your body by inhalation (breathing) and inges- 
tion (eating). Lead (except for certain organic lead com- 
pounds not covered by the standard, such as tetraethyl lead) is 
not absorbed through your skin. When lead is scattered in the 
air as a dust, fume respiratory tract. Inhalation of airborne 
lead is generally the most important source of occupational 
lead absorption. You can also absorb lead through your 
digestive system if lead gets into your mouth and is swal- 
lowed. If you handle food, cigarettes, chewing tobacco, or 
make-up which have lead on them or handle them with hands 
contaminated with lead, this will contribute to ingestion. A 
significant portion of the lead that you inhale or ingest gets 
into your blood stream. Once in your blood stream, lead is 
circulated throughout your body and stored in various organs 
and body tissues. Some of this lead is quickly filtered out of 
your body and excreted, but some remains in the blood and 
other tissues. As exposure to lead continues, the amount 
stored in your body will increase if you are absorbing more 
lead than your body is excreting. Even though you may not be 
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aware of any immediate symptoms of disease, this lead stored 
in your tissues can be slowly causing irreversible damage, 
first to individual cells, then to your organs and whole body 
systems. 


(b) Effects of overexposure to lead. 


(i) Short term (acute) overexposure. Lead is a potent, 
systemic poison that serves no known useful function once 
absorbed by your body. Taken in large enough doses, lead 
can kill you in a matter of days. A condition affecting the 
brain called acute encephalopathy may arise which develops 
quickly to seizures, coma, and death from cardiorespiratory 
arrest. A short term dose of lead can lead to acute encepha- 
lopathy. Short term occupational exposures of this magnitude 
are highly unusual, but not impossible. Similar forms of 
encephalopathy may, however, arise from extended, chronic 
exposure to lower doses of lead. There is no sharp dividing 
line between rapidly developing acute effects of lead, and 
chronic effects which take longer to acquire. Lead adversely 
affects numerous body systems, and causes forms of health 
impairment and disease which arise after periods of exposure 
as short as days or as long as several years. 


(11) Long-term (chronic) overexposure. Chronic overex- 
posure to lead may result in severe damage to your blood- 
forming, nervous, urinary and reproductive systems. Some 
common symptoms of chronic overexposure include loss of 
appetite, metallic taste in the mouth, anxiety, constipation, 
nausea, pallor, excessive tiredness, weakness, insomnia, 
headache, nervous irritability, muscle and joint pain or sore- 
ness, fine tremors, numbness, dizziness, hyperactivity and 
colic. In lead colic there may be severe abdominal pain. Dam- 
age to the central nervous system in general and the brain 
(encephalopathy) in particular is one of the most severe 
forms of lead poisoning. The most severe, often fatal, form of 
encephalopathy may be preceded by vomiting, a feeling of 
dullness progressing to drowsiness and stupor, poor memory, 
restlessness, irritability, tremor, and convulsions. It may arise 
suddenly with the onset of seizures, followed by coma, and 
death. There is a tendency for muscular weakness to develop 
at the same time. This weakness may progress to paralysis 
often observed as a characteristic "wrist drop" or "foot drop" 
and is a manifestation of a disease to the nervous system 
called peripheral neuropathy. Chronic overexposure to lead 
also results in kidney disease with few, if any, symptoms 
appearing until extensive and most likely permanent kidney 
damage has occurred. Routine laboratory tests reveal the 
presence of this kidney disease only after about two-thirds of 
kidney function is lost. When overt symptoms of urinary dys- 
function arise, it is often too late to correct or prevent wors- 
ening conditions, and progression to kidney dialysis or death 
is possible. Chronic overexposure to lead impairs the repro- 
ductive systems of both men and women. Overexposure to 
lead may result in decreased sex drive, impotence and steril- 
ity in men. Lead can alter the structure of sperm cells raising 
the risk of birth defects. There is evidence of miscarriage and 
stillbirth in women whose husbands were exposed to lead or 
who were exposed to lead themselves. Lead exposure also 
may result in decreased fertility, and abnormal menstrual 
cycles in women. The course of pregnancy may be adversely 
affected by exposure to lead since lead crosses the placental 
barrier and poses risks to developing fetuses. Children born 
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of parents either one of whom were exposed to excess lead 
levels are more likely to have birth defects, mental retarda- 
tion, behavioral disorders or die during the first year of child- 
hood. Overexposure to lead also disrupts the blood-forming 
system resulting in decreased hemoglobin (the substance in 
the blood that carries oxygen to the cells) and ultimately ane- 
mia. Anemia is characterized by weakness, pallor and fatiga- 
bility as a result of decreased oxygen carrying capacity in the 
blood. 

(iii) Health protection goals of the standard. Prevention 
of adverse health effects for most workers from exposure to 
lead throughout a working lifetime requires that a worker's 
blood lead level (BLL, also expressed as PbB) be maintained 
at or below ((fert¥)) 40 micrograms per deciliter of whole 
blood (40 ug/d1). The blood lead levels of workers (both male 
and female workers) who intend to have children should be 
maintained below 30 ug/dl to minimize adverse reproductive 
health effects to the parents and to the developing fetus. The 
measurement of your blood lead level (BLL) is the most use- 
ful indicator of the amount of lead being absorbed by your 
body. Blood lead levels are most often reported in units of 
milligrams (mg) or micrograms (ug) of lead (1 mg = 1000 
ug) per 100 grams (100g), 100 milliliters (100 ml) or deciliter 
(dl) of blood. These ((three)) 3 units are essentially the same. 
Sometime BLLs are expressed in the form of mg% or ug%. 
This is a shorthand notation for 100g, 100 ml, or dl. (Refer- 
ences to BLL measurements in this standard are expressed in 
the form of pg/dl.) 

BLL measurements show the amount of lead circulating 
in your blood stream, but do not give any information about 
the amount of lead stored in your various tissues. BLL mea- 
surements merely show current absorption of lead, not the 
effect that lead is having on your body or the effects that past 
lead exposure may have already caused. Past research into 
lead-related diseases, however, has focused heavily on asso- 
ciations between BLLs and various diseases. As a result, your 
BLL is an important indicator of the likelihood that you will 
gradually acquire a lead-related health impairment or disease. 

Once your blood lead level climbs above 40 g/dl, your 
risk of disease increases. There is a wide variability of indi- 
vidual response to lead, thus it is difficult to say that a partic- 
ular BLL in a given person will cause a particular effect. 
Studies have associated fatal encephalopathy with BLLs as 
low as 150 pg/dl. Other studies have shown other forms of 
diseases in some workers with BLLs well below 80 g/dl. 
Your BLL is a crucial indicator of the risks to your health, but 
one other factor is also extremely important. This factor is the 
length of time you have had elevated BLLs. The longer you 
have an elevated BLL, the greater the risk that large quanti- 
ties of lead are being gradually stored in your organs and tis- 
sues (body burden). The greater your overall body burden, 
the greater the chances of substantial permanent damage. The 
best way to prevent all forms of lead-related impairments and 
diseases—both short term and long term—is to maintain your 
BLL below 40 g/dl. The provisions of the standard are 
designed with this end in mind. 

Your employer has prime responsibility to assure that the 
provisions of the standard are complied with both by the 
company and by individual workers. You, as a worker, how- 
ever, also have a responsibility to assist your employer in 
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complying with the standard. You can play a key role in pro- 
tecting your own health by learning about the lead hazards 
and their control, learning what the standard requires, follow- 
ing the standard where it governs your own actions, and see- 
ing that your employer complies with provisions governing 
employee actions. 

(iv) Reporting signs and symptoms of health problems. 
You should immediately notify your employer if you develop 
signs or symptoms associated with lead poisoning or if you 
desire medical advice concerning the effects of current or 
past exposure to lead or your ability to have a healthy child. 
You should also notify your employer if you have difficulty 
breathing during a respirator fit test or while wearing a respi- 
rator. In each of these cases, your employer must make avail- 
able to you appropriate medical examinations or consulta- 
tions. These must be provided at no cost to you and at a rea- 
sonable time and place. The standard contains a procedure 
whereby you can obtain a second opinion by a physician of 
your choice if your employer selected the initial physician. 


AMENDATORY SECTION (Amending WSR 14-07-086, 
filed 3/18/14, effective 5/1/14) 


WAC 296-155-17652 Appendix B to WAC 296-155- 
176—Employee standard summary. This appendix sum- 
marizes key provisions of the standard for lead in construc- 
tion that you as a worker should become familiar with. 

(1) Permissible exposure limit (PEL)—WAC 296-62- 
17607. 

The standard sets a permissible exposure limit (PEL) of 
50 micrograms of lead per cubic meter of air (50 ug/m?), 
averaged over an eight-hour workday which is referred to as 
a time-weighted average (TWA). This is the highest level of 
lead in air to which you may be permissibly exposed over an 
eight-hour workday. However, since this is an ((etght-heur)) 
8-hour average, short exposures above the PEL are permitted 
so long as for each ((eight-hour)) 8-hour work day your aver- 
age exposure does not exceed this level. This standard, how- 
ever, takes into account the fact that your daily exposure to 
lead can extend beyond a typical ((et¢ht-heur)) 8-hour work- 
day as the result of overtime or other alterations in your work 
schedule. To deal with this situation, the standard contains a 
formula which reduces your permissible exposure when you 
are exposed more than ((eight)) 8 hours. For example, if you 
are exposed to lead for ((ten)) 10 hours a day, the maximum 
permitted average exposure would be 40 g/m’. 

(2) Exposure assessment—WAC 296-155-17609. 

If lead is present in your workplace in any quantity, your 
employer is required to make an initial determination of 
whether any employee's exposure to lead exceeds the action 
level (30 g/m’? averaged over an ((et¢ht-heur)) 8-hour day). 
Employee exposure is that exposure which would occur if the 
employee were not using a respirator. This initial determina- 
tion requires your employer to monitor workers' exposures 
unless the employee has objective data which can demon- 
strate conclusively that no employee will be exposed to lead 
in excess of the action level. Where objective data is used in 
lieu of actual monitoring the employer must establish and 
maintain an accurate record, documenting its relevancy in 
assessing exposure levels for current job conditions. If such 
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objective data is available, the employer need proceed no fur- 
ther on employee exposure assessment until such time that 
conditions have changed and the determination is no longer 
valid. 


Objective data may be compiled from various sources, 
e.g., insurance companies and trade associations and infor- 
mation from suppliers or exposure data collected from simi- 
lar operations. Objective data may also comprise ((previt- 
eush-eeHected)) previously collected sampling data includ- 
ing area monitoring. If it cannot be determined through using 
objective data that worker exposure is less than the action 
level, your employer must conduct monitoring or must rely 
on relevant previous personal sampling, if available. Where 
monitoring is required for the initial determination, it may be 
limited to a representative number of employees who are rea- 
sonably expected to have the highest exposure levels. If your 
employer has conducted appropriate air sampling for lead in 
the past ((#velve)) 12 months, they may use these results, 
provided they are applicable to the same employee tasks and 
exposure conditions and meet the requirements for accuracy 
as specified in the standard. As with objective data, if such 
results are relied upon for the initial determination, your 
employer must establish and maintain a record as to the rele- 
vancy of such data to current job conditions. 

If there have been any employee complaints of symp- 
toms which may be attributable to exposure to lead or if there 
is any other information or observations which would indi- 
cate employee exposure to lead, this must also be considered 
as part of the initial determination. If this initial determina- 
tion shows that a reasonable possibility exists that any 
employee may be exposed, without regard to respirator, over 
the action level, your employer must set up an air monitoring 
program to determine the exposure level representative of 
each employee exposed to lead at your workplace. In carry- 
ing out this air monitoring program, your employer is not 
required to monitor the exposure of every employee, but they 
must monitor a representative number of employees and job 
types. Enough sampling must be done to enable each 
employee's exposure level to be reasonably represent full 
shift exposure. In addition, these air samples must be taken 
under conditions which represent each employee's regular, 
daily exposure to lead. Sampling performed in the past 
((#velve)) 12 months may be used to determine exposures 
above the action level if such sampling was conducted during 
work activities essentially similar to present work conditions. 


The standard lists certain tasks which may likely result in 
exposures to lead in excess of the PEL and, in some cases, 
exposures in excess of ((f##t¥)) 50 times the PEL. If you are 
performing any of these tasks, your employer must provide 
you with appropriate respiratory protection, protective cloth- 
ing and equipment, change areas, hand washing facilities, 
biological monitoring, and training until such time that an 
exposure assessment is conducted which demonstrates that 
your exposure level is below the PEL. 

If you are exposed to lead and air sampling is performed, 
your employer is required to notify you in writing within five 
working days of the air monitoring results which represent 
your exposure. If the results indicate that your exposure 
exceeds the PEL (without regard to your use of a respirator), 
then your employer must also notify you of this in writing, 
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and provide you with a description of the corrective action 
that has been taken or will be taken to reduce your exposure. 

Your exposure must be rechecked by monitoring, at least 
every ((s#*)) 6 months if your exposure is at or over the action 
level but below the PEL. Your employer may discontinue 
monitoring for you if two consecutive measurements, taken 
at least ((seven)) 7 days apart, are at or below the action level. 
Air monitoring must be repeated every ((three)) 3 months if 
you are exposed over the PEL. Your employer must continue 
monitoring for you at this frequency until two consecutive 
measurements, taken at least ((seven)) 7 days apart, are below 
the PEL but above the action level, at which time your 
employer must repeat monitoring of your exposure every 
((st<)) 6 months and may discontinue monitoring only after 
your exposure drops to or below the action level. However, 
whenever there is a change of equipment, process, control, or 
personnel or a new type of job is added at your workplace 
which may result in new or additional exposure to lead, your 
employer must perform additional monitoring. 

(3) Methods of compliance—WAC 296-155-17611. 

Your employer is required to assure that no employee is 
exposed to lead in excess of the PEL as an ((ei¢ht-heur)) 8- 
hour TWA. The standard for lead in construction requires 
employers to institute engineering and work practice controls 
including administrative controls to the extent feasible to 
reduce employee exposure to lead. Where such controls are 
feasible but not adequate to reduce exposures below the PEL 
they must be used nonetheless to reduce exposures to the 
lowest level that can be accomplished by these means and 
then supplemented with appropriate respiratory protection. 

Your employer is required to develop and implement a 
written compliance program prior to the commencement of 
any job where employee exposures may reach the PEL as an 
((eight-hour)) 8-hour TWA. The standard identifies the vari- 
ous elements that must be included in the plan. For example, 
employers are required to include a description of operations 
in which lead is emitted, detailing other relevant information 
about the operation such as the type of equipment used, the 
type of material involved, employee job responsibilities, 
operating procedures and maintenance practices. In addition, 
your employer's compliance plan must specify the means that 
will be used to achieve compliance and, where engineering 
controls are required, include any engineering plans or stud- 
ies that have been used to select the control methods. If 
administrative controls involving job rotation are used to 
reduce employee exposure to lead, the job rotation schedule 
must be included in the compliance plan. The plan must also 
detail the type of protective clothing and equipment, includ- 
ing respirator, housekeeping and hygiene practices that will 
be used to protect you from the adverse effects of exposure to 
lead. 

The written compliance program must be made avail- 
able, upon request, to affected employees and their desig- 
nated representatives, and the director. 

Finally, the plan must be reviewed and updated at least 
every ((st)) 6 months to ((assure)) ensure it reflects the cur- 
rent status in exposure control. 

(4) Respiratory protection—WAC 296-155-17613. 

Your employer is required to select respirator from the 
types listed in Table I of the Respiratory Protection section of 
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the standard (see WAC 296-155-17613). Any respirator cho- 
sen must be certified by the National Institute for Occupa- 
tional Safety and Health (NIOSH) under the provisions of 42 
C.F.R. part 84. This respirator selection table will enable 
your employer to choose a type of respirator that will give 
you a proper amount of protection based on your airborne 
lead exposure. Your employer may select a type of respirator 
that provides greater protection than that required by the stan- 
dard; that is, one recommended for a higher concentration of 
lead than is present in your workplace. For example, a pow- 
ered air-purifying respirator (PAPR) is much more protective 
than a typical negative pressure respirator, and may also be 
more comfortable to wear. A PAPR has a filter, cartridge, or 
canister to clean the air, and a power source which continu- 
ously blows filtered air into your breathing zone. Your 
employer might make a PAPR available to you to ease the 
burden of having to wear a respirator for long periods of time. 
The standard provides that you can obtain a PAPR upon 
request. 

Your employer must also start a Respiratory Protection 
Program. This program must include written procedures for 
the proper selection, use, cleaning, storage, and maintenance 
of respirator. 

Your employer must ensure that your respirator 
facepiece fits properly. Proper fit of a respirator facepiece is 
critical to your protection from airborne lead. Obtaining a 
proper fit on each employee may require your employer to 
make available several different types of respirator masks. To 
ensure that your respirator fits properly and that facepiece 
leakage is minimal, your employer must give you either a 
qualitative or quantitative fit test as specified in WAC 296- 
842-15005. 

(5) Protective work clothing and equipment—WAC 
296-155-17615. 

If you are exposed to lead above the PEL as an 8-hour 
TWA, without regard to your use of a respirator, or if you are 
exposed to lead compounds such as lead arsenate or lead 
azide which can cause skin and eye irritation, your employer 
must provide you with protective work clothing and equip- 
ment appropriate for the hazard. If work clothing is provided, 
it must be provided in a clean and dry condition at least 
weekly, and daily if your airborne exposure to lead is greater 
than 200 ug/m?. Appropriate protective work clothing and 
equipment can include coveralls or similar full-body work 
clothing, gloves, hats, shoes or disposable shoe coverlets, and 
face shields or vented goggles. Your employer is required to 
provide all such equipment at no cost to you. In addition, 
your employer is responsible for providing repairs and 
replacement as necessary, and also is responsible for the 
cleaning, laundering or disposal of protective clothing and 
equipment. 

The standard requires that your employer assure that you 
follow good work practices when you are working in areas 
where your exposure to lead may exceed the PEL. With 
respect to protective clothing and equipment, where appro- 
priate, the following procedures should be observed prior to 
beginning work: 

¢ Change into work clothing and shoe covers in 
the clean section of the designated changing 
areas; 
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+ Use work garments of appropriate protective 
gear, including respirator before entering the 
work area; and 

+ Store any clothing not worn under protective 
clothing in the designated changing area. 


Workers should follow these procedures upon leaving 
the work area: 


+ HEPA vacuum heavily contaminated protective 
work clothing while it is still being worn. At no 
time may lead be removed from protective cloth- 
ing by any means which result in uncontrolled 
dispersal of lead into the air; 

¢ Remove shoe covers and leave them in the work 
area; 

+ Remove protective clothing and gear in the dirty 
area of the designated changing area. Remove 
protective coveralls by carefully rolling down 
the garment to reduce exposure to dust. 

+ Remove respirator last; and 

+ Wash hands and face. 


Workers should follow these procedures upon finishing 
work for the day (in addition to procedures described above): 


+ Where applicable, place disposal coveralls and 
shoe covers with the abatement waste; 

+ Contaminated clothing which is to be cleaned, 
laundered or disposed of must be placed in 
closed containers in the change room. 

+ Clean protective gear, including respirator, 
according to standard procedures; 

+ Wash hands and face again. 


If showers are available, take a shower and wash hair. If 
shower facilities are not available at the work site, shower 
immediately at home and wash hair. 

(6) Housekeeping—WAC 296-155-17617. 

Your employer must establish a housekeeping program 
sufficient to maintain all surfaces as free as practicable of 
accumulations of lead dust. Vacuuming is the preferred 
method of meeting this requirement, and the use of com- 
pressed air to clean floors and other surfaces is generally pro- 
hibited unless removal with compressed air is done in con- 
junction with ventilation systems designed to contain disper- 
sal of the lead dust. Dry or wet sweeping, shoveling, or 
brushing may not be used except where vacuuming or other 
equally effective methods have been tried and do not work. 
Vacuums must be used equipped with a special filter called a 
high-efficiency particulate air (HEPA) filter and emptied in a 
manner which minimizes the reentry of lead into the work- 
place. 

(7) Hygiene facilities and practices—WAC 296-155- 
17619. 

The standard requires that hand washing facilities be 
provided where occupational exposure to lead occurs. In 
addition, change areas, showers (where feasible), and lunch- 
rooms or eating areas are to be made available to workers 
exposed to lead above the PEL. Your employer must assure 
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that except in these facilities, food and beverage is not pres- 
ent or consumed, tobacco products are not present or used, 
and cosmetics are not applied, where airborne exposures are 
above the PEL. Change rooms provided by your employer 
must be equipped with separate storage facilities for your 
protective clothing and equipment and street clothes to avoid 
cross-contamination. After showering, no required protective 
clothing or equipment worn during the shift may be worn 
home. It is important that contaminated clothing or equip- 
ment be removed in change areas and not be worn home or 
you will extend your exposure and expose your family since 
lead from your clothing can accumulate in your house, car, 
etc. 

Lunchrooms or eating areas may not be entered with pro- 
tective clothing or equipment unless surface dust has been 
removed by vacuuming, downdraft booth, or other cleaning 
method. Finally, workers exposed above the PEL must wash 
both their hands and faces prior to eating, drinking, smoking 
or applying cosmetics. 

All of the facilities and hygiene practices just discussed 
are essential to minimize additional sources of lead absorp- 
tion from inhalation or ingestion of lead that may accumulate 
on you, your clothes, or your possessions. Strict compliance 
with these provisions can virtually eliminate several sources 
of lead exposure which significantly contribute to excessive 
lead absorption. 

(8) Medical surveillance—WAC 296-155-17621. 

The medical surveillance program is part of the stan- 
dard's comprehensive approach to the prevention of lead- 
related disease. Its purpose is to supplement the main thrust 
of the standard which is aimed at minimizing airborne con- 
centrations of lead and sources of ingestion. Only medical 
surveillance can determine if the other provisions of the stan- 
dard have affectively protected you as an individual. Compli- 
ance with the standard's provision will protect most workers 
from the adverse effects of lead exposure, but may not be sat- 
isfactory to protect individual workers: 


+ Who have high body burdens of lead acquired 
over past years, 

+ Who have additional uncontrolled sources of 
nonoccupational lead exposure, 

+ Who exhibit unusual variations in lead absorp- 
tion rates, or 

¢ Who have specific nonwork related medical 
conditions which could be aggravated by lead 
exposure (e.g., renal disease, anemia). 


In addition, control systems may fail, or hygiene and res- 
pirator programs may be inadequate. Periodic medical sur- 
veillance of individual workers will help detect those failures. 
Medical surveillance will also be important to protect your 
reproductive ability—tregardless of whether you are a man or 
woman. 

All medical surveillance required by the standard must 
be performed by or under the supervision of a licensed physi- 
cian. The employer must provide required medical surveil- 
lance without cost to employees and at a reasonable time and 
place. The standard's medical surveillance program has two 
parts—periodic biological monitoring and medical examina- 
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tions. Your employer's obligation to offer you medical sur- 
veillance is triggered by the results of the air monitoring pro- 
gram. Full medical surveillance must be made available to all 
employees who are or may be exposed to lead in excess of the 
action level for more than ((thi#t¥)) 30 days a year and whose 
blood lead level exceeds 40 g/dl. Initial medical surveil- 
lance consisting of blood sampling and analysis for lead and 
zinc protoporphyrin must be provided to all employees 
exposed at any time (1 day) above the action level. 


Biological monitoring under the standard must be pro- 
vided at least every two months for the first ((s#x)) 6 months 
and every ((s#x)) 6 months thereafter until your blood lead 
level is below 40 ug/dl. A zinc protoporphyrin (ZPP) test is a 
very useful blood test which measures an adverse metabolic 
effect of lead on your body and is therefore an indicator of 
lead toxicity. 


If your BLL exceeds 40 ug/dl the monitoring frequency 
must be increased from every ((s#x)) 6 months to at least 
every two months and not reduced until two consecutive 
BLLs indicate a blood lead level below 40 ug/dl. Each time 
your BLL is determined to be over 40 g/dl, your employer 
must notify you of this in writing within ((fve)) 5 working 
days of their receipt of the test results. The employer must 
also inform you that the standard requires temporary medical 
removal with economic protection when your BLL exceeds 
50 g/dl. (See Discussion of medical removal protection— 
WAC 296-155-17623.) Anytime your BLL exceeds 50 ug/dl 
your employer must make available to you within two weeks 
of receipt of these test results a second follow-up BLL test to 
confirm your BLL. If the two tests both exceed 50 g/dl, and 
you are temporarily removed, then your employer must make 
successive BLL tests available to you on a monthly basis 
during the period of your removal. 


Medical examinations beyond the initial one must be 
made available on an annual basis if your blood lead level 
exceeds 40 g/dl at any time during the preceding year and 
you are being exposed above the airborne action level of 30 
ug/m? for ((thitty)) 30 or more days per year. The initial 
examination will provide information to establish a baseline 
to which subsequent data can be compared. 


An initial medical examination to consist of blood sam- 
pling and analysis for lead and zinc protoporphyrin must also 
be made available (prior to assignment) for each employee 
being assigned for the first time to an area where the airborne 
concentration of lead equals or exceeds the action level at any 
time. In addition, a medical examination or consultation must 
be made available as soon as possible if you notify your 
employer that you are experiencing signs or symptoms com- 
monly associated with lead poisoning or that you have diffi- 
culty breathing while wearing a respirator or during a respira- 
tor fit test. You must also be provided a medical examination 
or consultation if you notify your employer that you desire 
medical advice concerning the effects of current or past expo- 
sure to lead on your ability to procreate a healthy child. 


Finally, appropriate follow-up medical examinations or 
consultations may also be provided for employees who have 
been temporarily removed from exposure under the medical 
removal protection provisions of the standard. (See subsec- 
tion (9), below.) 
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The standard specifies the minimum content of preas- 
signment and annual medical examinations. The content of 
other types of medical examinations and consultations is left 
up to the sound discretion of the examining physician. Preas- 
signment and annual medical examinations must include: 


A detailed work history and medical history; 

A thorough physical examination, including an 
evaluation of your pulmonary status if you will 
be required to use a respirator; 

A blood pressure measurement; and 

A series of laboratory tests designed to check 
your blood chemistry and your kidney function. 


In addition, at any time upon your request, a laboratory 
evaluation of male fertility will be made (microscopic exam- 
ination of a sperm sample), or a pregnancy test will be given. 


The standard does not require that you participate in any 
of the medical procedures, tests, etc. which your employer is 
required to make available to you. Medical surveillance can, 
however, play a very important role in protecting your health. 
You are strongly encouraged, therefore, to participate in a 
meaningful fashion. The standard contains a multiple physi- 
cian review mechanism which will give you a chance to have 
a physician of your choice directly participate in the medical 
surveillance program. If you are dissatisfied with an exam- 
ination by a physician chosen by your employer, you can 
select a second physician to conduct an independent analysis. 
The two doctors would attempt to resolve any differences of 
opinion, and select a third physician to resolve any firm dis- 
pute. Generally your employer will choose the physician who 
conducts medical surveillance under the lead standard-unless 
you and your employer can agree on the choice of a physician 
or physicians. Some companies and unions have agreed in 
advance, for example, to use certain independent medical 
laboratories or panels of physicians. Any of these arrange- 
ments are acceptable so long as required medical surveillance 
is made available to workers. 

The standard requires your employer to provide certain 
information to a physician to aid in their examination of you. 
This information includes: 


+ The standard and its appendices, 

¢ A description of your duties as they relate to 
occupational lead exposure, 

+ Your exposure level or anticipated exposure 
level, 

¢ A description of any personal protective equip- 


ment you wear, 

Prior blood lead level results, and 

Prior written medical opinions concerning you 
that the employer has. 


After a medical examination or consultation the physi- 
cian must prepare a written report which must contain: 


+ The physician's opinion as to whether you have 
any medical condition which places you at 
increased risk of material impairment to health 
from exposure to lead, 
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Any recommended special protective measures 
to be provided to you, 

Any blood lead level determinations, and 

Any recommended limitation on your use of res- 
pirator. 


This last element must include a determination of 
whether you can wear a powered air purifying respirator 
(PAPR) if you are found unable to wear a negative pressure 
respirator. 

The medical surveillance program of the lead standard 
may at some point in time serve to notify certain workers that 
they have acquired a disease or other adverse medical condi- 
tion as a result of occupational lead exposure. If this is true, 
these workers might have legal rights to compensation from 
public agencies, their employers, firms that supply hazardous 
products to their employers, or other persons. Some states 
have laws, including worker compensation laws, that disal- 
low a worker who learns of a job-related health impairment to 
sue, unless the worker sues within a short period of time after 
learning of the impairment. (This period of time may be a 
matter of months or years.) An attorney can be consulted 
about these possibilities. It should be stressed that 
((W4ISHA)) DOSH is in no way trying to either encourage or 
discourage claims or lawsuits. However, since results of the 
standard's medical surveillance program can significantly 
affect the legal remedies of a worker who has acquired a job- 
related disease or impairment, it is proper for ((WHSHA)) 
DOSH to make you aware of this. 


The medical surveillance section of the standard also 
contains provisions dealing with chelation. Chelation is the 
use of certain drugs (administered in pill form or injected into 
the body) to reduce the amount of lead absorbed in body tis- 
sues. Experience accumulated by the medical and scientific 
communities has largely confirmed the effectiveness of this 
type of therapy for the treatment of very severe lead poison- 
ing. On the other hand, it has also been established that there 
can be a long list of extremely harmful side effects associated 
with the use of chelating agents. The medical community has 
balanced the advantages and disadvantages resulting from the 
use of chelating agents in various circumstances and has 
established when the use of these agents is acceptable. The 
standard includes these accepted limitations due to a history 
of abuse of chelation therapy by some lead companies. The 
most widely used chelating agents are calcium disodium 
EDTA, (Ca Na2 EDTA), Calcium Disodium Versenate 
(Versenate), and d-penicillamine (penicillamine or 
Cupramine). 

The standard prohibits "prophylactic chelation" of any 
employee by any person the employer retains, supervises or 
controls. "Prophylactic chelation" is the routine use of chelat- 
ing or similarly acting drugs to prevent elevated blood levels 
in workers who are occupationally exposed to lead, or the use 
of these drugs to routinely lower blood lead levels to predes- 
ignated concentrations believed to be "safe." It should be 
emphasized that where an employer takes a worker who has 
no symptoms of lead poisoning and has chelation carried out 
by a physician (either inside or outside of a hospital) solely to 
reduce the worker's blood lead level, that will generally be 
considered prophylactic chelation. The use of a hospital and 
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a physician does not mean that prophylactic chelation is not 
being performed. Routine chelation to prevent increased or 
reduce current blood lead levels is unacceptable whatever the 
setting. 

The standard allows the use of "therapeutic" or "diagnos- 
tic" chelation if administered under the supervision of a 
licensed physician in a clinical setting with thorough and 
appropriate medical monitoring. Therapeutic chelation 
responds to severe lead poisoning where there are marked 
symptoms. Diagnostic chelation involved giving a patient a 
dose of the drug then collecting all urine excreted for some 
period of time as an aid to the diagnosis of lead poisoning. 

In cases where the examining physician determines that 
chelation is appropriate, you must be notified in writing of 
this fact before such treatment. This will inform you of a 
potentially harmful treatment, and allow you to obtain a sec- 
ond opinion. 

(9) Medical removal protection—WAC 296-155- 
17623. 

Excessive lead absorption subjects you to increased risk 
of disease. Medical removal protection (MRP) is a means of 
protecting you when, for whatever reasons, other methods, 
such as engineering controls, work practices, and respirator, 
have failed to provide the protection you need. MRP involves 
the temporary removal of a worker from their regular job to a 
place of significantly lower exposure without any loss of 
earnings, seniority, or other employment rights or benefits. 
The purpose of this program is to cease further lead absorp- 
tion and allow your body to naturally excrete lead which has 
previously been absorbed. Temporary medical removal can 
result from an elevated blood lead level, or a medical opinion. 
For up to ((eighteen)) 18 months, or for as long as the job the 
employee was removed from lasts, protection is provided as 
a result of either form of removal. The vast majority of 
removed workers, however, will return to their former jobs 
long before this ((etghteen)) 18 month period expires. 

You may also be removed from exposure even if your 
blood lead level is below 50 u/dl if a final medical determina- 
tion indicates that you temporarily need reduced lead expo- 
sure for medical reasons. If the physician who is implement- 
ing your employers medical program makes a final written 
opinion recommending your removal or other special protec- 
tive measures, your employer must implement the physician's 
recommendation. If you are removed in this manner, you 
may only be returned when the doctor indicates that it is safe 
for you to do so. 

The standard does not give specific instructions dealing 
with what an employer must do with a removed worker. Your 
job assignment upon removal is a matter for you, your 
employer and your union (if any) to work out consistent with 
existing procedures for job assignments. Each removal must 
be accomplished in a manner consistent with existing collec- 
tive bargaining relationships. Your employer is given broad 
discretion to implement temporary removals so long as no 
attempt is made to override existing agreements. Similarly, a 
removed worker is provided no right to veto an employer's 
choice which satisfies the standard. 

In most cases, employers will likely transfer removed 
employees to other jobs with sufficiently low lead exposure. 
Alternatively, a worker's hours may be reduced so that the 
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time weighted average exposure is reduced, or they may be 
temporarily laid off if no other alternative is feasible. 

In all of these situation, MRP benefits must be provided 
during the period of removal—i.e., you continue to receive 
the same earnings, seniority, and other rights and benefits 
you would have had if you had not been removed. Earnings 
includes more than just your base wage; it includes overtime, 
shift differentials, incentives, and other compensation you 
would have earned if you had not been removed. During the 
period of removal you must also be provided with appropri- 
ate follow-up medical surveillance. If you were removed 
because your blood lead level was too high, you must be pro- 
vided with a monthly blood test. If a medical opinion caused 
your removal, you must be provided medical tests or exam- 
inations that the doctor believes to be appropriate. If you do 
not participate in this follow up medical surveillance, you 
may lose your eligibility for MRP benefits. 

When you are medically eligible to return to your former 
job, your employer must return you to your "former job sta- 
tus." This means that you are entitled to the position, wages, 
benefits, etc., you would have had if you had not been 
removed. If you would still be in your old job if no removal 
had occurred that is where you go back. If not, you are 
returned consistent with whatever job assignment discretion 
your employer would have had if no removal had occurred. 
MRP only seeks to maintain your rights, not expand them or 
diminish them. 

If you are removed under MRP and you are also eligible 
for worker compensation or other compensation for lost 
wages, your employer's MRP benefits obligation is reduced 
by the amount that you actually receive from these other 
sources. This is also true if you obtain other employment 
during the time you are laid off with MRP benefits. 

The standard also covers situations where an employer 
voluntarily removes a worker from exposure to lead due to 
the effects of lead on the employee's medical condition, even 
though the standard does not require removal. In these situa- 
tions MRP benefits must still be provided as though the stan- 
dard required removal. Finally, it is important to note that in 
all cases where removal is required, respirator cannot be used 
as a substitute. Respirator may be used before removal 
becomes necessary, but not as an alternative to a transfer to a 
low exposure job, or to a lay-off with MRP benefits. 

(10) Employee information and training—WAC 296- 
155-17625. 

Your employer is required to provide an information and 
training program for all employees exposed to lead above the 
action level or who may suffer skin or eye irritation from lead 
compounds such as lead arsenate or lead azide. The program 
must train these employees regarding the specific hazards 
associated with their work environment, protective measures 
which can be taken, including the contents of any compliance 
plan in effect, the danger of lead to their bodies (including 
their reproductive systems), and their rights under the stan- 
dard. All employees must be trained prior to initial assign- 
ment to areas where there is a possibility of exposure over the 
action level. 

This training program must also be provided at least 
annually thereafter unless further exposure above the action 
level will not occur. 
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(11) Signs—WAC 296-155-17627. 

The standard requires that the following warning sign be 
posted in work areas where the exposure to lead exceeds the 
PEL: 


DANGER LEAD WORK AREA 
MAY DAMAGE FERTILITY OR THE UNBORN CHILD 
CAUSES DAMAGE TO THE CENTRAL NERVOUS SYSTEM 
DO NOT EAT, DRINK OR SMOKE IN THIS AREA 


Prior to June 1, 2016, ((empleyers)) you may use the fol- 
lowing legend in lieu of that specified above: 


WARNING 
LEAD WORK AREA 
POISON 
NO SMOKING OR EATING 


(12) Recordkeeping—WAC 296-155-17629. 

Your employer is required to keep all records of expo- 
sure monitoring for airborne lead. These records must include 
the name and job classification of employees measured, 
details of the sampling and analytical techniques, the results 
of this sampling, and the type of respiratory protection being 
worn by the person sampled. Such records are to be retained 
for at least ((thiety)) 30 years. Your employer is also required 
to keep all records of biological monitoring and medical 
examination results. These records must include the names of 
the employees, the physician's written opinion, and a copy of 
the results of the examination. Medical records must be pre- 
served and maintained for the duration of employment plus 
((thizty)) 30 years. However, if the employee's duration of 
employment is less than one year, the employer need not 
retain that employee's medical records beyond the period of 
employment if they are provided to the employee upon termi- 
nation of employment. 

Recordkeeping is also required if you are temporarily 
removed from your job under the medical removal protection 
program. This record must include your name and Social 
Security number, the date of your removal and return, how 
the removal was or is being accomplished, and whether or not 
the reason for the removal was an elevated blood lead level. 
Your employer is required to keep each medical removal 
record only for as long as the duration of an employee's 
employment. 

The standard requires that if you request to see or copy 
environmental monitoring, blood lead level monitoring, or 
medical removal records, they must be made available to you 
or to a representative that you authorize. Your union also has 
access to these records. Medical records other than BLL's 
must also be provided upon request to you, to your physician 
or to any other person whom you may specifically designate. 
Your union does not have access to your personal medical 
records unless you authorize their access. 

(13) Observation of monitoring—WAC 296-155- 
17631. 

When air monitoring for lead is performed at your work- 
place as required by this standard, your employer must allow 
you or someone you designate to act as an observer of the 
monitoring. Observers are entitled to an explanation of the 
measurement procedure, and to record the results obtained. 
Since results will not normally be available at the time of the 
monitoring, observers are entitled to record or receive the 
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results of the monitoring when returned by the laboratory. 
Your employer is required to provide the observer with any 
personal protective devices required to be worn by employ- 
ees working in the area that is being monitored. The 
employer must require the observer to wear all such equip- 
ment and to comply with all other applicable safety and 
health procedures. 

(14) Startup date—WAC 296-155-17635. 

Employer obligations under the standard begin as of that 
date with full implementation of engineering controls as soon 
as possible but no later than within four months, and all other 
provisions completed as soon as possible, but no later than 
within two months from the effective date. 

(15) For additional information. 

(a) A copy of the standard for lead in construction can be 
obtained free of charge by calling or writing to the depart- 
ment of labor and industries, Post Office Box 44620, Mail- 
stop 44620, Olympia, Washington 98504-4620: Telephone 
(360) 956-5527. 

(b) Additional information about the standard, its 
enforcement, and your employer's compliance can be 
obtained from the nearest office listed in your telephone 
directory under the state of Washington, department of labor 
and industries. 


AMENDATORY SECTION (Amending WSR 93-22-054, 
filed 10/29/93, effective 12/10/93) 


WAC 296-155-17654 Appendix C to WAC 296-155- 
176—Medical surveillance guidelines. (1) Introduction. 

The primary purpose of the Washington Industrial 
Safety and Health Act of 1973 is to assure, so far as possible, 
safe and healthful working conditions for every working 
((maan-and-wemean)) person. The occupational health standard 
for lead in construction is designed to protect workers 
exposed to inorganic lead including metallic lead, all inor- 
ganic lead compounds and organic lead soaps. 

Under this standard occupational exposure to inorganic 
lead is to be limited to 50 ug/m? (micrograms per cubic 
meter) based on an ((eight-heur)) 8-hour time-weighted aver- 
age (TWA). This permissible exposure limit (PEL) must be 
achieved through a combination of engineering, work prac- 
tice and administrative controls to the extent feasible. Where 
these controls are in place but are found not to reduce 
employee exposures to or below the PEL, they must be used 
nonetheless, and supplemented with respirators to meet the 
50 g/m? exposure limit. 

The standard also provides for a program of biological 
monitoring for employees exposed to lead above the action 
level at any time, and additional medical surveillance for all 
employees exposed to levels of inorganic lead above 30 
ug/m? (TWA) for more than ((thitty)) 30 days per year and 
whose BLL exceeds 40 pg/dl. 

The purpose of this document is to outline the medical 
surveillance provisions of the standard for inorganic lead in 
construction, and to provide further information to the physi- 
cian regarding the examination and evaluation of workers 
exposed to inorganic lead. 

Subsection (2) provides a detailed description of the 
monitoring procedure including the required frequency of 
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blood testing for exposed workers, provisions for medical 
removal protection (MRP), the recommended right of the 
employee to a second medical opinion, and notification and 
recordkeeping requirements of the employer. A discussion of 
the requirements for respirator use and respirator monitoring 
and ((WISHA‘s)) DOSH's position on prophylactic chelation 
therapy are also included in this subsection. 

Subsection (3) discusses the toxic effects and clinical 
manifestations of lead poisoning and effects of lead intoxica- 
tion on enzymatic pathways in heme synthesis. The adverse 
effects on both male and female reproductive capacity and on 
the fetus are also discussed. 

Subsection (4) outlines the recommended medical evalu- 
ation of the worker exposed to inorganic lead, including 
details of the medical history, physical examination, and rec- 
ommended laboratory tests, which are based on the toxic 
effects of lead as discussed in subsection (3). 

Subsection (5) provides detailed information concerning 
the laboratory tests available for the monitoring of exposed 
workers. Included also is a discussion of the relative value of 
each test and the limitations and precautions which are neces- 
sary in the interpretation of the laboratory results. 

(2) Medical surveillance and monitoring require- 
ments for workers exposed to inorganic lead. 

Under the standard for inorganic lead in the construction 
industry, initial medical surveillance consisting of biological 
monitoring to include blood lead and ZPP level determina- 
tion ((shaH)) must be provided to employees exposed to lead 
at or above the action level on any one day. In addition, a pro- 
gram of biological monitoring is to be made available to all 
employees exposed above the action level at any time and 
additional medical surveillance is to be made available to all 
employees exposed to lead above 30 ug/m? TWA for more 
than ((thitty)) 30 days each year and whose BLL exceeds 40 
ug/dl. This program consists of periodic blood sampling and 
medical evaluation to be performed on a schedule which is 
defined by previous laboratory results, worker complaints or 
concerns, and the clinical assessment of the examining physi- 
cian. 

Under this program, the blood lead level (BLL) of all 
employees who are exposed to lead above 30 ug/m’? for more 
than ((thi#ty)) 30 days per year or whose blood lead is above 
40 ug/dl but exposed for no more than ((thirty)) 30 days per 
year is to be determined at least every two months for the first 
((st<)) 6 months of exposure and every ((s#)) 6 months there- 
after. The frequency is increased to every two months for 
employees whose last blood lead level was 40 g/dl or above. 
For employees who are removed from exposure to lead due to 
an elevated blood lead, a new blood lead level must be mea- 
sured monthly. A zinc protoporphyrin (ZPP) measurement is 
strongly recommended on each occasion that a blood lead 
level measurement is made. 

An annual medical examination and consultation per- 
formed under the guidelines discussed in subsection (4) is to 
be made available to each employee exposed above 30 g/m? 
for more than ((thitty)) 30 days per year for whom a blood 
test conducted at any time during the preceding ((#velve)) 12 
months indicated a blood lead level at or above 40 pg/dl. 
Also, an examination is to be given to all employees prior to 
their assignment to an area in which airborne lead concentra- 
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tions reach or exceed the 30 g/m? for more than ((thirty)) 30 
days per year. In addition, a medical examination must be 
provided as soon as possible after notification by an 
employee that the employee has developed signs or symp- 
toms commonly associated with lead intoxication, that the 
employee desires medical advice regarding lead exposure 
and the ability to procreate a healthy child, or that the 
employee has demonstrated difficulty in breathing during a 
respirator fitting test or during respirator use. An examination 
is also to be made available to each employee removed from 
exposure to lead due to a risk of sustaining material impair- 
ment to health, or otherwise limited or specially protected 
pursuant to medical recommendations. 

Results of biological monitoring or the recommenda- 
tions of an examining physician may necessitate removal of 
an employee from further lead exposure pursuant to the stan- 
dard's medical removal protection (MRP) program. The 
object of the MRP program is to provide temporary medical 
removal to workers either with substantially elevated blood 
lead levels or otherwise at risk of sustaining material health 
impairment from continued substantial exposure to lead. 

Under the standard's ultimate worker removal criteria, a 
worker is to be removed from any work having an ((eight)) 8 
hour TWA exposure to lead of 30 g/m? when their blood 
lead level reaches 50 g/dl and is confirmed by a second fol- 
low-up blood lead level performed within two weeks after the 
employer receives the results of the first blood sampling test. 
Return of the employee to their job status depends on a 
worker's blood lead level declining to 40 ug/dl. 

As part of the standard, the employer is required to notify 
in writing each employee whose blood lead level exceeds 40 
ug/dl. In addition each such employee is to be informed that 
the standard requires medical removal with MRP benefits, 
discussed below, when an employee's blood lead level 
exceeds the above defined limit. 

In addition to the above blood lead level criterion, tem- 
porary worker removal may also take place as a result of 
medical determinations and recommendations. Written med- 
ical opinions must be prepared after each examination pursu- 
ant to the standard. If the examining physician includes a 
medical finding, determination or opinion that the employee 
has a medical condition which places the employee at 
increased risk of material health impairment from exposure 
to lead, then the employee must be removed from exposure to 
lead at or above 30 ug/m?. Alternatively, if the examining 
physician recommends special protective measures for an 
employee (e.g., use of a powered air purifying respirator) or 
recommends limitations on an employee's exposure to lead, 
then the employer must implement these recommendations. 

Recommendations may be more stringent than the spe- 
cific provisions of the standard. The examining physician, 
therefore, is given broad flexibility to tailor special protective 
procedures to the needs of individual employees. This flexi- 
bility extends to the evaluation and management of pregnant 
workers and male and female workers who are planning to 
raise children. Based on the history, physical examination, 
and laboratory studies, the physician might recommend spe- 
cial protective measures or medical removal for an employee 
who is pregnant or who is planning to conceive a child when, 
in the physician's judgment, continued exposure to lead at the 
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current job would pose a significant risk. The return of the 
employee to their former job status, or the removal of special 
protections or limitations, depends upon the examining phy- 
sician determining that the employee is no longer at increased 
risk of material impairment or that special measures are no 
longer needed. 

During the period of any form of special protection or 
removal, the employer must maintain the worker's earnings, 
seniority, and other employment rights and benefits (as 
though the worker had not been removed) for a period of up 
to ((etghteen)) 18 months or for as long as the job the 
employee was removed from lasts if less than eighteen 
months. This economic protection will maximize meaningful 
worker participation in the medical surveillance program, 
and is appropriate as part of the employer's overall obligation 
to provide a safe and healthful workplace. The provisions of 
MRP benefits during the employee's removal period may, 
however, be conditioned upon participation in medical sur- 
veillance. 

The lead standard provides for a multiple physician 
review in cases where the employee wishes a second opinion 
concerning potential lead poisoning or toxicity. If an 
employee wishes a second opinion, they can make an 
appointment with a physician of their choice. This second 
physician will review the findings, recommendations or 
determinations of the first physician and conduct any exam- 
inations, consultations or tests deemed necessary in an 
attempt to make a final medical determination. If the first and 
second physicians do not agree in their assessment they must 
try to resolve their differences. If they cannot reach an agree- 
ment then they must designate a third physician to resolve the 
dispute. 

The employer must provide examining and consulting 
physicians with the following specific information: A copy of 
the lead regulations and all appendices, a description of the 
employee's duties as related to exposure, the exposure level 
or anticipated level to lead and any other toxic substances (if 
applicable), a description of personal protective equipment 
used, blood lead levels, and all prior written medical opinions 
regarding the employee in the employer's possession or con- 
trol. The employer must also obtain from the physician and 
provide the employee with a written medical opinion contain- 
ing blood lead levels, the physician's opinion as to whether 
the employee is at risk of material impairment to health, any 
recommended protective measures for the employee if fur- 
ther exposure is permitted, as well as any recommended lim- 
itations upon an employee's use of respirators. 

Employers must instruct each physician not to reveal to 
the employer in writing or in any other way their findings, 
laboratory results, or diagnoses which are felt to be unrelated 
to occupational lead exposure. They must also instruct each 
physician to advise the employee of any occupationally or 
non-occupationally related medical condition requiring fur- 
ther treatment or evaluation. 

The standard provides for the use of respirators where 
engineering and other primary controls are not effective. 
However, the use of respirator protection ((shaH)) must not 
be used in lieu of temporary medical removal due to elevated 
blood lead levels or findings that an employee is at risk of 
material health impairment. This is based on the numerous 
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inadequacies of respirators including skin rash where the 
facepiece makes contact with the skin, unacceptable stress to 
breathing in some workers with underlying cardiopulmonary 
impairment, difficulty in providing adequate fit, the tendency 
for respirators to create additional hazards by interfering with 
vision, hearing, and mobility, and the difficulties of assuring 
the maximum effectiveness of a complicated work practice 
program involving respirators. Respirators do, however, 
serve a useful function where engineering and work practice 
controls are inadequate by providing supplementary, interim, 
or short-term protection, provided they are properly selected 
for the environment in which the employee will be working, 
properly fitted to the employee, maintained and cleaned peri- 
odically, and worn by the employee when required. 


In its standard on occupational exposure to inorganic 
lead in the construction industry, (WISHA)) DOSH has pro- 
hibited prophylactic chelation. Diagnostic and therapeutic 
chelation are permitted only under the supervision of a 
licensed physician with appropriate medical monitoring in an 
acceptable clinical setting. The decision to initiate chelation 
therapy must be made on an individual basis and take into 
account the severity of symptoms felt to be a result of lead 
toxicity along with blood lead levels, ZPP levels, and other 
laboratory tests as appropriate. EDTA and penicillamine 
which are the primary chelating agents used in the therapy of 
occupational lead poisoning have significant potential side 
effects and their use must be justified on the basis of expected 
benefits to the worker. Unless frank and severe symptoms are 
present, therapeutic chelation is not recommended, given the 
opportunity to remove a worker from exposure and allow the 
body to naturally excrete accumulated lead. As a diagnostic 
aid, the chelation mobilization test using CA-EDTA has lim- 
ited applicability. According to some investigators, the test 
can differentiate between lead-induced and other nephropa- 
thies. The test may also provide an estimation of the mobile 
fraction of the total body lead burden. 


Employers are required to assure that accurate records 
are maintained on exposure assessment, including environ- 
mental monitoring, medical surveillance, and medical 
removal for each employee. Exposure assessment records 
must be kept for at least ((thitty)) 30 years. Medical surveil- 
lance records must be kept for the duration of employment 
plus ((thirty)) 30 years except in cases where the employment 
was less than one year. If duration of employment is less than 
one year, the employer need not retain this record beyond the 
term of employment if the record is provided to the employee 
upon termination of employment. Medical removal records 
also must be maintained for the duration of employment. All 
records required under the standard must be made available 
upon request to the director. Employers must also make envi- 
ronmental and biological monitoring and medical removal 
records available to affected employees and to former 
employees or their authorized employee representatives. 
Employees or their specifically designated representatives 
have access to their entire medical surveillance records. 


In addition, the standard requires that the employer 
inform all workers exposed to lead at or above 30 pg/m? of 
the provisions of the standard and all its appendices, the pur- 
pose and description of medical surveillance and provisions 
for medical removal protection if temporary removal is 
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required. An understanding of the potential health effects of 
lead exposure by all exposed employees along with full 
understanding of their rights under the lead standard is essen- 
tial for an effective monitoring program. 

(3) Adverse health effects of inorganic lead. 

Although the toxicity of lead has been known for 2,000 
years, the knowledge of the complex relationship between 
lead exposure and human response is still being refined. Sig- 
nificant research into the toxic properties of lead continues 
throughout the world, and it should be anticipated that our 
understanding of thresholds of effects and margins of safety 
will be improved in future years. The provisions of the lead 
standard are founded on two prime medical judgments: First, 
the prevention of adverse health effects from exposure to lead 
throughout a working lifetime requires that worker blood 
lead levels be maintained at or below 40 g/dl and second, 
the blood lead levels of workers, male or female, who intend 
to parent in the near future should be maintained below 30 
ug/dl to minimize adverse reproductive health effects to the 
parents and developing fetus. The adverse effects of lead on 
reproduction are being actively researched and ((WISHA)) 
DOSH encourages the physician to remain abreast of recent 
developments in the area to best advise pregnant workers or 
workers planning to conceive children. 

The spectrum of health effects caused by lead exposure 
can be subdivided into ((#ve)) 5 developmental stages: Nor- 
mal, physiological changes of uncertain significance, patho- 
physiological changes, overt symptoms (morbidity), and 
mortality. Within this process there are no sharp distinctions, 
but rather a continuum of effects. Boundaries between cate- 
gories overlap due to the wide variation of individual 
responses and exposures in the working population. 
((WSHA's)) DOSH's development of the lead standard 
focused on pathophysiological changes as well as later stages 
of disease. 

(a) Heme synthesis inhibition. The earliest demon- 
strated effect of lead involves its ability to inhibit at least two 
enzymes of the heme synthesis pathway at very low blood 
levels. Inhibition of delta aminolevulinic acid dehydrase 
(ALA-D) which catalyzes the conversion of delta-amino- 
levulinic acid (ALA) to protoporphyrin is observed at a blood 
lead level below 20 ug/dl. At a blood lead level of 40 g/dl, 
more than 20% of the population would have 70% inhibition 
of ALA-D. There is an exponential increase in ALA excre- 
tion at blood lead levels greater than 40 pg/dl. 

Another enzyme, ferrochelatase, is also inhibited at low 
blood lead levels. Inhibition of ferrochelatase leads to 
increased free erythrocyte protoporphyrin (FEP) in the blood 
which can then bind to zinc to yield zinc protoporphyrin. At 
a blood lead level of 50 ug/dl or greater, nearly 100% of the 
population will have an increase in FEP. There is also an 
exponential relationship between blood lead levels greater 
than 40 g/dl and the associated ZPP level, which has led to 
the development of the ZPP screening test for lead exposure. 

While the significance of these effects is subject to 
debate, it is (WISHA’s)) DOSH's position that these enzyme 
disturbances are early stages of a disease process which may 
eventually result in the clinical symptoms of lead poisoning. 
Whether or not the effects do progress to the later stages of 
clinical disease, disruption of these enzyme processes over a 
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working lifetime is considered to be a material impairment of 
health. 

One of the eventual results of lead-induced inhibition of 
enzymes in the heme synthesis pathway is anemia which can 
be asymptomatic if mild but associated with a wide array of 
symptoms including dizziness, fatigue, and tachycardia when 
more severe. Studies have indicated that lead levels as low as 
50 g/dl can be associated with a definite decreased hemo- 
globin, although most cases of lead-induced anemia, as well 
as shortened red-cell survival times, occur at lead levels 
exceeding 80 ug/dl. Inhibited hemoglobin synthesis is more 
common in chronic cases whereas shortened erythrocyte life 
span is more common in acute cases. 

In lead-induced anemias, there is usually a reticulocyto- 
sis along with the presence of basophilic stippling, and ringed 
sideroblasts, although none of the above are pathognomonic 
for lead-induced anemia. 

(b) Neurological effects. Inorganic lead has been found 
to have toxic effects on both the central and peripheral ner- 
vous systems. The earliest stages of lead-induced central ner- 
vous system effects first manifest themselves in the form of 
behavioral disturbances and central nervous system symp- 
toms including irritability, restlessness, insomnia and other 
sleep disturbances, fatigue, vertigo, headache, poor memory, 
tremor, depression, and apathy. With more severe exposure, 
symptoms can progress to drowsiness, stupor, hallucinations, 
delirium, convulsions and coma. 

The most severe and acute form of lead poisoning which 
usually follows ingestion or inhalation of large amounts of 
lead is acute encephalopathy which may arise precipitously 
with the onset of intractable seizures, coma, cardiorespiratory 
arrest, and death within ((ferty-eight)) 48 hours. 

While there is disagreement about what exposure levels 
are needed to produce the earliest symptoms, most experts 
agree that symptoms definitely can occur at blood lead levels 
of 60 ug/dl whole blood and therefore recommend a 40 ug/dl 
maximum. The central nervous system effects frequently are 
not reversible following discontinued exposure or chelation 
therapy and when improvement does occur, it is almost 
always only partial. 

The peripheral neuropathy resulting from lead exposure 
characteristically involves only motor function with minimal 
sensory damage and has a marked predilection for the exten- 
sor muscles of the most active extremity. The peripheral neu- 
ropathy can occur with varying degrees of severity. The ear- 
liest and mildest form which can be detected in workers with 
blood lead levels as low as 50 g/dl is manifested by slowing 
of motor nerve conduction velocity often without clinical 
symptoms. With progression of the neuropathy there is devel- 
opment of painless extensor muscle weakness usually involv- 
ing the extensor muscles of the fingers and hand in the most 
active upper extremity, followed in severe cases by wrist 
drop or, much less commonly, foot drop. 

In addition to slowing of nerve conduction, electromyo- 
graphical studies in patients with blood lead levels greater 
than 50 ug/dl have demonstrated a decrease in the number of 
acting motor unit potentials, an increase in the duration of 
motor unit potentials, and spontaneous pathological activity 
including fibrillations and fasciculations. Whether these 
effects occur at levels of 40 ug/dl is undetermined. 
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While the peripheral neuropathies can occasionally be 
reversed with therapy, again such recovery is not assured par- 
ticularly in the more severe neuropathies and often improve- 
ment is only partial. The lack of reversibility is felt to be due 
in part to segmental demyelination. 

(c) Gastrointestinal. Lead may also affect the gastroin- 
testinal system producing abdominal colic or diffuse abdom- 
inal pain, constipation, obstipation, diarrhea, anorexia, nau- 
sea and vomiting. Lead colic rarely develops at blood lead 
levels below 80 pg/dl. 

(d) Renal. Renal toxicity represents one of the most seri- 
ous health effects of lead poisoning. In the early stages of dis- 
ease nuclear inclusion bodies can frequently be identified in 
proximal renal tubular cells. Renal function remains normal 
and the changes in this stage are probably reversible. With 
more advanced disease there is progressive interstitial fibro- 
sis and impaired renal function. Eventually extensive intersti- 
tial fibrosis ensues with sclerotic glomeruli and dilated and 
atrophied proximal tubules; all represent end stage kidney 
disease. Azotemia can be progressive, eventually resulting in 
frank uremia necessitating dialysis. There is occasionally 
associated hypertension and hyperuricemia with or without 
gout. 

Early kidney disease is difficult to detect. The urinalysis 
is normal in early lead nephropathy and the blood urea nitro- 
gen and serum creatinine increase only when two-thirds of 
kidney function is lost. Measurement of creatinine clearance 
can often detect earlier disease as can other methods of mea- 
surement of glomerular filtration rate. An abnormal Ca- 
EDTA mobilization test has been used to differentiate 
between lead-induced and other nephropathies, but this pro- 
cedure is not widely accepted. A form of Fanconi syndrome 
with aminoaciduria, glycosuria, and hyperphosphaturia indi- 
cating severe injury to the proximal renal tubules is occasion- 
ally seen in children. 

(e) Reproductive effects. Exposure to lead can have 
serious effects on reproductive function in both males and 
females. In male workers exposed to lead there can be a 
decrease in sexual drive, impotence, decreased ability to pro- 
duce healthy sperm, and sterility. Malformed sperm (terato- 
spermia), decreased number of sperm (hypospermia), and 
sperm with decreased motility (asthenospermia) can all 
occur. Teratospermia has been noted at mean blood lead lev- 
els of 53 g/dl and hypospermia and asthenospermia at 41 
ug/dl. Furthermore, there appears to be a dose-response rela- 
tionship for teratospermia in lead exposed workers. 

Women exposed to lead may experience menstrual dis- 
turbances including dysmenorrhea, menorrhagia and amen- 
orrhea. Following exposure to lead, women have a higher fre- 
quency of sterility, premature births, spontaneous miscar- 
riages, and stillbirths. 

Germ cells can be affected by lead and cause genetic 
damage in the egg or sperm cells before conception and result 
in failure to implant, miscarriage, stillbirth, or birth defects. 

Infants of mothers with lead poisoning have a higher 
mortality during the first year and suffer from lowered birth 
weights, slower growth, and nervous system disorders. 

Lead can pass through the placental barrier and lead lev- 
els in the mother's blood are comparable to concentrations of 
lead in the umbilical cord at birth. Transplacental passage 
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becomes detectable at 12-14 weeks of gestation and increases 
until birth. 


There is little direct data on damage to the fetus from 
exposure to lead but it is generally assumed that the fetus and 
newborn would be at least as susceptible to neurological 
damage as young children. Blood lead levels of 50-60 ug/dl 
in children can cause significant neurobehavioral impair- 
ments and there is evidence of hyperactivity at blood levels as 
low as 25 g/dl. Given the overall body of literature concern- 
ing the adverse health effects of lead in children, (W4ISHA)) 
DOSH feels that the blood lead level in children should be 
maintained below 30 ug/dl with a population mean of 15 
ug/dl. Blood lead levels in the fetus and newborn likewise 
should not exceed 30 pg/dl. 


Because of lead's ability to pass through the placental 
barrier and also because of the demonstrated adverse effects 
of lead on reproductive function in both the male and female 
as well as the risk of genetic damage of lead on both the ovum 
and sperm, ((WSHA)) DOSH recommends a 30 ug/dl maxi- 
mum permissible blood lead level in both males and females 
who wish to bear children. 


(f) Other toxic effects. Debate and research continue on 
the effects of lead on the human body. Hypertension has fre- 
quently been noted in occupationally exposed individuals 
although it is difficult to assess whether this is due to lead's 
adverse effects on the kidney or if some other mechanism is 
involved. Vascular and electrocardiographic changes have 
been detected but have not been well characterized. Lead is 
thought to impair thyroid function and interfere with the pitu- 
itary-adrenal axis, but again these effects have not been well 
defined. 


(4) Medical evaluation. 


The most important principle in evaluating a worker for 
any occupational disease including lead poisoning is a high 
index of suspicion on the part of the examining physician. As 
discussed in section (3), lead can affect numerous organ sys- 
tems and produce a wide array of signs and symptoms, most 
of which are non-specific and subtle in nature at least in the 
early stages of disease. Unless serious concern for lead toxic- 
ity is present, many of the early clues to diagnosis may easily 
be overlooked. 


The crucial initial step in the medical evaluation is rec- 
ognizing that a worker's employment can result in exposure 
to lead. The worker will frequently be able to define expo- 
sures to lead and lead containing materials but often will not 
volunteer this information unless specifically asked. In other 
situations the worker may not know of any exposures to lead 
but the suspicion might be raised on the part of the physician 
because of the industry or occupation of the worker. Potential 
occupational exposure to lead and its compounds occur in 
many occupations in the construction industry, including 
demolition and salvaging operations, removal or encapsula- 
tion of materials containing lead, construction, alteration, 
repair or renovation of structures containing lead, transporta- 
tion, disposal, storage or containment of lead or lead-contain- 
ing materials on construction sites, and maintenance opera- 
tions associated with construction activities. 


Once the possibility for lead exposure is raised, the focus 
can then be directed toward eliciting information from the 
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medical history, physical exam, and finally from laboratory 
data to evaluate the worker for potential lead toxicity. 

A complete and detailed work history is important in the 
initial evaluation. A listing of all previous employment with 
information on job description, exposure to fumes or dust, 
known exposures to lead or other toxic substances, a descrip- 
tion of any personal protective equipment used, and previous 
medical surveillance should all be included in the worker's 
record. Where exposure to lead is suspected, information 
concerning on-the-job personal hygiene, smoking or eating 
habits in work areas, laundry procedures, and use of any pro- 
tective clothing or respiratory protection equipment should 
be noted. A complete work history is essential in the medical 
evaluation of a worker with suspected lead toxicity, espe- 
cially when long term effects such as neurotoxicity and neph- 
rotoxicity are considered. 

The medical history is also of fundamental importance 
and should include a listing of all past and current medical 
conditions, current medications including proprietary drug 
intake, previous surgeries and hospitalizations, allergies, 
smoking history, alcohol consumption, and also nonoccupa- 
tional lead exposures such as hobbies (hunting, riflery). Also 
known childhood exposures should be elicited. Any previous 
history of hematological, neurological, gastrointestinal, 
renal, psychological, gynecological, genetic, or reproductive 
problems should be specifically noted. 

A careful and complete review of systems must be per- 
formed to assess both recognized complaints and subtle or 
slowly acquired symptoms which the worker might not 
appreciate as being significant. The review of symptoms 
should include the following: 

+ General—Weight loss, fatigue, decreased appe- 
tite. 

+ Head, eyes, ears, nose, throat (HEENT)—Head- 
aches, visual disturbances or decreased visual 
acuity, hearing deficits or tinnitus, pigmentation 
of the oral mucosa, or metallic taste in mouth. 

+  Cardio-pulmonary—Shortness of breath, cough, 
chest pains, palpitations, or orthopnea. 

+ Gastrointestinal—Nausea, vomiting, heartburn, 
abdominal pain, constipation or diarrhea. 

+ Neurologic—Irritability, insomnia, weakness 
(fatigue), dizziness, loss of memory, confusion, 
hallucinations, incoordination, ataxia, decreased 
strength in hands or feet, disturbances in gait, 
difficulty in climbing stairs, or seizures. 

+ Hematologic—Pallor, easy fatigability, abnor- 
mal blood loss, melena. 

+ Reproductive (male and female and spouse 
where relevant)—History of infertility, impo- 
tence, loss of libido, abnormal menstrual peri- 
ods, history of miscarriages, stillbirths, or chil- 
dren with birth defects. 

+ Musculo-skeletal—Muscle and joint pains. 

The physical examination should emphasize the neuro- 


logical, gastrointestinal, and cardiovascular systems. The 
worker's weight and blood pressure should be recorded and 
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the oral mucosa checked for pigmentation characteristic of a 
possible Burtonian or lead line on the gingiva. It should be 
noted, however, that the lead line may not be present even in 
severe lead poisoning if good oral hygiene is practiced. 


The presence of pallor on skin examination may indicate 
an anemia which, if severe, might also be associated with a 
tachycardia. If an anemia is suspected, an active search for 
blood loss should be undertaken including potential blood 
loss through the gastrointestinal tract. 


A complete neurological examination should include an 
adequate mental status evaluation including a search for 
behavioral and psychological disturbances, memory testing, 
evaluation for irritability, insomnia, hallucinations, and men- 
tal clouding. Gait and coordination should be examined along 
with close observation for tremor. A detailed evaluation of 
peripheral nerve function including careful sensory and 
motor function testing is warranted. Strength testing particu- 
larly of extensor muscle groups of all extremities is of funda- 
mental importance. 


Cranial nerve evaluation should also be included in the 
routine examination. 


The abdominal examination should include auscultation 
for bowel sounds and abdominal bruits and palpation for 
organomegaly, masses, and diffuse abdominal tenderness. 


Cardiovascular examination should evaluate possible 
early signs of congestive heart failure. Pulmonary status 
should be addressed particularly if respirator protection is 
contemplated. 


As part of the medical evaluation, the lead standard 
requires the following laboratory studies: 


¢ Blood lead level. 

+ Hemoglobin and hematocrit determinations, red 
cell indices, and examination of the peripheral 
blood smear to evaluate red blood cell morphol- 
ogy. 

+ Blood urea nitrogen. 

+ Serum creatinine. 

+ Routine urinalysis with microscopic examina- 
tion. 

¢ A zinc protoporphyrin level. 


In addition to the above, the physician is authorized to 
order any further laboratory or other tests which they deem 
necessary in accordance with sound medical practice. The 
evaluation must also include pregnancy testing or laboratory 
evaluation of male fertility if requested by the employee. 
Additional tests which are probably not warranted on a rou- 
tine basis but may be appropriate when blood lead and ZPP 
levels are equivocal include delta aminolevulinic acid and 
coproporphyrin concentrations in the urine, and dark-field 
illumination for detection of basophilic stippling in red blood 
cells. 


If an anemia is detected further studies including a care- 
ful examination of the peripheral smear, reticulocyte count, 
stool for occult blood, serum iron, total iron binding capacity, 
bilirubin, and, if appropriate, vitamin B12 and folate may be 
of value in attempting to identify the cause of the anemia. 
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Ifa peripheral neuropathy is suspected, nerve conduction 
studies are warranted both for diagnosis and as a basis to 
monitor any therapy. 

If renal disease is questioned, a ((@venty-feur)) 24 hour 
urine collection for creatinine clearance, protein, and electro- 
lytes may be indicated. Elevated uric acid levels may result 
from lead-induced renal disease and a serum uric acid level 
might be performed. 

An electrocardiogram and chest X ray may be obtained 
as deemed appropriate. 

Sophisticated and highly specialized testing should not 
be done routinely and where indicated should be under the 
direction of a specialist. 

(5) Laboratory evaluation. 

The blood lead level at present remains the single most 
important test to monitor lead exposure and is the test used in 
the medical surveillance program under the lead standard to 
guide employee medical removal. The ZPP has several 
advantages over the blood lead level. Because of its relatively 
recent development and the lack of extensive data concerning 
its interpretation, the ZPP currently remains an ancillary test. 

This section will discuss the blood lead level and ZPP in 
detail and will outline their relative advantages and disadvan- 
tages. Other blood tests currently available to evaluate lead 
exposure will also be reviewed. 

The blood lead level is a good index of current or recent 
lead absorption when there is no anemia present and when the 
worker has not taken any chelating agents. However, blood 
lead levels along with urinary lead levels do not necessarily 
indicate the total body burden of lead and are not adequate 
measures of past exposure. One reason for this is that lead has 
a high affinity for bone and up to 90% of the body's total lead 
is deposited there. A very important component of the total 
lead body burden is lead in soft tissue (liver, kidney, and 
brain). This fraction of the lead body burden, the biologically 
active lead, is not entirely reflected by blood lead levels since 
it is a function of the dynamics of lead absorption, distribu- 
tion, deposition in bone and excretion. Following discontinu- 
ation of exposure to lead, the excess body burden is only 
slowly mobilized from bone and other relatively stable body 
stores and excreted. Consequently, a high blood lead level 
may only represent recent heavy exposure to lead without a 
significant total body excess and likewise a low blood lead 
level does not exclude an elevated total body burden of lead. 

Also due to its correlation with recent exposures, the 
blood lead level may vary considerably over short time inter- 
vals. 

To minimize laboratory error and erroneous results due 
to contamination, blood specimens must be carefully col- 
lected after thorough cleaning of the skin with appropriate 
methods using lead-free blood containers and analyzed by a 
reliable laboratory. Under the standard, samples must be ana- 
lyzed in laboratories which are approved by OSHA. Analysis 
is to be made using atomic absorption spectrophotometry, 
anodic stripping voltammetry or any method which meets the 
accuracy requirements set forth by the standard. 

The determination of lead in urine is generally consid- 
ered a less reliable monitoring technique than analysis of 
whole blood primarily due to individual variability in urinary 
excretion capacity as well as the technical difficulty of 


Permanent [ 102 ] 


Washington State Register, Issue 16-09 


obtaining accurate ((#venty-feur)) 24 hour urine collections. 
In addition, workers with renal insufficiency, whether due to 
lead or some other cause, may have decreased lead clearance 
and consequently urine lead levels may underestimate the 
true lead burden. Therefore, urine lead levels should not be 
used as a routine test. 

The zinc protoporphyrin test, unlike the blood lead deter- 
mination, measures an adverse metabolic effect of lead and as 
such is a better indicator of lead toxicity than the level of 
blood lead itself. The level of ZPP reflects lead absorption 
over the preceding three to four months, and therefore is a 
better indicator of lead body burden. The ZPP requires more 
time than the blood lead to read significantly elevated levels; 
the return to normal after discontinuing lead exposure is also 
slower. Furthermore, the ZPP test is simpler, faster, and less 
expensive to perform and no contamination is possible. Many 
investigators believe it is the most reliable means of monitor- 
ing chronic lead absorption. 

Zinc protoporphyrin results from the inhibition of the 
enzyme ferrochelatase which catalyzes the insertion of an 
iron molecule into the protoporphyrin molecule, which then 
becomes heme. If iron is not inserted into the molecule then 
zinc, having a greater affinity for protoporphyrin, takes the 
place of the iron, forming ZPP. 

An elevation in the level of circulating ZPP may occur at 
blood lead levels as low as 20-30 ug/dl in some workers. 
Once the blood lead level has reached 40 ug/dl there is more 
marked rise in the ZPP value from its normal range of less 
than 100 pg/dl 100 ml. Increases in blood lead levels beyond 
40 ug/100 g are associated with exponential increases in ZPP. 

Whereas blood lead levels fluctuate over short time 
spans, ZPP levels remain relatively stable. ZPP is measured 
directly in red blood cells and is present for the cell's entire 
120 day life-span. Therefore, the ZPP level in blood reflects 
the average ZPP production over the previous 3-4 months 
and consequently the average lead exposure during that time 
interval. 

It is recommended that a hematocrit be determined 
whenever a confirmed ZPP of 50 pg/100 ml whole blood is 
obtained to rule out a significant underlying anemia. If the 
ZPP is in excess of 100 ug/100 ml and not associated with 
abnormal elevations in blood lead levels, the laboratory 
should be checked to be sure that blood leads were deter- 
mined using atomic absorption spectrophotometry anodic 
stripping voltammetry, or any method which meets the accu- 
racy requirements set forth by the standard by an OSHA 
approved laboratory which is experienced in lead level deter- 
minations. Repeat periodic blood lead studies should be 
obtained in all individuals with elevated ZPP levels to be cer- 
tain that an associated elevated blood lead level has not been 
missed due to transient fluctuations in blood leads. 

ZPP has a characteristic fluorescence spectrum with a 
peak at 594 nm which is detectable with a hematofluorimeter. 
The hematofluorimeter is accurate and portable and can pro- 
vide on-site, instantaneous results for workers who can be 
frequently tested via a finger prick. 

Careful attention must be given to calibration and quality 
control procedures. Limited data on blood lead-ZPP correla- 
tions and the ZPP levels which are associated with the 
adverse health effects discussed in subsection (3) are the 
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major limitations of the test. Also it is difficult to correlate 
ZPP levels with environmental exposure and there is some 
variation of response with age and sex. Nevertheless, the ZPP 
promises to be an important diagnostic test for the early 
detection of lead toxicity and its value will increase as more 
data is collected regarding its relationship to other manifesta- 
tions of lead poisoning. 


Levels of delta-aminolevulinic acid (ALA) in the urine 
are also used as a measure of lead exposure. Increasing con- 
centrations of ALA are believed to result from the inhibition 
of the enzyme delta-aminolevulinic acid dehydrase (ALA- 
D). Although the test is relatively easy to perform, inexpen- 
sive, and rapid, the disadvantages include variability in 
results, the necessity to collect a complete ((#venty-feur)) 24 
hour urine sample which has a specific gravity greater than 
1.010, and also the fact that ALA decomposes in the presence 
of light. 

The pattern of porphyrin excretion in the urine can also 
be helpful in identifying lead intoxication. With lead poison- 
ing, the urine concentrations of coproporphyrins I and II, por- 
phobilinogen and uroporphyrin I rise. The most important 
increase, however, is that of coproporphyrin III; levels may 
exceed 5,000 ug/l in the urine in lead poisoned individuals, 
but its correlation with blood lead levels and ZPP are not as 
good as those of ALA. Increases in urinary porphyrins are not 
diagnostic of lead toxicity and may be seen in porphyria, 
some liver diseases, and in patients with high reticulocyte 
counts. 

Summary. The Washington Industrial Safety and Health 
Act's standard for inorganic lead in the construction industry 
places significant emphasis on the medical surveillance of all 
workers exposed to levels of inorganic lead above 30 ug/m? 
TWA. The physician has a fundamental role in this surveil- 
lance program, and in the operation of the medical removal 
protection program. 

Even with adequate worker education on the adverse 
health effects of lead and appropriate training in work prac- 
tices, personal hygiene and other control measures, the physi- 
cian has a primary responsibility for evaluating potential lead 
toxicity in the worker. It is only through a careful and detailed 
medical and work history, a complete physical examination 
and appropriate laboratory testing that an accurate assess- 
ment can be made. Many of the adverse health effects of lead 
toxicity are either irreversible or only partially reversible and 
therefore early detection of disease is very important. 


This document outlines the medical monitoring program 
as defined by the occupational safety and health standard for 
inorganic lead. It reviews the adverse health effects of lead 
poisoning and describes the important elements of the history 
and physical examinations as they relate to these adverse 
effects. Finally, the appropriate laboratory testing for evaluat- 
ing lead exposure and toxicity is presented. 

It is hoped that this review and discussion will give the 
physician a better understanding of the (WISHA)) DOSH 
standard with the ultimate goal of protecting the health and 
well-being of the worker exposed to lead under their care. 
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AMENDATORY SECTION (Amending WSR 14-07-086, 
filed 3/18/14, effective 5/1/14) 


WAC 296-155-180 Hazard communication. General. 

((FheemployershaH)) You must develop and maintain a 
hazard communication program as required by WAC ((296- 
904+40)) 296-901-14010, which will provide information to 
all employees relative to hazardous chemicals or substances 
to which they are exposed, or may become exposed, in the 
course of their employment. 


AMENDATORY SECTION (Amending WSR 09-05-071, 
filed 2/17/09, effective 4/1/09) 


WAC 296-155-200 General requirements for per- 
sonal protective equipment (PPE). (1) Supplying personal 
protective equipment. 

(a) You must use personal protective equipment (PPE) 
((meastbewsed)) wherever physical contact, absorption, or 
inhalation of a hazard could cause any injury or impairment 
to the function of any part of the body. 

These hazards include: 

e Hazardous processes; 

¢ Environmental hazards; 

e Chemical hazards; 

e Radiological hazards; 

OR 

e Mechanical irritants. 
PPE includes: 


e Protective equipment for eyes, face, head, hearing, and 
extremities; 


Note: 


e Protective clothing; 

e Respiratory devices; 

AND 

e Protective shields and barriers. 


(b) You must maintain PPE ((mustbe-maintained)) in a 
sanitary and reliable condition. 


Reference: For requirements on maintaining specific personal pro- 
tective equipment (PPE), see the following rules. 

e Chapter 296-842 WAC, Respirators; 

AND 


e Chapter 296-817 WAC, Hearing loss prevention. 


(c) If employees provide their own protective equipment, 


then ((the-empleyeris)) you are responsible to make sure the 
PPE is: 


e Adequate; 

e Properly maintained; 

AND 

e Sanitary. 

(d) All personal protective equipment must be of safe 
design and construction for the work to be performed. 

(2) Minimum clothing requirements. 

(a) ((Emapleyers)) You must ensure that employees wear 
at least: 

e A short-sleeved shirt; 

e Long pants; 

AND 

e Shoes that meet the requirements of WAC 296-155- 
212, Foot protection. 
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Definition: 

A short-sleeved shirt covers the top of the shoulder and 
has material extending down the arm. If a short-sleeved shirt 
has a seam at the end of the shoulder, the material must 
extend down the arm from the seam. 

Long pants have legs that extend past the knee when the 
wearer stands and leaves no exposed skin on the lower leg. 

(b) Where there is a danger of contact with moving parts 
of machinery, or the work process is such that a hazard exists: 

e The clothing of employees must fit closely about the 
body. 

° Dangling neck wear, bracelets, wristwatches, rings, or 
similar articles must not be worn by employees. 

Note: For additional related requirements see WAC 296-155-205, 
Head protection. 


(3) ((Fhe-empleyer)) You must require employees to 


wear appropriate PPE in all operations where: 

¢ There is an exposure to hazardous conditions; 

OR 

e WAC 296-155-200, General requirements for personal 
protective equipment (PPE), indicates a need for using such 
equipment to reduce the hazards to the employees. 

(4) Employees must comply with job safety practices 
and procedures and PPE requirements that are relevant to the 
job site. 

(5) High visibility garments. 

(a) During daylight hours, when employees' duties are 
performed in close proximity to moving vehicles, ((empley- 
ers)) you must make sure that employees wear a high-visibil- 
ity safety vest, shirt, or jacket that is fluorescent yellow- 
green, fluorescent orange-red, or fluorescent red in color. 
This garment must always be worn as an outer garment. 

Definition: 

For the purpose of this rule, hours of darkness means 
from one-half hour before sunset to one-half hour after sun- 
rise. 

(b) During hours of darkness, when employees' duties 
are performed in close proximity to moving vehicles, ((the 
ermpleyer)) you must make sure that employees wear, at a 
minimum, a high-visibility safety vest, shirt, or jacket: 

e Designed according to ANSI/ISEA 107-1999 Class 2 
specifications; 

e Worn as an outer garment; 

AND 

e Worn to provide ((three-hundred-sixty)) 360 degrees of 
visibility around the employee. 

Note: A high-visibility garment meets Class 2 specifications if the 
garment: 
e Has an ANSI "Class 2" label; 
OR 


+ Has at least ((seven-hundred-seventy-five)) 775 square inches 
of background material and ((twe-hundred-one)) 201 square 
inches of retroflective material that encircles the torso and is 


placed to provide ((three-hundred-sixty)) 360 degrees of visibil- 


ity around the employee. 


Note: e Fading and soiling may degrade the high-visibility character- 
istics of the garments. 
e ANSI/ISEA 107-1999 is available by: 
- Purchasing copies of ANSI/ISEA 107-1999 by writing: 
- American National Standards Institute 
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11 West 42nd Street 

New York, NY 10036 

OR 

- Contacting the ANSI web site at http://web.ansi.org/. 

OR 

e Reading a copy of ANSI/ISEA 107-1999 at any Washington 
state library. 


(6) Payment for PPE. Except as provided in (a) through 
(e) of this subsection, the protective equipment, including 
PPE, used to comply with this chapter ((shal!)) must be pro- 
vided by the employer at no cost to employees. 

(a) ((Fhe-empleyeris)) You are not required to pay for 
nonspecialty safety-toe protective footwear (including steel- 
toe shoes or steel-toe boots) and nonspecialty prescription 
safety eyewear, provided that the employer permits such 
items to be worn off the job site. 

(b) When ((the-empleyerprevides)) you provide meta- 
tarsal guards and allow((s)) the employee, at ((his-or-her)) 
their request, to use shoes or boots with built-in metatarsal 
protection, ((the-empleyeris)) you are not required to reim- 
burse the employee for the shoes or boots. 

(c) ((Fhe-employeris)) You are not required to pay for: 

e Everyday clothing, such as long-sleeve shirts, long 
pants, street shoes, and normal work boots; 

e Ordinary clothing, skin creams, or other items used 
solely for protection from weather, such as winter coats, jack- 
ets, gloves, parkas, rubber boots, hats, raincoats, ordinary 
sunglasses, and sunscreen. 

(d) The employer must pay for replacement PPE, except 
when the employee has lost or intentionally damaged the 
PPE. 

(e) Where an employee provides adequate protective 
equipment ((he-er-ske)) they own((s)) to meet the require- 
ments of this chapter, ((the-empleyer)) you may allow the 
employee to use it and is not required to reimburse the 
employee for that equipment. ((Fhe-empleyer-shall)) You 
must not require an employee to provide or pay for ((his-er 
her)) their own PPE, unless the PPE is excepted in (a) through 
(d) of this subsection. 


AMENDATORY SECTION (Amending WSR 86-03-074, 
filed 1/21/86) 


WAC 296-155-201 Definitions applicable to this 
chapter. ((G)“))Catenary life line((“means)). A horizontal 
rope between two fixed anchorages, independent of the work 
surface, to which the lanyard is attached, either by tying or by 
means of a sliding connection. A catenary life line ((shaH)) 
must be capable of supporting a minimum dead weight of 
5,400 pounds per person, applied at the midpoint of the line. 

((@))Contaminant((“means)). Any material which 
by reason of its action upon, within, or to a person or object is 
likely to cause physical harm. 

((@—))Dropline((*4means)). A vertical rope from a 
fixed anchorage, independent of the work surface, to which 
the lanyard is affixed or tied. 

((4)))Fixed anchorage((“means)). A secure point of 
attachment, not a part of the work surface, for droplines, life- 
lines, catenary life lines, or lanyards. The fixed anchorage 
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and its appurtenances ((shaH)) must be capable of supporting 
a minimum dead weight of 5,400 pounds per worker. 

((G))Lanyard((“means)). A rope, suitable for sup- 
porting one person. One end is fastened to a safety belt or har- 
ness and the other end is secured to a substantial object or a 
safety line. 

(((6}*))Lifeline((“means)). A rope, suitable for support- 
ing one person, to which a lanyard or safety belt (or harness) 
is attached. 

((A~))O.D.((4means)). Optical density and refers to 
the light refractive characteristics of a lens. 

((€8))Radiant energy((“means)). Energy that travels 
outward in all directions from its source. 

(((9}))Safety belt((“means)). A device, usually worn 
around the waist which, by reason of its attachment to a lan- 
yard and lifeline or a structure, will prevent a worker from 
falling. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-203 Confined spaces. All work con- 
ducted in a confined space ((shaH)) must comply with the 
provisions of chapter ((296-62)) 296-809 WAC ((Part-M)), 
and the following sections. 


AMENDATORY SECTION (Amending WSR 14-07-086, 
filed 3/18/14, effective 5/1/14) 


WAC 296-155-20301 Definitions applicable to con- 
fined spaces. Confined space ((means)). A space that: 

(1) Is large enough and so configured that an employee 
can bodily enter and perform assigned work; and 

(2) Has limited or restricted means for entry or exit (for 
example, tanks, vessels, silos, storage bins, hoppers, vaults, 
and pits are spaces that may have limited means of entry); 
and 

(3) Is not designed for continuous employee occupancy. 

((+))Corrosives((~-means)). Substances which in con- 
tact with living tissue cause destruction of the tissue by chem- 
ical action. 

(())Hazardous atmosphere((~—means)). An atmo- 
sphere that may expose employees to the risk of death, inca- 
pacitation, impairment of ability to self-rescue (that is, escape 
unaided from a permit space), injury, or acute illness from 
one or more of the following causes: 

(1) Flammable gas, vapor, or mist in excess of ((ten-per- 
eent)) 10% of its lower flammable limit (LFL); 

(2) Airborne combustible dust at a concentration that 
meets or exceeds its LFL; 

Note: This concentration may be approximated as a condition in 


which the dust obscures vision at a distance of ((five)) 5 feet 
(1.52m) or less. 


(3) Atmospheric oxygen concentration below 19.5 ((per- 
eent)) % or above 23.5 ((pereent)) %; 

(4) Atmospheric concentration of any substance for 
which a dose or a permissible exposure limit is published in 
chapter 296-62 WAC, general occupational health standards, 
or chapter 296-841 WAC, Airborne contaminants, and which 
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could result in employee exposure in excess of its dose or 

permissible exposure limit; 

Note: An atmospheric concentration of any substance that is not 
capable of causing death, incapacitation, impairment of ability 
to self-rescue, injury, or acute illness due to its health effects is 
not covered by this provision. 


(5) Any other atmospheric condition that is immediately 
dangerous to life or health. 

Note: For air contaminants for which WISHA has not determined a 
dose or permissible exposure limit, other sources of informa- 
tion, such as safety data sheets that comply with the Hazard 
Communication Standard, WAC 296-901-140, published infor- 
mation, and internal documents can provide guidance in estab- 
lishing acceptable atmospheric conditions. 


((~))Irritants((= )). Substances which on immedi- 
ate, prolonged, or repeated contact with normal living tissue 
will induce a local inflammatory reaction. 

((~))Oxygen deficient atmospheres((~means)). Atmo- 
spheres at sea level having less than 19.5% oxygen by vol- 
ume or having a partial pressure of 148 millimeters of mer- 
cury or less. This may deviate when working at higher alti- 
tudes and should be determined for an individual location. 
Factors such as acclimatization, physical condition of per- 
sons involved, etc., must be considered for such circum- 
stances and conditions. (See chapter ((296-62)) 296-809 
WAC, ((Patt M,-permit-requited)) Confined Spaces.) 

((=))Toxicants((++means)). Substances which have the 
inherent capacity to produce personal injury or illness to per- 
sons by absorption through any body surface. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-20307 Confined space work on sewer 
systems under construction. New systems under construc- 
tion or new installations which have not yet been connected 
to a used system, may substitute forced ventilation for the 
testing requirements of chapter ((296-62)) 296-809 WAC 
((PartM)) provided: 

(1) Ventilation is effectively provided at least ((five)) 5 
minutes prior to entry into the confined space; 

(2) Ventilation is provided, as required by WAC ((296- 
62-H6)) 296-62-13610, et seq., which supplies a continuous 
flow of air; 

(3) Ventilation exhaust is discharged so as to present no 
hazard to other employees; 

(4) An attendant is provided at the surface when there are 
employees in the manhole or pipe. The attendant ((shaH)) 
must not leave the manhole unattended until such time as all 
employees are out and the cover has been replaced; and 

(5) All other requirements for confined spaces are 
observed. See chapter ((296-42- WAC Part M)) 296-809 
WAC. 


AMENDATORY SECTION (Amending WSR 14-03-013, 
filed 1/7/14, effective 2/10/14) 


WAC 296-155-205 Head protection. (1) All employ- 
ees on any construction site ((shaĦ)) must be provided an 
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individual hard hat which meets all requirements of (a) 
through (c) of this subsection. 

(a) Hard hats for the protection of employees against 
impact and/or penetration of falling and flying objects 
((shaH)) must meet the specifications contained in American 
National Standards Institute, Z89.1-1969, Safety Require- 
ments for Industrial Head Protection. 

(b) ((Fhe-empleyer)) You must provide each employee 
with head protection that meets any of the following Ameri- 
can National Standards Institute (ANSI) for industrial head 
protection: 

(i) Z89.1-2009; 

(ii) Z89.1-2003; or 

(iii) Z89.1-1997. 

(c) Hard hats for the head protection of employees 
exposed to high voltage electrical shock and burns ((skaH)) 
must meet the specifications contained in American National 
Standards Institute, Z89.2-1971. 

(2) All employees must have their individual hard hats 
on site and readily available at all times. 

(3) All employees ((shaH)) must wear a hard hat on any 
construction site whenever there is a potential exposure to 
danger of flying or falling objects to persons working or 
occupying the area. 

Note: The hard hat may be removed whenever there is no potential 
exposure to a hazard. 


(4)(a) Employees working on asphalt paving crews 
exposed to extreme temperatures from hot mix and not 
exposed to falling objects do not have to wear protective hard 
hats. 

(b) Flaggers working with asphalt paving operations 
must comply with the requirements of WAC 296-155-305. 

(5) Caps with metal buttons or metal visors ((shaH)) must 
not be worn around electrical hazards. 

(6) Employees working near moving machinery or in 
locations which present a hair-catching or fire hazard 
((shaH)) must wear caps, nets or other head and face protec- 
tion that will completely contain the hair. 


AMENDATORY SECTION (Amending WSR 86-03-074, 
filed 1/21/86) 


WAC 296-155-211 Leg protection. Employees whose 
duties require them to operate a power chain saw ((skhaH)) 
must wear flexible ballistic nylon pads, sewn or otherwise 
fastened into the trousers, or other equivalent protection that 
will protect the vulnerable areas of the legs. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-212 Foot protection. (1) Substantial 
footwear, made of leather or other equally firm material, 
((shaH)) must be worn by employees in any occupation in 
which there is a danger of injury to the feet through falling or 
moving objects, or from burning, scalding, cutting, penetra- 
tion, or like hazard. 

(a) The soles and heels of such footwear ((shaH)) must be 
of a material that will not create a slipping hazard. 
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(b) Shoes made of leather or other firm materials that 
have soft athletic-type soles which would protect employees 
from foot injuries and at the same time, provide soft and firm 
footing while working under specialty requirements or with 
specialty materials are acceptable if meeting safety shoe 
requirements established by OSHA or ANSI. 

(c) Footwear that has deteriorated to a point where it 
does not provide the required protection ((skaH)) must not be 
used. 

(2) Calks or other suitable footwear, which will afford 
reasonable protection from slipping, ((shalt)) must be worn 
while working on logs, poles, pilings, or similar forest prod- 
ucts. 

(3) Traditional tennis shoes, shoes with canvas tops, or 
thin or soft soled athletic shoes, open toed sandals, slippers, 
dress shoes or other similar type shoes ((shaH)) must not be 
worn. Soft or athletic-type soles with uppers of leather or 
other substantial material may be used where firm footing is 
desired and where minimal danger of injury to feet from fall- 
ing or moving objects. 

(4) Safety-toe footwear for employees ((shaH)) must 
meet the requirements and specifications in American 
National Standard for Men's Safety-Toe Footwear, Z41.1- 
1967. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-215 Eye and face protection. (1) Gen- 
eral. 

(a) Employees ((shaH)) must use eye and face protection 
equipment when machines or operations present potential eye 
or face injury from physical, chemical, or radiation agents. 

(b) Eye and face protection equipment required by this 
part ((sha)) must meet the requirements specified in Ameri- 
can National Standards Institute, Z87.1-1968, Practice for 
Occupational and Educational Eye and Face Protection. 

(c) Employees whose vision requires the use of correc- 
tive lenses in spectacles, when required by this regulation to 
wear eye protection, ((shaH)) must be protected by goggles or 
spectacles of one of the following types: 

(1) Spectacles whose protective lenses provide optical 
correction; 

(ii) Goggles that can be worn over corrective spectacles 
without disturbing the adjustment of the spectacles. 

(iii) Goggles that incorporate corrective lenses mounted 
behind the protective lenses. 

(d) Face and eye protection equipment ((shal})) must be 
kept clean and in good repair. The use of this type equipment 
with structural or optical defects ((shat)) must be prohibited. 

(e) Table C-1 ((shall)) must be used as a guide in the 
selection of face and eye protection for the hazards and oper- 
ations noted. 

(f) Protectors ((shaH)) must meet the following mini- 
mum requirements: 

(i) They ((shaH)) must provide adequate protection 
against the particular hazards for which they are designed. 

(ii) They ((shaH)) must be reasonably comfortable when 
worn under the designated conditions. 
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(iii) They ((shaH)) must fit snugly and ((shal})) must not 
unduly interfere with the movements of the wearer. 


(iv) They ((sha)) must be durable. 


(v) They ((shaH)) must be capable of being disinfected. 

(vi) They ((shaH)) must be easily cleanable. 

(g) Every protector ((shaH)) must be distinctly marked to 
facilitate identification only of the manufacturer. 

(h) When limitations or precautions are indicated by the 


manufacturer, they ((skaH)) must be transmitted to the user 


and care taken to see that such limitations and precautions are 


strictly observed. 


TABLE C-1 


EYE AND FACE PROTECTION SELECTION GUIDE 
1. GOGGLES, flexible fitting, regular ventilation 
2. GOGGLES, flexible fitting, hooded ventilation 
GOGGLES, cushioned fitting, rigid body 
*4. SPECTACLES, metal frame, with sideshields 
*5. SPECTACLES, plastic frame with sideshields 


*6. SPECTACLES, metal-plastic frame, with sideshields 
WELDING GOGGLES, eyecup type, tinted lenses (illustrated) 


CHIPPING GOGGLES, eyecup type, clear safety lenses (not 
illustrated) 


WELDING GOGGLES, coverspec type tinted lenses (illustrated) 


8A. CHIPPING GOGGLES, coverspec type, clear safety lenses (not 
illustrated) 


WELDING GOGGLES, coverspec type, tinted plate lens 
10. FACE SHIELD (available with plastic or mesh window) 
11. WELDING HELMETS 


*Nonside shield spectacles are available for limited hazard use requiring 
only frontal protection. 
**See Table C-2 in (2) of this section, Filter lens shade numbers for pro- 
tection against radiant energy. 


APPLICATIONS 
RECOMMENDED PRO- 
TECTORS: Underscored 
Numbers Signify Pre- 
OPERATION HAZARDS ferred Protection 
ACETYLENE- SPARKS, HARMFUL 
BURNING RAYS, MOLTEN 
ACETYLENE- METAL, FLYING 7.8.9 
CUTTING PARTICLES Ste 
ACETYLENE- 
WELDING 
CHEMICAL SPLASH, ACID 2, 10 (for severe exposure 
HANDLING BURNS, FUMES add 10 over 2) 
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APPLICATIONS 

RECOMMENDED PRO- 

TECTORS: Underscored 

Numbers Signify Pre- 
OPERATION HAZARDS ferred Protection 
CHIPPING FLYING PARTICLES 1, 3, 4, 5, 6, 7A, 8A 
ELECTRIC SPARKS, INTENSE 9, 11 (11 in combination 
(ARC) RAYS, MOLTEN with 4, 5, 6, in tinted 
WELDING METAL lenses, advisable) 
FURNACE GLARE, HEAT, 7, 8, 9 (for severe expo- 
OPERATIONS MOLTEN METAL sure add 10) 
GRINDING- FLYING PARTICLES 1,3, 4,5, 6, 10 
LIGHT 
GRINDING- FLYING PARTICLES 1, 3, 7A, 8A (for severe 
HEAVY exposure add 10) 
LABORATORY CHEMICAL SPLASH, 2 (10 when in combina- 

GLASS BREAKAGE tion with 4, 5, 6) 
MACHINING FLYING PARTICLES 1, 3, 4, 5, 6, 10 
MOLTEN HEAT, GLARE, 7, 8 (10 in combination 
METALS SPARKS, SPLASH with 4, 5, 6, in tinted 
lenses) 
SPOT WELDING FLYING PARTICLES, 1, 3, 4, 5, 6, 10 
SPARKS 


(2) Protection against radiant energy. (a) Selection of 
shade numbers for welding filter. Table C-2 ((shal})) must be 
used as a guide for the selection of the proper shade numbers 
of filter lenses or plates used in welding. Shades more dense 
than those listed may be used to suit the individual's needs. 


TABLE C-2 


FILTER LENS SHADE NUMBERS FOR PROTECTION AGAINST 


RADIANT ENERGY 


Welding Operation 


Shielded metal-are welding 1/16-, 3/32-, 1/8-, 5/32-inch 
diameter electrodes ......... 0.0.00 cee eee eee 


Gas-shielded arc welding (nonferrous) 1/16-, 3/32-, 1/8-, 
5/32-inch diameter electrodes................. 


Gas-shielded arc welding (ferrous) 1/16-, 3/32-, 1/8-, 5/32- 
inch diameter electrodes ...............00005- 


Shielded metal-arc welding 3/16-, 7/32-, 1/4-inch diameter 
electrodes roro wees ate A dee eS oe Bs 


5/16-, 3/8-inch diameter electrodes ................. 
Atomic hydrogen welding ....................00.. 
Carbon-are welding ..................00 0.000000. 
Soldenng ss gostei thi hei et bent dhe Aas abded dds 
Torch brazing co 3 irie AE endive: adhere eed 
Light cutting, up to 1 inch ...................000.. 
Medium cutting, 1 inch to 6 inches ................. 
Heavy cutting, over 6 inches ...................0.. 
Gas welding (light), up to 1/8-inch ................. 


Gas welding (medium), 1/8-inch to 1/2-inch.......... 
Gas welding (heavy), over 1/2-inch................. 


(b) Laser protection. 


Shade 
number 


(1) Employees whose occupation or assignment requires 
potentially hazardous exposure (see WAC 296-62-09005(4)) 
to laser radiation ((skaH)) must wear suitable laser safety 
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goggles which will protect for the specific wavelength of the 
laser and be of optical density (O.D.) adequate for the energy 
involved. Table C-3 lists the maximum power or energy den- 
sity for which adequate protection is afforded by glasses of 
optical densities from 5 through 8. 


TABLE C-3 
SELECTING LASER SAFETY GLASS 


INTENSITY ATTENUATION 
CW maximum Optical 
power density density Attenuation 
(watts/cm7) (O.D.) factor 
10? 5 10° 
107! 6 10° 
1.0 7 107 
10.0 8 108 


Output levels falling between lines in this table ((shaH)) must 
require the higher optical density. 


(ii) All protective goggles ((shaH)) must bear a label 
identifying the following data: 

(a) The laser wavelengths for which use is intended; 

(b) The optical density of those wavelengths. 

(c) The visible light transmission. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-235 Working over or adjacent to 
water. (1) When an employee is employed under conditions 
which expose them to a risk of drowning, they ((shaH)) must 
wear a U.S. Coast Guard approved life saving device, unless 
it can be shown that conditions, such as shallow water, are 
such that flotation would not be achieved. 

(2) Prior to and after each use, the buoyant life saving 
device ((shalt)) must be inspected for defects which would 
alter their strength or buoyancy. Defective units ((shaH})) 
must not be used. 

(3) Ring buoys with at least ((nimety)) 90 feet of line 
((shaH)) must be provided and readily available for emer- 
gency rescue operations. Distance between ring buoys 
((shaH)) must not exceed ((@ve-hundred)) 200 feet. 

(4) At least one lifesaving skiff ((shal})) must be imme- 
diately available at locations where employees are working 
over or adjacent to water. Each skiff, or skiffs, ((shaH)) must: 

(a) Be suitable for conditions where used. 

(b) Be equipped with oar locks securely attached to gun- 
wales, oars, one boat hook, and one cork ring buoy with 
((f#ty)) 50 feet of suitable line attached. 

(5) Whenever boats or skiffs cannot be used, due to swift 
currents, life lines close to the water surface ((sha)) must be 
provided and, wherever practicable, a line ((shalt)) must be 
stretched across the stream with tag lines. 

(6) Where workers are transported by boat or barge, only 
such number of persons ((shaH)) must be carried that can be 
safely accommodated on fixed seats. Capacity showing num- 
ber of persons ((shaH})) must be plainly marked on vessel. 
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(7) All workers ((shaH)) must be provided with a U.S. 
Coast Guard approved buoyant life saving device while 
transported in open boats and/or barges, and where deemed 
necessary by the department, workers ((shaH)) must wear 
same while in transport. 


AMENDATORY SECTION (Amending Order 74-26, filed 
5/7/74, effective 6/6/74) 


WAC 296-155-240 Sterilization of protective equip- 
ment. Goggles, gloves, respirators and other protectors 
((shaH)) must not be interchanged among employees for use 
unless they have been thoroughly cleaned since last use. 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-155-24603 Definitions. Affected area 
((means)). The distance away from the edge of an excavation 
equal to the depth of the excavation up to a maximum dis- 
tance of ((fH#teen)) 15 feet. For example, an excavation ((te#)) 
10 feet deep has an affected area extending ((ten)) 10 feet 
from the edge of any side of the excavation. 

Anchorage ((means)). A secure point of attachment for 
lifelines, lanyards, or deceleration devices which is capable 
of withstanding the forces specified in this part. 

Catch platform ((means)). A type of fall arrest system 
that consists ofa platform installed within four vertical feet of 
the fall hazard, is at least ((ferty—five)) 45 inches wide and is 
equipped with a standard guardrail system on all exposed 
sides. 

Catenary line - See horizontal lifeline. 

Competent person ((means)). An individual knowl- 
edgeable of fall protection equipment, including the manu- 
facturer's recommendations and instructions for the proper 
use, inspection, and maintenance; and who is capable of iden- 
tifying existing and potential fall hazards; and who has the 
authority to take prompt corrective action to eliminate those 
hazards; and who is knowledgeable of the rules contained in 
this part regarding the installation, use, inspection, and main- 
tenance of fall protection equipment and systems. 

Connector ((means)). A device which is used to connect 
parts of the personal fall arrest system and positioning device 
systems together. It may be an independent component of the 
system, such as a carabiner, or it may be an integral compo- 
nent of part of the system (such as a buckle or D-ring sewn 
into a harness, or a snap hook spliced or sewn to a lanyard or 
self-retracting lanyard). 

Deceleration device ((means)). Any mechanism, such 
as a rope grab, ripstitch lanyard, specifically woven lanyard, 
tearing or deforming lanyards, automatic self-retracting life- 
lines/lanyards, etc., which serves to dissipate a substantial 
amount of energy during a fall arrest, or otherwise limit the 
energy imposed on an employee during fall arrest. 

Deceleration distance ((mmeans)). The additional verti- 
cal distance a falling employee travels, excluding lifeline 
elongation and free fall distance, before stopping, from the 
point at which the deceleration device begins to operate. It is 
measured as the distance between the location of an 
employee's full body harness attachment point at the moment 
of activation (at the onset of fall arrest forces) of the deceler- 
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ation device during a fall, and the location of that attachment 
point after the employee comes to a full stop. 

Dropline ((means)). A vertical lifeline secured to an 
upper anchorage for the purpose of attaching a lanyard or 
device. 

Equivalent ((means)). Alternative designs, materials, or 
methods to protect against a hazard which the employer can 
demonstrate and will provide an equal or greater degree of 
safety for employees than the methods, materials or designs 
specified in this standard. 

Fall arrest system ((means)). A fall protection system 
that will arrest a fall from elevation. Fall arrest systems 
include personal fall arrest systems that are worn by the user, 
catch platforms, and safety nets. 

Fall distance ((means)). The actual distance from the 
worker's support to the level where a fall would stop. 

Fall protection work plan ((means)). A written plan- 
ning document in which the employer identifies all areas on 
the job site where a fall hazard of ((te#)) 10 feet or more 
exists. The plan describes the method or methods of fall pro- 
tection to be used to protect employees, and includes the pro- 
cedures governing the installation, use, inspection, and 
removal of the fall protection method or methods which are 
selected by the employer. See WAC 296-155-24611(2). 

Fall restraint system ((means)). A system in which all 
necessary components function together to restrain/prevent 
an employee from falling to a lower level. Types of fall 
restraint systems include standard guardrail systems, per- 
sonal fall restraint systems, warning line systems, or a warn- 
ing line system and safety monitor. 

Floor hole ((means)). An opening measuring less than 
((velve)) 12 inches but more than one inch in its least 
dimension in any floor, roof, platform, or surface through 
which materials but not persons may fall, such as a belt hole, 
pipe opening, or slot opening. 

Floor opening ((means)). An opening measuring 
((#vebve)) 12 inches or more in its least dimension in any 
floor, roof, platform, or surface through which persons may 
fall. 

Free fall ((means)). The act of falling before a personal 
fall arrest system begins to apply force to arrest the fall. 

Free fall distance ((means)). The vertical displacement 
of the fall arrest attachment point on the employee's full body 
harness between onset of the fall and just before the system 
begins to apply force to arrest the fall. This distance excludes 
deceleration distance, and lifeline/lanyard elongation, but 
includes any deceleration device slide distance or self-retract- 
ing lifeline/lanyard extension before they operate and fall 
arrest forces occur. 

Full body harness ((means)). A configuration of con- 
nected straps that meets the requirements specified in ANSI 
Z359.1-2007, that may be adjustable to distribute a fall 
arresting force over at least the thighs, shoulders and pelvis, 
with provisions for attaching a lanyard, lifeline, or decelera- 
tion devices. 

Full body harness system ((means)). A full body har- 
ness and lanyard which is either attached to an anchorage 
meeting the requirements of this part; or it is attached to a 
horizontal or vertical lifeline which is properly secured to an 
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anchorage(s) capable of withstanding the forces specified in 
this part. 

Handrail ((means)). A rail used to provide employees 
with a handhold for support. 

Hardware ((means)). Snap hooks, D-rings, bucklers, 
carabiners, adjusters, O-rings, that are used to attach the com- 
ponents of a fall protection system together. 

Hazardous slope ((means)). A slope where normal foot- 
ing cannot be maintained without the use of devices due to 
the pitch of the surface, weather conditions, or surface mate- 
rial. 

Horizontal lifeline ((means)). A rail, rope, wire, or syn- 
thetic cable that is installed in a horizontal plane between two 
anchorages and used for attachment of a worker's lanyard or 
lifeline device while moving horizontally; used to control 
dangerous pendulum like swing falls. 

Lanyard ((means)). A flexible line of webbing, rope, or 
cable used to secure a positioning harness or full body har- 
ness to a lifeline or an anchorage point usually two, ((fewr-er 
stx)) 4 or 6 feet long. 

Leading edge ((means)). The advancing edge of a floor, 
roof, or formwork which changes location as additional floor, 
roof, or formwork sections are placed, formed, or con- 
structed. 

Lifeline ((means)). A vertical line from a fixed anchor- 
age or between two horizontal anchorages, independent of 
walking or working surfaces, to which a lanyard or device is 
secured. Lifeline as referred to in this text is one which is part 
of a fall protection system used as back-up safety for an ele- 
vated worker or as a restraint for workers on a flat or sloped 
surface. 

Locking snap hook ((means)). A connecting snap hook 
that requires two separate forces to open the gate; one to 
deactivate the gatekeeper and a second to depress and open 
the gate which automatically closes when released; used to 
minimize roll out or accidental disengagement. 

Low pitched roof ((means)). A roof having a slope 
equal to or less than ((feurintwelve)) 4 in 12. 

Mechanical equipment ((means)). All motor or human 
propelled wheeled equipment except for wheelbarrows, mop- 
carts, robotic thermoplastic welders and robotic crimpers. 

Personal fall arrest system ((means)). A fall arrest sys- 
tem that is worn by the employee to arrest the employee in a 
fall from elevation. It consists of an anchor point, connectors, 
a full body harness, and may include a lanyard, deceleration 
device, lifeline, or suitable combinations of these. 

Personal fall restraint system ((means)). A fall 
restraint system that is worn by the employee to keep the 
employee from reaching a fall point, such as the edge of a 
roof or elevated work surface. It consists of an anchor point, 
hardware assemblies, a full body harness and may include a 
lanyard, restraint lines, or suitable combinations of these. 

Platform ((means)). A work surface elevated above the 
surrounding floor or ground. 

Positioning device system ((means)). A full body har- 
ness or positioning harness that is worn by an employee, and 
is rigged to allow an employee to be supported on an elevated 
vertical or inclined surface, such as a wall, pole or column 
and work with both hands free from the body support. 
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Positioning harness ((means)). A body support that 
meets the requirements specified in ANSI Z359.3-2007 that 
encircles and closes around the waist and legs with attach- 
ment elements appropriate for positioning work. 

Qualified person ((means)). One who, by possession of 
a recognized degree, certificate, or professional standing, or 
who by extensive knowledge, training, and experience, has 
successfully demonstrated his/her ability to solve or resolve 
problems related to the subject matter, the work, or the proj- 
ect. 

Restraint line ((means-)). A line from a fixed anchorage 
or between two anchorages to which an employee is secured 
in such a way as to prevent the worker from falling to a lower 
level. 

Roof ((means)). The exterior surface on the top of a 
building. This does not include floors or formwork which, 
because a building has not been completed, temporarily 
become the top surface of a building. 

Roofing work ((means)). The hoisting, storage, applica- 
tion, and removal of roofing materials and equipment, includ- 
ing related insulation, sheet metal, and vapor barrier work, 
but not including the construction of the roof deck. 

Rope grab ((means)). A fall arrester that is designed to 
move up or down a lifeline suspended from a fixed overhead 
or horizontal anchorage point, or lifeline, to which the full 
body harness is attached. In the event of a fall, the rope grab 
locks onto the lifeline rope through compression to arrest the 
fall. The use of a rope grab device is restricted for all restraint 
applications. See WAC 296-155-24615 (1)(f). 

Runway ((means)). A passageway for persons, elevated 
above the surrounding floor or ground level, such as a foot- 
walk along shafting or a walkway between buildings. 

Safety line - See lifeline. 

Safety monitoring system ((means)). A type of fall 
restraint system in which a competent person whose only job 
responsibility is to recognize and warn employees of their 
proximity to fall hazards when working between the warning 
line and the unprotected sides and edges, including the lead- 
ing edge of a low pitch roof or other walking/working sur- 
face. 

Safety net system ((means)). A type of fall arrest sys- 
tem, as described in WAC 296-155-24613(2). 

Safety watch system ((means)). A fall protection system 
as described in WAC 296-155-24615(6), in which a compe- 
tent person monitors one worker who is engaged in repair 
work or servicing equipment on low pitch roofs only. 

Self-rescue device ((means)). A piece of equipment 
designed to allow a person, who is suspended in a personal 
fall arrest system, to independently rescue themselves after 
the fall by moving the device up or down until they reach a 
surface and are no longer suspended. 

Self-retracting lifeline ((reans)). A deceleration device 
which contains a wound line which may be slowly extracted 
from, or retracted onto, the device under slight tension during 
normal employee movement, and which after onset of a fall, 
automatically locks the drum and arrests the fall. 

Shock absorbing lanyard ((means)). A flexible line of 
webbing, cable, or rope used to secure a full body harness to 
a lifeline or anchorage point that has an integral shock 
absorber. 
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Snap hook - See "locking snap hook." 

Standard guardrail system ((means)). A type of fall 
restraint system that is a vertical barrier consisting of a top 
rail and mid rail, and toe board when used as falling object 
protection for persons who may work or pass below, that is 
erected along all open sides or edges of a walking/working 
surface, a floor opening, a floor hole, wall opening, ramp, 
platform, or runway. 

Standard strength and construction ((means)). Any 
construction of railings, covers, or other guards that meets the 
requirements of this part. 

Static line - See horizontal lifeline. 

Steep pitched roof ((means)). A roof having a slope 
greater than ((feur+itwelve)) 4 in 12. 

Toe board ((means)). A vertical barrier at floor level 
erected along all open sides or edges of a floor opening, plat- 
form, runway, ramp, or other walking/working surface to pre- 
vent materials, tools, or debris from falling onto persons 
passing through or working in the area below. 

Unprotected sides and edges ((means)). Any open side 
or edge of a floor, roof, balcony/deck, platform, ramp, run- 
way, or walking/working surface where there is no standard 
guardrail system, or parapet wall of solid strength and con- 
struction that is at least ((thirty—nine)) 39 inches in vertical 
height. 

Walking/working surface ((means)). Any area includ- 
ing, but not limited to, floors, a roof surface, bridge, the 
ground, and any other surfaces whose dimensions are ((ferty- 
five)) 45 inches or more in all directions, through which 
workers can pass or conduct work. A walking/working sur- 
face does not include vehicles or rolling stock on which 
employees must be located in order to perform their job 
duties. 

Wall opening ((means)). An opening at least ((thitty)) 
30 inches high and ((e#ghteen)) 18 inches wide, in any wall or 
partition, through which persons may fall, such as an opening 
for a window, a yard arm doorway or chute opening. 

Warning line system ((means)). A barrier erected on a 
walking and working surface or a low pitch roof (four in 
twelve or less), to warn employees that they are approaching 
an unprotected fall hazard(s). 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-155-24605 General requirements. (1) 
((Fhe-empleyer-shaH)) You must ensure that all surfaces on 
which employees will be working or walking on are structur- 
ally sound and will support them safely prior to allowing 
employees to work or walk on them. 

(2) Inspection criteria. 

(a) You must inspect_all components (including hard- 
ware, lanyards, and positioning harnesses or full body har- 
nesses depending on which system is used) of personal fall 
arrest systems, personal fall restraint systems and positioning 
device systems ((shaH beimspeected)) prior to each use 
according to manufacturer's specifications for mildew, wear, 
damage, and other deterioration. You must remove defective 
components ((shal-be+emeved)) from service if their func- 
tion or strength has been adversely affected. 
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(b) You must inspect safety nets ((shal-beinspected)) at 


least once a week according to manufacturer's specifications 
for wear, damage, and other deterioration. You must also 
inspect safety nets ((shaH-alse-beinspeeted)) after any occur- 
rence which could affect the integrity of the safety net sys- 
tem. You must remove defective components ((shaH-be 
remeoved)) from service. You must not use defective nets 
((shal net-beused)). 

(3) You must only use personal fall arrest systems, per- 
sonal fall restraint system, positioning device systems, and 
their components ((shaH be-ased onty)) for employee protec- 
tion and not to hoist materials. 

(4) Exemptions. Employees are exempt from WAC 
296-155-24609 and 296-155-24611 only under the following 
conditions: 

(a) During initial installation of the fall protection anchor 
(prior to engaging in any work activity), or the disassembly 
of the fall protection anchor after the work has been com- 
pleted. 

(b) An employee directly involved with inspecting or 
estimating roof-level conditions only on low pitched roofs 
prior to the actual start of construction work or after all con- 
struction work has been completed. 

Examples of activities the department recognizes as 
inspecting or estimating include: 

e Measuring a roof to determine the amount of materials 
needed for a project. 

e Inspecting the roof for damage without removing 
equipment or components. 

e Assessing the roof to determine what method of fall 
protection will be provided to employees. 
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Examples the department does not recognize as inspect- 
ing or estimating under this exemption include: 

e Delivering, staging or storing materials on a roof. 

e Persons estimating or inspecting on roofs that would be 
considered a "hazardous slope" by definition. 


( Fall Arrest Stopped after the fall witha 6 ft. 
maximum free fall distance 
WAC 296-155-24613 
Personal fall arrest WAC 296-155-24613(1) 


Safety nets WAC 296-155-24613(2) 
Catch platforms WAC 296-155-24613(3) 


Fall Restraint Restrained from falling 
| WAC 296-155-24615 


WAC 296-155-24615(1) 
WAC 296-155-24615(2) 
WAC 296-155-24615(3) 
WAC 296-155-24615(4) 
WAC 296-155-24615(5) 
WAC 296-155-24615(6) 


Personal fall restraint 
¢Guardrails 

Covers 

Warning line system 
Safety monitor 
Safety watch 


| Positioning Device WAC 296-155-24617 
Positioning harness/full body harness with a 2 ft. 
maximum free fall distance. 
Vertical walls, columns, poles, hazardous slopes, 
and steep pitches. 


Examples of what personal fall arrest, personal fall restraint and positioning device systems look like: 


Fall Arrest 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-155-24607 Fall protection required 
regardless of height. (1) Regardless of height, you must 
guard open sided floors, walkways, platforms, or runways 
above or adjacent to dangerous equipment, such as dip tanks 
and material handling equipment, and similar hazards ((shaH 
be-guarded)) with a standard guardrail system. 

(2) You must guard floor holes or floor openings, into 
which persons can accidentally walk, ((shalibe-suarded)) by 
either a standard railing with standard toe board on all 
exposed sides, or a cover of standard strength and construc- 
tion that is secured against accidental displacement. While 


Fall Restraint 


[111] 


oF FR 


Positioning 


the cover is not in place, you must protect the floor hole open- 
ing ((shal-be-pretected)) by a standard railing. 


Note: Requirements for when guarding floor openings at heights of 
four feet or more are located in WAC 296-155-24609(4). 


(3) Regardless of height you must protect employees 
((shall be-pretected)) from falling into or onto impalement 


hazards, such as: Reinforcing steel (rebar), or exposed steel 
or wood stakes used to set forms. 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-155-24609 Fall protection required at four 
feet or more. (1) ((Fhe-empleyer-shal)) You must ensure 
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that the appropriate fall protection system is provided, 
installed, and implemented according to the requirements in 
this part when employees are exposed to fall hazards of 
((feur)) 4 feet or more to the ground or lower level when on a 
walking/working surface. 

(2) Guarding of walking/working surfaces with 
unprotected sides and edges. You must guard every open 
sided walking/working surface or platform ((feur)) 4 feet or 
more above adjacent floor or ground level ((shaH be 
guarded)) by one of the following fall protection systems. 

(a) A standard guardrail system, or the equivalent, as 
specified in WAC 296-155-24615(2), on all open sides, 
except where there is entrance to a ramp, stairway, or fixed 
ladder. The railing ((shaH)) must be provided with a standard 
toe board wherever, beneath the open sides, persons can pass, 
there is moving machinery, or there is equipment with which 
falling materials could create a hazard. 

(1) When employees are using stilts, the height of the top 
rail or equivalent member of the standard guardrail system 
must be increased (or additional railings may be added) an 
amount equal to the height of the stilts while maintaining the 
strength specifications of the guardrail system. 

(ii) Where employees are working on platforms above 
the protection of the guardrail system, the employer must 
either increase the height of the guardrail system as specified 
in (a)(1) of this subsection, or select and implement another 
fall protection system as specified in (b), (c), (d), (e), or (f) of 
this subsection. 

(iii) When guardrails must be temporarily removed to 
perform a specific task, the area ((shaH)) must be constantly 
attended by a monitor until the guardrail is replaced. The only 
duty the monitor ((skaH)) must perform is to warn persons 
entering the area of the fall hazard. 

(b) A fall restraint system; 

(c) A personal fall arrest system; 

(d) A safety net system; 

(e) A catch platform; and 

(f) A warning line. 

(3) Guarding of ramps, runways, and inclined walk- 
ways. 

(a) Ramps, runways, and inclined walkways that are four 
feet or more above the ground or lower level ((shaH)) must be 
equipped with a standard guardrail system or the equivalent, 
as specified in WAC 296-155-24615(2), along each open 
side. Wherever tools, machine parts, or materials are likely to 
be used on the runway, a toe board ((shaH)) must also be 
installed on each open side to protect persons working or 
passing below. 

(b) Runways used exclusively for special purposes may 
have the railing on one side omitted where operating condi- 
tions necessitate such omission, provided the falling hazard is 
minimized by using a runway not less than ((etg¢hteen)) 18 
inches wide. 

Note: See WAC 296-155-24619(1) for other specific criteria for 
ramps, runways, and inclined walkways. 


(4) Guarding of floor openings. 

(a) You must guard floor openings ((shalbe-suarded)) 
by one of the following fall restraint systems. 

(i) A standard guardrail system, or the equivalent, as 
specified in WAC 296-155-24615(2), on all open sides, 
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except where there is entrance to a ramp, stairway, or fixed 
ladder. The railing ((shaH)) must be provided with a standard 
toe board wherever, beneath the open sides, persons can pass, 
or there is moving machinery, or there is equipment with 
which falling materials could create a hazard. 

(ii) A cover, as specified in WAC 296-155-24615(3). 

(iii) A warning line system erected at least ((fifteen)) 15 
feet from all unprotected sides or edges of the floor opening 
and meets the requirements of WAC 296-155-24615(4). 

(iv) If it becomes necessary to remove the cover, the 
guardrail system, or the warning line system, then an 
employee ((shaH})) must remain at the opening until the cover, 
guardrail system, or warning line system is replaced. The 
only duty the employee ((shaH)) must perform is to prevent 
exposure to the fall hazard by warning persons entering the 
area of the fall hazard. 

(b) You must guard ladderway floor openings or plat- 
forms ((shal-be-guarded)) by a standard guardrail system 
with standard toe boards on all exposed sides, except at 
entrance to opening, with the passage through the railing 
either provided with a swinging gate or so offset that a person 
cannot walk directly into the opening. 

(c) You must guard hatchways and chute floor openings 
((shaH-be-guarded)) by one of the following: 

(i) Hinged covers of standard strength and construction 
and a standard guardrail system with only one exposed side. 
When the opening is not in use, the cover ((shaH)) must be 
closed or the exposed side ((shaH!)) must be guarded at both 
top and intermediate positions by removable standard guard- 
rail systems. 

(ii) A removable standard guardrail system with toe 
board on not more than two sides of the opening and fixed 
standard guardrail system with toe boards on all other 
exposed sides. The removable railing ((sha}4)) must be kept in 
place when the opening is not in use and ((shaH)) must be 
hinged or otherwise mounted so as to be conveniently 
replaceable. 

(d) Wherever there is a danger of falling through an 
unprotected skylight opening, or the skylight has been 
installed and is not capable of sustaining the weight of a ((#¥e 
hundred)) 200 pound person with a safety factor of ((feur;)) 
4, you must provide standard guardrails (( i 
on all exposed sides in accordance with WAC 296-155- 
24615(2) or the skylight ((sheH)) must be covered in accor- 
dance with WAC 296-155-24615(3). Personal fall arrest 
equipment may be used as an equivalent means of fall protec- 
tion when worn by all employees exposed to the fall hazard. 

(e) You must guard pits and trap door floor openings 
((shal be-suarded)) by floor opening covers of standard 
strength and construction. While the cover is not in place, the 
pit or trap openings ((shaH)) must be protected on all exposed 
sides by removable standard guardrail system. 

(£) You must guard manhole floor openings ((shal-be 
guarded)) by standard covers which need not be hinged in 
place. While the cover is not in place, the manhole opening 
((shaH)) must be protected by standard guardrail system. 

(5) Guarding of wall openings. 

(a) You must guard wall openings, from which there is a 
fall hazard of ((feur)) 4 feet or more, and the bottom of the 
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opening is less than ((thirty-mine)) 39 inches above the work- 
ing surface, ((shal-be-guarded)) as follows: 

(i) When the height and placement of the opening in rela- 
tion to the working surface is such that either a standard rail 
or intermediate rail will effectively reduce the danger of fall- 
ing, one or both ((shaH)) must be provided; 

(ii) The bottom of a wall opening, which is less than 
((feur)) 4 inches above the working surface, regardless of 
width, ((shaH)) must be protected by a standard toe board or 
an enclosing screen either of solid construction or as speci- 
fied in WAC 296-155-24615 (2)(c). 

(b) An extension platform, outside a wall opening, onto 
which materials can be hoisted for handling ((shaH)) must 
have standard guardrails on all exposed sides or equivalent. 
One side of an extension platform may have removable rail- 
ings in order to facilitate handling materials. 

(c) When a chute is attached to an opening, the provi- 
sions of subsection (5)(c) of this section ((shaH)) apply, 
except that a toe board is not required. 

(6) Fall protection during form and rebar work. 
When exposed to a fall height of ((feur)) 4 feet or more, 
employees placing or tying reinforcing steel on a vertical face 
are required to be protected by personal fall arrest systems, 
safety net systems, or positioning device systems. 

(7) Fall protection on steep pitched and low pitched 
roofs. 

(a) Steep pitched roofs. Regardless of the work activity, 

)) you must ensure that employees exposed 
to fall hazards of ((feur)) 4 feet or more while working on a 
roof with a pitch greater than ((feurintwelve)) 4 in 12 use 
one of the following: 

(i) Fall restraint system. Safety monitors and warning 
line systems are prohibited on steep pitched roofs; 

(ii) Fall arrest system; or 

(iii) Positioning device system. 

(b) Low pitched roofs. (( )) You must 
ensure that employees exposed to fall hazards of ((feur)) 4 
feet or more while engaged in work, other than roofing work 
or leading edge work, on low pitched roofs use one of the fol- 
lowing: 

(i) Fall restraint system; 

(ii) Fall arrest system; 

(iii) Positioning device system; 

(iv) Safety monitor and warning line system; or 

(v) Safety watch system. 

(8) Hazardous slopes. Employees exposed to falls of 
((feur)) 4 feet or more while working on a hazardous slope 
((shaH)) must use personal fall restraint systems or position- 
ing device systems. 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-155-24611 Fall protection required at ten 
feet or more. (1) ((Fhe-empleyershal)) You must ensure 
that the appropriate fall protection system is provided, 
installed, and implemented according to the requirements in 
this part when employees are exposed to fall hazards of 
((te#)) 10 feet or more to the ground or lower level, while: 

(a) Engaged in roofing work on a low pitched roof; 
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(b) Constructing a leading edge; 


Note: Employees not directly involved with constructing the leading 
edge, or are not performing roofing work must comply with 
WAC 296-155-24609, Fall protection required at four feet or 
more. 


(c) Working on any surface that does not meet the defi- 
nition of a walking/working surface not already covered in 
WAC 296-155-24609; 

(d) Engaged in excavation and trenching operations. 

(i) Exceptions. Fall protection is not required at excava- 
tions when employees are: 

(A) Directly involved with the excavation process and on 
the ground at the top edge of the excavation; or 

(B) Working at an excavation site where appropriate 
sloping of side walls has been implemented as the excavation 
protective system. 

(ii) Fall protection is required for employees standing in 
or working in the affected area of a trench or excavation 
exposed to a fall hazard of ((tea)) 10 feet or more and: 

(A) The employees are not directly involved with the 
excavation process; or 

(B) The employees are on the protective system or any 
other structure in the excavation. 

Note: Persons considered directly involved in the excavation process 
include: 
e Foreman of the crew. 
e Signal person. 
¢ Employee hooking on pipe or other materials. 
e Grade person. 
e State, county, or city inspectors inspecting the excavation or 
trench. 
e An engineer or other professional conducting a quality-assur- 
ance Inspection. 


(2) Fall protection work plan. (( 

You must develop and implement a written fall protection 
work plan including each area of the work place where the 
employees are assigned and where fall hazards of ((ten)) 10 
feet or more exist. 

(a) The fall protection work plan ((sha}4)) must: 

(1) Identify all fall hazards in the work area; 

(11) Describe the method of fall arrest or fall restraint to 
be provided; 

(iii) Describe the proper procedures for the assembly, 
maintenance, inspection, and disassembly of the fall protec- 
tion system to be used; 

(iv) Describe the proper procedures for the handling, 
storage, and securing of tools and materials; 

(v) Describe the method of providing overhead protec- 
tion for workers who may be in, or pass through the area 
below the worksite; 

(vi) Describe the method for prompt, safe removal of 
injured workers; and 

(vii) Be available on the job site for inspection by the 
department. 

(b) Prior to permitting employees into areas where fall 
hazards exist ((the-emptoyershal)) you must ensure employ- 
ees are trained and instructed in the items described in (a)(i) 
through (vii) of this subsection. 
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AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-155-24613 Fall arrest specifications. Fall 
arrest protection ((skaH)) must conform to the following pro- 
visions: 

(1) Personal fall arrest system ((shaH-censist-ef)) must 
meet the following requirements: 

(a) You must use a full body harness ((shal-be-used)). 

(b) You must immediately remove from service full 
body harness systems or components subject to impact load- 
ing ((shal be +mmediatehy removed trom service-_and shalt 
notbeused)) and you must not use them again for employee 
protection unless inspected and determined by a competent 
person to be undamaged and suitable for reuse. 

(c) Anchorages for full body harness systems ((sha})) 
must be capable of supporting (per employee): 

(1) (Fhree+theusand)) 3,000 pounds when used in con- 
junction with: 

(A) A self-retracting lifeline that limits the maximum 
free fall distances to two feet or less; or 

(B) A shock absorbing lanyard that restricts the forces on 
the body to ((nime-hendred)) 900 pounds or less. 

(ii) ((F+vetheusand)) 5,000 pounds for all other personal 
fall arrest system applications, or they ((shaH)) must be 
designed, installed, and used: 

(A) As a part of a complete personal fall arrest system 
which maintains a safety factor of at least two; and 

(B) Under the supervision of a qualified person. 

(d) When stopping a fall, personal fall arrest systems 
must: 

(1) Be rigged to allow a maximum free fall distance of 
((stx)) 6 feet so an employee will not contact any lower level; 

(ii) Limit maximum arresting force on an employee to 
((enetheusand-eieht hundred)) 1.800 pounds (8 kN); 

(iii) Bring an employee to a complete stop and limit 
maximum deceleration distance an employee travels to 
((three-and-one-hal})) 3 1/2 feet (1.07 m); and 

(iv) Have sufficient strength to withstand twice the 
potential impact energy of an employee free falling a maxi- 
mum distance of ((s#)) 6 feet (1.8 m). 

e Shock absorbers that meet the requirements of ANSI Z359.1- 
2007 that are used as a part of a personal fall arrest system in 

accordance with manufacturer's recommendations and instruc- 
tions for use and installation will limit the maximum arresting 


forces on an employee's body to ((enethousand eight hun- 
dred)) 1,800 pounds or less. 

e To calculate fall clearance distance using a shock absorbing 
lanyard and D-ring anchorage connector, see WAC 296-155- 
24624, Appendix B. 


Notes: 


(e) You must protect all safety lines and lanyards ((shaH 
be-pretected)) against being cut or abraded. 

(£) The attachment point of the full body harness ((sha})) 
must be located in the center of the wearer's back near shoul- 
der level, or above the wearer's head. 

(g) Hardware ((shaH)) must be drop forged, pressed or 
formed steel, or made of materials equivalent in strength. 

(h) Hardware ((shaH)) must have a corrosion resistant 
finish, and all surfaces and edges ((shal!)) must be smooth to 
prevent damage to the attached full body harness or lanyard. 
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(i) When vertical lifelines (droplines) are used, not more 
than one employee ((shaH)) must be attached to any one life- 
line. 

Note: The system strength needs in the following items are based on 
a total combined weight of employee and tools of no more than 
((threc-hundred-and+en)) 310 pounds. If combined weight is 
more than ((three-hundred-andtes)) 310 pounds, appropriate 
allowances must be made or the system will not be in compli- 
ance. For more information on system testing see WAC 296- 
24-88050, Appendix C, Part II. 


(j) Vertical lifelines (droplines) ((shaH)) must have a 
minimum breaking strength of ((ftvetheusand)) 5,000 
pounds (22.2 kN), except that self-retracting lifelines and lan- 
yards which automatically limit free fall distance to two feet 
(.61 m) or less ((shaH)) must have a minimum breaking 
strength of ((threethousand)) 3,000 pounds (13.3 kN). 

(k) Horizontal lifelines ((shaH)) must be designed, 
installed, and used, under the supervision of a qualified per- 
son, as part of a complete personal fall arrest system, which 
maintains a safety factor of at least two. 

(1) Droplines or lifelines used on rock scaling operations, 
or in areas where the lifeline may be subjected to cutting or 
abrasion, ((shaH)) must be a minimum of ((seven-etehths)) 
7/8 inch wire core manila rope or equivalent. For all other 
lifeline applications, a minimum of ((three-feurths)) 3/4 inch 
manila rope or equivalent, with a minimum breaking strength 
of ((f#retheusand)) 5,000 pounds, ((sha)) must be used. 

(m) Lanyards ((shaH)) must have a minimum breaking 
strength of ((fvetheusand)) 5,000 pounds (22.2 kN). 

(n) All components of full body harness systems whose 
strength is not otherwise specified in this subsection ((shal)) 
must be capable of supporting a minimum fall impact load of 
((fivetheusand)) 5,000 pounds (22.2 kN) applied at the lan- 
yard point of connection. 

(0) D-rings and snap hooks ((sha#)) must be proof-tested 
to a minimum tensile load of ((three thousand six_hundred)) 
3,600 pounds (16 kN) without cracking, breaking, or taking 
permanent deformation. 

(p) Snap hooks ((shal)) must be a locking type snap 
hook designed and used to prevent disengagement of the snap 
hook by the contact of the snap hook keeper by the connected 
member. 

(q) Unless the snap hook is designed for the following 
connections, snap hooks ((ska})) must not be engaged: 

(1) Directly to the webbing, rope or wire rope; 

(11) To each other; 

(iii) To a D-ring to which another snap hook or other 
connector is attached; 

(iv) To a horizontal lifeline; or 

(v) To any object which is incompatibly shaped or 
dimensioned in relation to the snap hook such that uninten- 
tional disengagement could occur by the connected object 
being able to depress the snap hook keeper and release itself. 

(2) Safety net systems. Safety net systems and their use 
((shaH)) must comply with the following provisions: 

(a) Safety nets ((shaH)) must be installed as close as 
practicable under the surface on which employees are work- 
ing, but in no case more than ((thirty)) 30 feet (9.1 m) below 
such level unless specifically approved in writing by the 
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manufacturer. The potential fall area to the net ((shaH)) must 
be unobstructed. 

(b) Safety nets ((skaH)) must extend outward from the 
outermost projection of the work surface as follows: 


Minimum required hori- 
zontal distance of outer 
edge of net from the edge of 
the working surface 


Vertical distance from 
working levels to hori- 
zontal plane of net 


Up to 5 feet 8 feet 

More than 5 feet up to 10 10 feet 
feet 

More than 10 feet 13 feet 


(c) You must install safety nets ((shaHbeinstaHed)) with 
sufficient clearance under them to prevent contact with the 
surface or structures below when subjected to an impact force 
equal to the drop test specified in (d) of this subsection. 


(d) Safety nets and their installations ((shaH)) must be 
capable of absorbing an impact force equal to that produced 
by the drop test. 


(1) Except as provided in (d)(ii) of this subsection, safety 
nets and safety net installations ((sha})) must be drop-tested 
at the job site after initial installation and before being used as 
a fall protection system, whenever relocated, after major 
repair, and at ((stx-menth)) 6-month intervals if left in one 
place. The drop-test ((shal)) must consist of a ((four han- 
dred)) 400 pound (180 kg) bag of sand 30 + ((2)) two inches 
(76 + 5 cm) in diameter dropped into the net from the highest 
walking/working surface at which employees are exposed to 
fall hazards, but not from less than ((ferty-twe)) 42 inches 
(1.1 m) above that level. 


(11) When the employer can demonstrate that it is unrea- 
sonable to perform the drop-test required by (d)(1) of this sub- 
section, ((the- empleyer)) you (or a designated competent per- 
son) ((shaH)) must certify that the net and net installation is in 
compliance with (c) and (d)(1) of this subsection by preparing 
a certification record prior to the net being used as a fall pro- 
tection system. The certification record must include an iden- 
tification of the net and net installation for which the certifi- 
cation record is being prepared; the date that it was deter- 
mined that the identified net and net installation were in 
compliance with (c) of this subsection and the signature of 
the person making the determination and certification. The 
most recent certification record for each net and net installa- 
tion ((shaH})) must be available at the job site for inspection. 


(e) You must remove materials, scrap pieces, equipment, 
and tools which have fallen into the safety net ((shaHbe 
remeved)) as soon as possible from the net and at least before 
the next work shift. 


(f) The maximum size of each safety net mesh opening 
((shaH)) must not exceed ((thirty-si*)) 36 square inches (230 
cm?) nor be longer than ((s#x)) 6 inches (15 cm) on any side, 
and the opening, measured center-to-center of mesh ropes or 
webbing, ((shaH)) must not be longer than ((s#x)) 6 inches (15 
cm). All mesh crossings ((shall)) must be secured to prevent 
enlargement of the mesh opening. 
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(g) Each safety net (or section of it) ((shaH)) must have a 
border rope or webbing with a minimum breaking strength of 
((fve-theusand)) 5,000 pounds (22.2 kN). 

(h) Connections between safety net panels ((sha)) must 
be as strong as integral net components and ((skaH)) must be 
spaced not more than ((s#x)) 6 inches (15 cm) apart. 

(3) Catch platforms. 

(a) You must install a catch platform ((skallbe 
imstalled)) within ((feur)) 4 vertical feet of the work area. 

(b) The catch platform's width ((shal)) must be a mini- 
mum of ((ferty-five)) 45 inches wide and ((shalJ)) must be 
equipped with standard guardrails and toe boards on all open 
sides. 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-155-24615 Fall restraint specifications. 
Fall restraint protection ((shaH)) must conform to the follow- 
ing provisions: 

(1) Personal fall restraint systems ((shaH)) must be 
rigged to allow the movement of employees only as far as the 
unprotected sides and edges of the walking/working surface, 
and ((shaH)) must consist of: 

(a) A full body harness ((sha}})) must be used. 

(b) The full body harness must be attached to securely 
rigged restraint lines. 

(c) All hardware assemblies for full body harness 
((shaH)) must be capable of withstanding a tension loading of 
((feurtheusand)) 4,000 pounds without cracking, breaking, 
or taking a permanent deformation. 

(d) ((Fhe-empleyershal)) You must ensure component 
compatibility. 

(e) Anchorage points used for fall restraint ((sha)) must 
be capable of supporting ((feur)) 4 times the intended load. 

(f) Rope grab devices are prohibited for fall restraint 
applications unless they are part of a fall restraint system 
designed specifically for the purpose by the manufacturer, 
and used in strict accordance with the manufacturer's recom- 
mendations and instructions. 

(2) Guardrail specifications. 

(a) A standard guardrail system ((shaH)) must consist of 
top rail, intermediate rail, and posts, and ((shaH)) must have a 
vertical height of ((thitty-nine+to-fertyfive)) 39 to 45 inches 
from upper surface of top rail to floor, platform, runway, or 
ramp level. When conditions warrant, the height of the top 
edge may exceed the ((fertyfive)) 45 inch height, provided 
the guardrail system meets all other criteria of this subsec- 
tion. The intermediate rail ((shaH)) must be halfway between 
the top rail and the floor, platform, runway, or ramp. The 
ends of the rails ((shaĦH)) must not overhang the terminal 
posts except where such overhang does not constitute a pro- 
jection hazard. 

(b) Minimum requirements for standard guardrail sys- 
tems under various types of construction are specified in the 
following items: 

(1) For wood railings, the posts ((shaH)) must be of at 
least two-inch by ((fewrineh)) 4-inch stock spaced not to 
exceed ((eight)) 8 feet; the top rail ((shaH)) must be of at least 
two-inch by ((fewsimehk)) 4-inch stock and each length of 
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lumber ((shaH)) must be smooth surfaced throughout the 
length of the railing. The intermediate rail ((shaH)) must be of 
at least one-inch by ((s#<-neh)) 6-inch stock. Other configu- 
rations may be used for the top rail when the configuration 
meets the requirements of (b)(vii) of this subsection. 

(11) For pipe railings, posts and top and intermediate rail- 
ings ((shalH)) must be at least ((ene-and-one-half)) 1 1/2 
inches nominal OD diameter with posts spaced not more than 
((e#ght)) 8 feet on centers. Other configurations may be used 
for the top rail when the configuration meets the require- 
ments of (b)(vii) of this subsection. 

(iii) For structural steel railings, posts and top and inter- 
mediate rails ((shall)) must be of two-inch by two-inch by 
((three-eighths)) 3/8 inch angles or other metal shapes of 
equivalent bending strength, with posts spaced not more than 
((e#ght)) 8 feet on centers. Other configurations may be used 
for the top rail when the configuration meets the require- 
ments of (b)(vii) of this subsection. 

(iv) For wire rope railings, the top and intermediate rail- 
ings ((shaH)) must meet the strength factor and deflection of 
(b)(v) of this subsection. The top railing ((shal)) must be 
flagged at not more than ((s#x)) 6 foot intervals with high-vis- 
ibility material. Posts ((skaH)) must be spaced not more than 
((et¢ht)) 8 feet on centers. The rope ((shaH)) must be 
stretched taut and ((shaH)) must be between ((thitty-nine-and 
ferty-five)) 39 and 45 inches in height at all points. Other 
configurations may be used for the top rail when the configu- 
ration meets the requirements of (b)(vii) of this subsection. 

(v) The anchoring of posts and framing of members for 
railings of all types ((shaH)) must be of such construction that 
the completed structure ((shall)) must be capable of with- 
standing a load of at least ((#ve-hundred)) 200 pounds 
applied in any direction at any point on the top rail. The top 
rail ((shaH)) must be between ((thitty-nine and forty_five)) 39 
and 45 inches in height at all points when this force is 
applied. 

(vi) Railings receiving heavy stresses from employees 
trucking or handling materials ((shaH)) must be provided 
additional strength by the use of heavier stock, closer spacing 
of posts, bracing, or by other means. 

(vii) Other types, sizes, and arrangements of railing con- 
struction are acceptable, provided they meet the following 
conditions: 

(A) A smooth surfaced top rail at a height above floor, 
platform, runway, or ramp level between ((thitty-nine-and 
ferty—five)) 39 and 45 inches; 

(B) When the ((#ve-hundred)) 200 pound (890 N) load 
specified in (b)(v) of this subsection is applied in a downward 
direction, the top edge of the guardrail ((shaH)) must not 
deflect to a height less than ((thirty-mne)) 39 inches (1.0 m) 
above the walking/working level. Guardrail system compo- 
nents selected and constructed in accordance with this part 
will be deemed to meet this requirement; 

(C) Protection between top rail and floor, platform, run- 
way, ramp, or stair treads, equivalent at least to that afforded 
by a standard intermediate rail; 

(D) Elimination of overhang of rail ends unless such 
overhang does not constitute a hazard. 

(c) Toe board specifications. 
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(i) A standard toe board ((shaĦ)) must be a minimum of 
((four)) 4 inches nominal in vertical height from its top edge 
to the level of the floor, platform, runway, or ramp. It ((sha})) 
must be securely fastened in place with not more than one- 
quarter inch clearance above floor level. It may be made of 
any substantial material, either solid, or with openings not 
over one inch in greatest dimension. 

(ii) Where material is piled to such height that a standard 
toe board does not provide protection, paneling, or screening 
from floor to intermediate rail or to top rail ((shaH)) must be 
provided. 

(3) Cover specifications. 

(a) Floor opening or floor hole covers ((skaH)) must be 
of any material that meets the following strength require- 
ments: 

(1) Conduits, trenches, and manhole covers and their sup- 
ports, when located in roadways, and vehicular aisles 
((shaH)) must be designed to carry a truck rear axle load of at 
least two times the maximum intended load; 

(ii) All floor opening and floor hole covers ((sha}4)) must 
be capable of supporting the maximum potential load but 
never less than ((twe-hundred)) 200 pounds (with a safety 
factor of ((feue)) 4). 

(A) All covers ((shaH)) must be secured when installed 
so as to prevent accidental displacement by the wind, equip- 
ment, or employees. 

(B) All covers ((shaH)) must be color coded or they 
((shaH)) must be marked with the word "hole" or "cover" to 
provide warning of the hazard. 

(b) Barriers and screens used to cover wall openings 
((shaH)) must meet the following requirements: 

(i) Barriers ((shalt)) must be of such construction and 
mounting that, when in place at the opening, the barrier is 
capable of withstanding a load of at least ((#ve-hundred)) 200 
pounds applied in any direction (except upward), with a min- 
imum of deflection at any point on the top rail or correspond- 
ing member. 

(ii) Screens ((shalt)) must be of such construction and 
mounting that they are capable of withstanding a load of at 
least ((twe-hundred)) 200 pounds applied horizontally at any 
point on the near side of the screen. They may be of solid con- 
struction of either grill work with openings not more than 
((eteht)) 8 inches long, or of slat work with openings not 
more than four inches wide with length unrestricted. 

(4) Warning line system specifications on pitches ((feur 
imtwelve)) 4 in 12 or less for roofing work, leading edge 
work, and on low pitched open sided surfaces for work activ- 
ities other than roofing work or leading edge work. ((Fhe 
empleyershal)) You must ensure the following: 

(a) Warning lines ((shaH)) must be erected around all 
unprotected sides and edges of the work area. 

(i) Warning lines used during roofing work. 

(A) When roofing work is taking place or when mechan- 
ical equipment is not being used, the warning line ((shaH)) 
must be erected not less than ((stx)) 6 feet (1.8 m) from the 
edge of the roof. 

(B) When mechanical equipment is being used, the 
warning line ((shaH)) must be erected not less than ((stx)) 6 
feet (1.8 m) from the roof edge which is parallel to the direc- 
tion of mechanical equipment operation, and not less than 
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((te#)) 10 feet (3.1 m) from the roof edge which is perpendic- 
ular to the direction of mechanical equipment operation. 


(11) Warning lines erected for leading edge work. 


Warning lines ((shaH)) must be erected to separate 
employees who are engaged in leading edge work (between 
the forward edge of the warning line and the leading edge), 
from other work areas on the low pitched surface. ((Fhe 
empleyershaH)) You must ensure: 

(A) The warning line is erected not less than ((stx)) 6 feet 
nor more than ((twenty-frve)) 25 feet from the leading edge; 
and 

(B) When fall arrest systems as described in WAC 296- 
155-24613, or fall restraint systems as described in subsec- 
tions (1) and (2) of this section are not used, you must imple- 
ment a safety monitor system as described in subsection (5) 
of this section ((shal-beimplemented)) to protect employees 
engaged in constructing the leading edge who are working 
between the forward edge of the warning line and the leading 
edge. 

(iii) Warning lines erected on low pitched open sided 
surfaces for work activities other than roofing work or lead- 
ing edge work, ((sha)) must be erected not less than ((#f 
teen)) 15 feet from the unprotected sides or edges of the open 
sided surface. 


(b) The warning line ((shaH)) must consist of a rope, 
wire, or chain and supporting stanchions erected as follows: 

(i) The rope, wire, or chain ((skal)) must be flagged at 
not more than ((stx)) 6 foot (1.8 m) intervals with high visi- 
bility material. Highly visible caution or danger tape as 
described in (b)(iv) of this subsection, does not need to be 
flagged. 

(ii) The rope, wire, or chain ((shaH)) must be rigged and 
supported in such a way that its lowest point (including sag) 
is no less than ((th###y-stx)) 36 inches from the surface and its 
highest point is no more than ((ferty-five)) 45 inches from the 
surface. 

(iii) After being erected, with the rope, wire or chain 
attached, stanchions ((shaH)) must be capable of resisting, 
without tipping over, a force of at least ((stxteen)) 16 pounds 
(71 N) applied horizontally against the stanchion, ((thirty)) 
30 inches (0.76 m) above the surface, perpendicular to the 
warning line, and in the direction of the unprotected sides or 
edges of the surface. 

(iv) The rope, wire, or chain ((shaH)) must have a mini- 
mum tensile strength of ((#ve-hundred)) 200 pounds (90 k), 
and after being attached to the stanchions, ((shaH)) must be 
capable of supporting, without breaking, the loads applied to 
the stanchions. 

Highly visible caution or danger tape may be used in lieu 
of rope, wire, or chain as long as it is at least ((three)) 3 inches 
wide and ((three)) 3 mils thick, and has a tensile strength of at 
least ((twe-hundred)) 200 pounds. 

(v) The line ((sha)) must be attached at each stanchion 
in such a way that pulling on one section of the line between 
stanchions will not result in slack being taken up in adjacent 
sections before the stanchion tips over. 

(c) You must erect access paths ((shall -be-ereeted)) as 
follows: 
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(i) Points of access, materials handling areas, and storage 
areas ((shaH)) must be connected to the work area by a clear 
access path formed by two warning lines. 

(ii) When the path to a point of access is not in use, you 
must place a rope, wire, or chain, equal in strength and height 
to the warning line, ((shaH-be-placed)) across the path at the 
point where the path intersects the warning line erected 
around the work area. 

(5) Safety monitor system specifications. 

(a) A safety monitor system may be used in conjunction 
with a warning line system as a method of fall protection 
during roofing work on low pitched roofs or leading edge 
work on low pitched surfaces. 

Note: The warning line is not required when performing roofing 
work on low pitched roofs less than ((f¥)) 50 feet wide. For 
information on determining roof widths, see WAC 296-155- 
24623, Appendix A, determining roof widths. 


(b) When selected, ((the-employer—shal})) you must 


ensure that the safety monitor system is addressed in the fall 
protection work plan, including the name of the safety moni- 
tor(s) and the extent of their training in both the safety moni- 
tor and warning line systems. ((Fhe-empleyer-shaH)) You 
must ensure that the following requirements are met: 

(i) The safety monitor system ((shal)) must not be used 
when adverse weather conditions create additional hazards. 

(11) Employees working outside of the warning line sys- 
tem, (between the forward edge of the warning line and the 
unprotected sides or edges of a low pitched surface), ((sha})) 
must be readily distinguishable from other members of the 
crew that are working inside the warning line system by 
wearing highly visible, distinctive, and uniform apparel. 

(iii) Employees must promptly comply with fall hazard 
warnings from the safety monitor. 

(iv) You must train a person acting in the capacity of 
safety monitor(s) ((shal-be+trained)) in the function of both 
the safety monitor and warning line systems, and ((shaH)) 
they must: 

(A) Be a competent person as defined in WAC 296-155- 
24603. 

(B) Have control authority over the work as it relates to 
fall protection. 

(C) Be instantly distinguishable over members of the 
work crew. 

(D) Perform no other duties while acting as safety moni- 
tor. 

(E) Be positioned in relation to the workers under their 
protection, so as to have a clear, unobstructed view and be 
able to maintain normal voice communication. 

(F) Not supervise more than ((e#¢ht)) 8 exposed workers 
at one time. 

(G) Warn the employee when it appears that the 
employee is unaware of a fall hazard or is acting in an unsafe 
manner. 

(6) Safety watch system specifications. 

(a) When one employee is conducting any repair work or 
servicing equipment on a roof that has a pitch no greater than 
((feurintwelve)) 4 in 12, employers are allowed to use a 
safety watch system. 

(b) Ensure the safety watch system meets the following 
requirements: 
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(i) There can only be two people on the roof while the 
safety watch system is being used: The one employee acting 
as the safety watch and the one employee engaged in the 
repair work or servicing equipment; 

(ii) The employee performing the task must comply 
promptly with fall hazard warnings from the safety watch; 

(iii) Mechanical equipment is not used; and 

(iv) The safety watch system is not used when weather 
conditions create additional hazards. 

(c) Ensure the employee acting as the safety watch meets 
all of the following: 

(i) Is a competent person as defined in WAC 296-155- 
24603; 

(11) Has full control over the work as it relates to fall pro- 
tection; 

(iii) Has a clear, unobstructed view of the worker; 

(iv) Is able to maintain normal voice communication; 
and 

(v) Performs no other duties while acting as the safety 
watch. 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-155-24617 Positioning device system spec- 
ifications. Positioning device systems and their use ((shaH)) 
must conform to the following provisions: 

(1) Positioning harnesses or full body harnesses ((sha})) 
must be used. 

(2) Positioning devices ((sha})) must be rigged to pre- 
vent an employee from a free fall greater than two feet. 

(3) Positioning devices ((sheH)) must be secured to an 
anchorage capable of supporting at least twice the potential 
impact load of an employee's fall or ((threethousand)) 3,000 
pounds (13.3 kN), whichever is greater. 

(4) Connectors ((shaH)) must be drop forged, pressed or 
formed steel, or made of equivalent materials. 

(5) Connectors ((shaH)) must have a corrosion-resistant 
finish, and all surfaces and edges ((shal!)) must be smooth to 
prevent damage to interfacing parts of this system. 

(6) Connecting assemblies ((shaH)) must have a mini- 
mum breaking strength of ((fvetheusand)) 5,000 pounds 
(22.2 kN). 

(7) D-rings and snap hooks ((shaH)) must be proof-tested 
to a minimum tensile load of ((three-thousand six_hundred)) 
3,600 pounds (16 kN) without cracking, breaking, or taking 
permanent deformation. 

(8) Snap hooks ((shal)) must be a locking type snap 
hook designed and used to prevent disengagement of the snap 
hook by the contact of the snap hook keeper by the connected 
member. 

(9) Unless the snap hook is designed for the following 
connections, snap hooks ((shaH)) must not be engaged: 

(a) Directly to webbing, rope or wire rope; 

(b) To each other; 

(c) To a D-ring to which another snap hook or other con- 
nector is attached; 

(d) To a horizontal lifeline; or 

(e) To any object which is incompatibly shaped or 
dimensioned in relation to the snap hook such that uninten- 
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tional disengagement could occur by the connected object 
being able to depress the snap hook keeper and release itself. 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-155-24619 Other specifications. (1) 
Ramps, runways and inclined walkways ((shaH)) must: 
(a) Be at least ((eighteen)) 18 inches wide; and 
(b) Not be inclined more than ((#wenty)) 20 degrees from 
horizontal and when inclined, they ((shaH)) must be cleated 
or otherwise treated to prevent a slipping hazard on the walk- 
ing surface. 
Note: See WAC 296-155-24609(3) for guarding ramps, runways, and 
inclined walkways that are four feet or more above the ground 
or lower level. 


(2) Self-rescue devices. Self-rescue devices are not a fall 
protection system. Self-rescue devices used to self-rescue 
after a fall ((shaH)) must meet the following requirements: 

(a) Use self-rescue devices according to the manufac- 
turer's instructions; and 

(b) Self-rescue devices must be addressed by the fall pro- 
tection work plan. 

(3) Canopy. Canopies, when used as falling object pro- 
tection, ((shaH)) must be strong enough to prevent collapse 
and to prevent penetration by any objects which may fall onto 
the canopy. 

(4) Roofing bracket specifications. Roofing brackets 
are not a fall protection system. 

(a) Roofing brackets ((ska)) must be constructed to fit 
the pitch of the roof. 

(b) In addition to securing brackets using the pointed 
metal projections, brackets ((shaH)) must also be secured in 
place by nailing. When it is impractical to nail brackets, rope 
supports ((shaH)) must be used. When rope supports are used, 
they ((shaH)) must consist of first grade manila of at least 
((three-quarters)) 3/4 inch diameter, or equivalent. 

(5) Crawling board and chicken ladder specifica- 
tions. Crawling boards and chicken ladders are not fall pro- 
tection systems. 

(a) Crawling boards ((shaH)) must be not less than ((ten)) 
10 inches wide and one inch thick, having cleats one by ((ene 
anc-ene-half)) 1 1/2 inches. 

(i) The cleats ((shaH)) must be equal in length to the 
width of the board and spaced at equal intervals not to exceed 
((twenty-four)) 24 inches. 

(ii) Nails ((shaH)) must be driven through and clinched 
on the underside. 

(iii) The crawling board ((shaH)) must extend from the 
ridge pole to the eaves when used in connection with roof 
construction, repair, or maintenance. 

(b) Crawling boards ((skaH})) must be secured to the roof 
using ridge hooks or other equivalent means. 

(6) Roof edge materials handling areas and materials 
storage specifications. 

(a) When guardrails are used at hoisting areas, a mini- 
mum of ((feur)) 4 feet of guardrail ((skaH)) must be erected 
along each side of the access point through which materials 
are hoisted. 
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(b) A chain or gate ((shaHt)) must be placed across the 
opening between the guardrail sections when hoisting opera- 
tions are not taking place. 

(c) When guardrails are used at bitumen pipe outlet, a 
minimum of ((fevt)) 4 feet of guardrail ((shaH)) must be 
erected along each side of the pipe. 

(d) Mechanical equipment ((skaH)) must be used or 
stored only in areas where employees are protected using a 
fall arrest system as described in WAC 296-155-24613, or a 
fall restraint system as described in WAC 296-155-24615 (1), 
(2), or (4). Mechanical equipment may not be used or stored 
where the only protection is provided by the use of a safety 
monitor. 

(e) The hoist ((skaH)) must not be used as an attach- 
ment/anchorage point for fall arrest or fall restraint systems. 

(f£) Materials ((sha)) must not be stored within ((stx)) 6 
feet of the roof edge unless guardrails are erected at the roof 
edge. Guardrails ((shaH)) must include a toe board if employ- 
ees could be working or passing below. 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-155-24621 Training. (1) All training 
required by this part, must be documented and documentation 
kept on file. 

(2) ((*))Retraining.((*)) When the employer has reason 
to believe that any affected employee who has already been 
trained does not have the understanding and skill required by 
subsection (1) of this section, ((the-empleyershall)) you must 
retrain each such employee. Circumstances where retraining 
is required include, but are not limited to, situations where: 

e Changes in the workplace render previous training 
obsolete; or 

e Changes in the types of fall protection systems or 
equipment to be used render previous training obsolete; or 

e Inadequacies in an affected employee's knowledge or 
use of fall protection systems or equipment indicate that the 
employee has not retained the requisite understanding or 
skill. 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-155-24623 Appendix A—Determining 
roof widths—Nonmandatory guidelines for complying 
with WAC 296-155-24615. (1) This appendix serves as a 
guideline to assist employers complying with the require- 
ments of WAC 296-155-24615 which allows the use of a 
safety monitoring system alone as a means of providing fall 
protection during the performance of roofing operations on 
low-sloped roofs ((f#t¥)) 50 feet (15.25 m) or less in width. 
Each example in the appendix shows a roof plan or plans and 
indicates where each roof or roof area is to be measured to 
determine its width. Section views or elevation views are 
shown where appropriate. Some examples show "correct" 
and "incorrect" subdivisions of irregularly shaped roofs 
divided into smaller, regularly shaped areas. In all examples, 
the dimension selected to be the width of an area is the lesser 
of the two primary dimensions of the area, as viewed from 
above. Example A shows a simple rectangular roof. The 
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width is the lesser of the two primary overall dimensions, 
which is also the case with roofs sloped toward or away from 
the roof center, as shown in Example B. 

(2) Many roofs are not simple rectangles. Such roofs 
may be broken down into subareas as shown in Example C. 
The process of dividing a roof area can produce many differ- 
ent configurations. Example C gives the general rule of using 
dividing lines of minimum length to minimize the size and 
number of the areas which are potentially less than ((ffty)) 
50 feet (15.25 m) wide. The intent is to minimize the number 
of roof areas where safety monitoring systems alone are suf- 
ficient protection. 

(3) Roofs which are comprised of several separate, non- 
contiguous roof areas, as in Example D, may be considered as 
a series of individual roofs. Some roofs have penthouses, 
additional floors, courtyard openings, or similar architectural 
features; Example E shows how the rule for dividing roofs 
into subareas is applied to such configurations. Irregular, 
nonrectangular roofs must be considered on an individual 
basis, as shown in Example F. 
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Example A 
Rectangular Shaped Roof 


PLAN VIEW 
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Example B 
Sloped Rectangular Shaped Roofs 


PLAN VIEW A PLAN VIEW 


(YY 
(a1, _, 


SECTION A-A SECTION B-B 
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Example C 
Irregularly Shaped Roofs With Rectangular Shaped Sections 


Correct 
Correct Incorrect 
Correct Incorrect 


Such roofs are to be divided into subareas by using dividing lines of minimum length to minimize the size and number of 
the areas which are potentially less than or equal to ((f#ft¥)) 50 feet (15.25 m) in width, in order to limit the size of roof areas 
where the safety monitoring system alone can be used (WAC 296-155-24615 (2)(b)). Dotted lines are used in the examples to 
show the location of dividing lines. 


@) denotes incorrect measurements of width. 
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Example D 
Separate, Noncontiguous Roof Areas 


SECTION A-A 


PLAN 


ELEVATION 
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Example E 
Roofs with Penthouses, Open Courtyards, Additional Floors, etc. 


PENTHOUSE, 


OPEN COURTYARD, 
ETC. 


CORRECT 


PENTHOUSE, 


OPEN COURTYARD, 


INCORRECT 


Such roofs are to be divided into subareas by using dividing lines of minimum length to minimize the size and number of 
the areas which are potentially less than or equal to ((f#ft¥)) 50 feet (15.25 m) in width in order to limit the size of roof areas 
where the safety monitoring system alone can be used. Dotted lines are used in the examples to show the location of dividing 
lines. 


@) denotes incorrect measurements of width. 


Permanent [124 ] 


Washington State Register, Issue 16-09 


Example F 


WSR 16-09-085 


Irregular, Nonrectangular Shaped Roofs 


PLAN 


PLAN 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-155-24624 Appendix B—Calculating fall 
clearance distance using a shock-absorbing lanyard and 
D-ring anchorage connector—Nonmandatory guidelines 
for complying with WAC 296-155-24613 (1)(d). Do the fol- 
lowing to calculate the fall clearance distance using a shock- 
absorbing lanyard and D-ring anchorage connector: 

e First, add the length of the shock-absorbing lanyard 
(((s#*)) 6 feet) to the maximum elongation of the shock 


absorber during deceleration (((three-and-one-half)) 3 1/2 
feet) to the average height of a worker (((s#x)) 6 feet). 


¢ Then, add a safety factor of ((three)) 3 feet to allow for 
the possibility of an improperly fit full body harness, a taller 
than average worker and/or a miscalculation of distance. 


e The suggested safe fall clearance distance for this 


example is ((etghteen-and one-hal})) 18 1/2 feet. 
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AMENDATORY SECTION (Amending WSR 14-07-086, 
filed 3/18/14, effective 5/1/14) 


WAC 296-155-250 Definitions applicable to this part. 
((4“))Approved((“)). For the purpose of this part, means 
equipment that has been listed or approved by a nationally 
recognized testing laboratory such as Factory Mutual Engi- 
neering Corp., or Underwriters' Laboratories, Inc., federal 
agencies such as United States Mine Safety and Health 
Administration or United States Coast Guard, which issue 
approvals for such equipment, or the department of labor and 
industries. 

((@—))Closed container((“-means)). A container so 
sealed by means of a lid or other device that neither liquid nor 
vapor will escape from it at ordinary temperatures. 

((@)))Combustion((*means)). Any chemical process 
that involves oxidation sufficient to produce light or heat. 

((4)))Fire brigade((“smeans)). An organized group of 
employees that are knowledgeable, trained, and skilled in the 
safe evacuation of employees during emergency situations 
and in assisting in firefighting operations. 

((6))Fire resistance((“means)). So resistant to fire 
that, for specified time and under conditions of a standard 
heat intensity, it will not fail structurally and will not permit 
the side away from the fire to become hotter than a specified 
temperature. For purposes of this part, fire resistance ((shaH)) 
must be determined by the Standard Methods of Fire Tests of 
Building Construction and Materials, NFPA 251-72. 

((}))Flammable((“meaxns)). Capable of being easily 
ignited, burning intensely or having a rapid rate of flame 


spread. 

((()~)) Flammable liquid((*+mears)). Any liquid hav- 
ing a flashpoint at or below 199.4°F (93°C). Flammable liq- 
uids are divided into ((fexr)) 4 categories as follows: 

(a) Category 1 ((shaH)) includes liquids having flash- 
points below 73.4°F (23°C) and having a boiling point at or 
below 95°F (35°C). 

(b) Category 2 ((skal)) includes liquids having flash- 
points below 73.4°F (23°C) and having a boiling point above 
95°F (35°C). 

(c) Category 3 ((shalt)) includes liquids having flash- 
points at or above 73.4°F (23°C) and at or below 140°F 
(60°C). When a Category 3 liquid with a flashpoint at or 
above 100°F (37.8°C) is heated for use to within 30°F 
(16.7°C) of its flashpoint, it ((shaH)) must be handled in 
accordance with the requirements for a Category 3 liquid 
with a flashpoint below 100°F (37.8°C). 

(d) Category 4 ((skal)) includes liquids having flash- 
points above 140°F (60°C) and at or below 199.4°F (93°C). 
When a Category 4 flammable liquid is heated for use to 
within 30°F (16.7°C) of its flashpoint, it ((shaH)) must be 
handled in accordance with the requirements for a Category 3 
liquid with a flashpoint at or above 100°F (37.8°C). 

(e) When liquid with a flashpoint greater than 199.4°F 
(93°C) is heated for use to within 30°F (16.7°C) of its flash- 
point, it ((shalt)) must be handled in accordance with the 
requirements for a Category 4 flammable liquid. 

((€8))Flashpoint((*+meaxns)). The minimum tempera- 
ture at which a liquid gives off vapor within a test vessel in 
sufficient concentration to form an ignitable mixture with air 
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near the surface of the liquid, and ((shaH)) must be deter- 
mined as follows: 

(a) The flashpoint of liquids having a viscosity less than 
45 Saybolt Universal Second(s) at 100°F (37.8°C) and a 
flashpoint below 175°F (79.4°C) ((shall)) must be deter- 
mined in accordance with the Standard Method of Test for 
Flash Point by the Tag Closed Tester, ASTM D-56-69, or an 
equivalent method as defined by WAC 296-901-14024, 
Appendix B-Physical hazard criteria. 

(b) The flashpoints of liquids having a viscosity of 45 
Saybolt Universal Second(s) or more at 175°F (79.4°C) or 
higher ((shaH)) must be determined in accordance with the 
Standard Method of Test for Flash Point by the Pensky Mar- 
tens Closed Tester, ASTM D-93-69, or an equivalent method 
as defined by WAC 296-901-14024, Appendix B-Physical 
hazard criteria. 

()))Liquified petroleum gases((“"LPG" and“LP 

)), LPG, and LP gas. Any material 
which is composed predominantly of any of the following 
hydrocarbons, or mixtures of them, such as propane, propyl- 
ene, butane (normal butane or isobutane), and butylenes. 

((G-0)}*))Portable tank((“4means)). A closed container 
having a liquid capacity more than 60 U.S. gallons, and not 
intended for fixed installation. 

((G4—))Safety can((*-means)). An approved closed 
container, of not more than 5 gallons capacity, having a 
spring-closing lid and spout cover and so designed that it will 
safely relieve internal pressure when subjected to fire expo- 
sure. 

((G2—*))Salamander(("—means)). A portable heating 
device, solid or liquid fueled, which is not vented to the out- 
door atmosphere. 

((G3}))Vapor pressure((*—means)). The pressure, 
measured in pounds per square inch (absolute), exerted by a 
volatile liquid as determined by the "Standard Method of Test 
for Vapor Pressure of Petroleum Products (Reid Method)," 
(ASTM D-323-68). 


AMENDATORY SECTION (Amending WSR 14-07-086, 
filed 3/18/14, effective 5/1/14) 


WAC 296-155-260 Fire protection. (1) General 
requirements. 

(a) ((Fhe-employer-shall)) You must be responsible for 
development of a fire protection program to be followed 
throughout all phases of construction and demolition work, 
and ((the-empleyer-shal})) you must provide for firefighting 
equipment as specified in this part. As fire hazards occur, 
((there-shalbe-ne)) you must not delay in providing neces- 
sary equipment. 

(b) Access to all available firefighting equipment 
((shaH)) must be maintained at all times. 

(c) All firefighting equipment, provided by the 
employer, ((shalt)) must be conspicuously located. 

(d) All firefighting equipment ((shal)) must be periodi- 
cally inspected by a competent person, and maintained i in 
operating condition. (( 

-)) You must immediately replace defective 


equipment. 
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(e) As warranted by the project, ((the-empleyer-shal)) 
you must provide a trained and equipped firefighting organi- 


zation (fire brigade) to assure adequate protection to life. 

(2) Water supply. 

(a) You must make available a temporary or permanent 
water supply, of sufficient volume, duration, and pressure, 
required to properly operate firefighting equipment ((shalbe 
made-available)) as soon as combustible materials accumu- 
late. 

(b) Where underground water mains are to be provided, 
they ((shaH})) must be installed, completed, and made avail- 
able for use as soon as practicable. 

(3) Portable firefighting equipment. 

(a) You must provide a fire extinguisher, rated not less 
than 2A, ((shall be-previded)) for each 3,000 square feet of a 
combustible building area, or major fraction thereof. Travel 
distance from any point of the protected area to the nearest 
fire extinguisher ((shaH)) must not exceed a horizontal dis- 
tance of 100 feet. 

Note: One 55-gallon open drum of water with two fire pails may be 
substituted for a fire extinguisher having a 2A rating. 


(b) A 1/2-inch diameter garden-type hose line, not to 
exceed 100 feet in length and equipped with a nozzle, may be 
substituted for a 2A-rated fire extinguisher, provided it is 
capable of discharging a minimum of 5 gallons per minute 
with a minimum hose stream range of 30 feet horizontally. 
The garden-type hose lines ((shalt)) must be mounted on con- 
ventional racks or reels. The number and location of hose 
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racks or reels ((shaH)) must be such that at least one hose 
stream can be applied to all points in the area. 

(c) You must provide one or more fire extinguishers, 
rated not less than 2A, ((shal-be-previded)) on each floor. In 
multistory buildings, where combustibles are present, at least 
one fire extinguisher ((shaH)) must be located adjacent to a 
stairway. 

(d) You must protect extinguishers and water drums((;)) 


that are subject to freezing((-skal be -pretected)) from freez- 


ing. 


(e) You must provide a fire extinguisher, rated not less 
than 10B, ((shaHbe-previded)) within 50 feet of wherever 
more than 5 gallons of flammable liquids or 5 pounds of 
flammable gas are being used on the ((;ebs#e)) job site. This 
requirement does not apply to the integral fuel tanks of motor 
vehicles. 

(f) Carbon tetrachloride and other toxic vaporizing liquid 
fire extinguishers are prohibited. 

(g) You must inspect portable fire extinguishers ((shaH 
be inspected) periodically and ((maimtained)) maintain them 
in accordance with Maintenance and Use of Portable Fire 
Extinguishers, NFPA No. 10A-1981 and WAC 296-800-300. 

(h) Fire extinguishers which have been listed or 
approved by a nationally recognized testing laboratory, 
((shaH)) must be used to meet the requirements of this part. 
(See Table D-1) 

Note: For additional requirements relating to portable fire extinguish- 
ers see WAC 296-800-300. 
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for a fire extinguisher rated not more than 2A in the designated area provided that the hose line can reach all points in the area. 
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(1) If fire hose connections are not compatible with local 
firefighting equipment, the contractor ((skaH)) must provide 
adapters, or equivalent, to permit connections. 

(j) During demolition involving combustible materials, 
you must make available charged hose lines, supplied by 
hydrants, water tank trucks with pumps, or equivalent((;shal 
be-made-available)). 

(4) Fixed firefighting equipment. 

(a) Sprinkler protection. 

(1) If the facility being constructed includes the installa- 
tion of automatic sprinkler protection, the installation 
((shal)) must closely follow the construction and be placed 
in service as soon as applicable laws permit following com- 
pletion of each story. 

(11) During demolition or alterations, existing automatic 
sprinkler installations ((shaH)) must be retained in service as 
long as reasonable. The operation of sprinkler control valves 
((shaH)) must be permitted only by properly authorized per- 
sons. 


Note: Modification of sprinkler systems to permit alterations or addi- 
tional demolition should be expedited so that the automatic 
protection may be returned to service as quickly as possible. 
Sprinkler control valves ((shaH)) must be checked daily at 


close of work to ascertain that the protection is in service. 


(b) Standpipes. In all structures in which standpipes are 
required, or where standpipes exist in structures being 
altered, they ((shaH)) must be brought up as soon as applica- 
ble laws permit, and ((sha)) must be maintained as construc- 
tion progresses in such a manner that they are always ready 
for fire protection use. The standpipes ((skaH)) must be pro- 
vided with Siamese fire department connections on the out- 
side of the structure, at the street level, which ((sha})) must 
be conspicuously marked. There ((shaH)) must be at least one 
standard hose outlet at each floor. 

(5) Fire alarm devices. 

(a) You must establish an alarm system, e.g., telephone 
system, siren, etc., (( i )) 
whereby employees on the site and the local fire department 
can be alerted for an emergency. 

(b) You must conspicuously post the alarm code and 
reporting instructions ((shaH-be-censpicueushypested)) at 
phones and at employee entrances. 

(6) Fire cutoffs. 

(a) You must give fire walls and exit stairways, required 
for the completed buildings, ((skal-be-siven)) construction 
priority. Fire doors, with automatic closing devices, ((sha})) 
must be hung on openings as soon as practical. 

(b) Fire cutoffs ((shal)) must be retained in buildings 
undergoing alterations or demolition until operations necessi- 
tate their removal. 


AMENDATORY SECTION (Amending WSR 14-07-086, 
filed 3/18/14, effective 5/1/14) 


WAC 296-155-265 Fire prevention. (1) Ignition haz- 
ards. 

(a) Electrical wiring and equipment for light, heat, or 
power purposes ((skaH)) must be installed in compliance with 
the requirements of Part I of this standard. 
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(b) You must locate internal combustion engine powered 
equipment ((shal-be-seteeated)) so that exhausts are well 
away from combustible materials. When exhausts are piped 
to outside the building under construction, a clearance of at 
least 6 inches ((shaH)) must be maintained between such pip- 
ing and combustible material. 

(c) Smoking ((shaH)) must be prohibited at or in the 
vicinity of operations which constitute a fire hazard, and 
((shaH)) must be conspicuously posted: "No smoking or open 
flame." 

(d) Portable battery powered lighting equipment, used in 
connection with the storage, handling, or use of flammable 
gases or liquids, ((shaHt)) must be of the type approved for the 
hazardous locations. 

(e) The nozzle of air, inert gas, and steam lines or hoses, 
when used in the cleaning or ventilation of tanks and vessels 
that contain hazardous concentrations of flammable gases or 
vapors, ((shatt)) must be bonded to the tank or vessel shell. 
Bonding devices ((shaH)) must not be attached or detached in 
hazardous concentrations of flammable gases or vapors. 

(£) Workers ((shalt)) must not take open lights or open 
flames near or in an open sewer manhole, gas main, conduit 
or other similar place until the absence of explosive or harm- 
ful gases has been assured. Open lights or flames ((shaH)) 
must not be carried into areas and enclosures where flamma- 
ble vapors or exposed low flash point solvents exist. Only 
approved and suitable protected lights ((shaH)) must be used. 

(2) Temporary buildings. 

(a) ((Ne)) You must not erect any temporary building 
((shaH-be-ereeted)) where it will adversely affect any means 
of exit. 

(b) Temporary buildings, when located within another 
building or structure, ((shaH)) must be of either noncombus- 
tible construction or of combustible construction having a 
fire resistance of not less than | hour. 

(c) Temporary buildings, located other than inside 
another building and not used for the storage, handling, or use 
of flammable liquids, flammable gases, explosives, or blast- 
ing agents, or similar hazardous occupancies, ((shaH)) must 
be located at a distance of not less than 10 feet from another 
building or structure. Groups of temporary buildings, not 
exceeding 2,000 square feet in aggregate, ((shaH)) must, for 
the purpose of this part, be considered a single temporary 
building. 

(3) Open yard storage. 

(a) You must pile combustible materials ((shalbe 
pited)) with due regard to the stability of piles and in no case 
higher than 20 feet. 

(b) Driveways between and around combustible storage 
piles ((shaH)) must be at least 15 feet wide and maintained 
free from accumulation of rubbish, equipment, or other arti- 
cles or materials. Driveways ((shałt)) must be so spaced that 
a maximum grid system unit of 50 feet by 150 feet is pro- 
duced. 

(c) You must keep the entire storage site ((shaH-bekept)) 
free from accumulation of unnecessary combustible materi- 
als. You must keep weeds and grass ((shal-be-kept)) down 
and a regular procedure provided for the periodic cleanup of 
the entire area. 
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(d) When there is a danger of an underground fire, you 
must not use that land ((shaH net be-used)) for combustible or 
flammable storage. 

(e) Method of piling ((shaH)) must be solid wherever 
possible and in orderly and regular piles. ((Ne)) You must not 
store any combustible material ((shal-be-stered)) outdoors 
within 10 feet of a building or structure. 

(f) You must provide portable fire extinguishing equip- 
ment, suitable for the fire hazard involved, ((shaH-be-pre- 
vided)) at convenient, conspicuously accessible locations in 
the yard area. You must place portable fire extinguishers, 
rated not less than 2A, ((shalbe-placed)) so that maximum 
travel distance to the nearest unit ((shaH)) must not exceed 
100 feet. 

(4) Indoor storage. 

(a) Storage ((shaH)) must not obstruct, or adversely 
affect, means of exit. 

(b) You must store all materials ((shal-be-stered)), han- 
dled, and piled with due regard to their fire characteristics. 

(c) You must segregate noncompatible materials, which 
may create a fire hazard, ((shalbe-segregated)) by a barrier 
having a fire resistance of at least 1 hour. 

(d) You must pile material ((shalbe-pHted)) to minimize 
the spread of fire internally and to permit convenient access 
for firefighting. ((Stable-piting-shal be-maitained)) You 
must maintain stable piling at all times. ((Aiste-space-shall be 
maintained)) You must maintain aisle space to safely accom- 
modate the widest vehicle that may be used within the build- 
ing for firefighting purposes. 

(e) You must maintain clearance of at least 36 inches 
((shal be -maintained)) between the top level of the stored 
material and the sprinkler deflectors. 

(f) You must maintain clearance ((shal be-maintained)) 
around lights and heating units to prevent ignition of combus- 
tible materials. 

(g) You must maintain a clearance of 24 inches ((shaHbe 
maintained) ) around the path of travel of fire doors unless a 
barricade is provided, in which case no clearance is needed. 
Material ((sha})) must not be stored within 36 inches ofa fire 
door opening. 


AMENDATORY SECTION (Amending WSR 14-07-086, 
filed 3/18/14, effective 5/1/14) 


WAC 296-155-270 Flammable liquids. (1) General 
requirements. 

(a) You must use only approved containers and portable 
tanks ((shaH-be-used)) for storage and handling of flammable 
liquids. You must use approved metal safety cans, or depart- 
ment of transportation approved containers ((skal-beased)) 
for the handling and use of flammable liquids in quantities 
((f¥e)) 5 gallons or less, except that this ((skaH)) does not 
apply to those flammable liquid materials which are highly 
viscid (extremely hard to pour), which may be used and han- 
dled in original shipping containers. For quantities of one gal- 
lon or less, only the original container may be used for stor- 
age, use, and handling of flammable liquids. 

(b) You must not store flammable liquids ((shaH-netbe 
stered)) in areas used for exits, stairways, or normally used 
for the safe passage of people. 
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(c) You must legibly mark flammable liquid containers 
((shal-betesiblymarked)) to indicate their contents. Each 
storage container for flammable liquids, with a capacity of 50 
gallons or more, ((shaH)) must have the contents of the con- 
tainer identified by a sign of clearly visible contrasting colors 
with letters at least 3 inches high, painted on the container at 
the discharge valve and at the fill point. 

(d) ((Gaselne-shal net beused)) You must not use gas- 
oline as a solvent or a cleaning agent. 

(2) Indoor storage of flammable liquids. 

(a) ((Ne)) You must not store more than 25 gallons of 
flammable liquids ((skaH-be-stered)) in a room outside of an 
approved storage cabinet. For storage of liquid petroleum 
gas, see WAC 296-155-275. 

(b) You must store quantities of flammable liquid in 
excess of 25 gallons ((shal-be-stered)) in an acceptable or 
approved cabinet meeting the following requirements: 

(i) Acceptable wooden storage cabinets ((shaH)) must be 
constructed in the following manner, or equivalent: The bot- 
tom, sides, and top ((shaH)) must be constructed of an exte- 
rior grade of plywood at least 1 inch in thickness, which 
((shaHt)) must not break down or delaminate under standard 
fire test conditions. All joints ((shaH)) must be rabbeted and 
((shaH)) must be fastened in two directions with flathead 
wood screws, when more than one door is used, there 
((shaH)) must be a rabbeted overlap of not less than 1 inch. 
Steel hinges ((sha})) must be mounted in such a manner as to 
not lose their holding capacity due to loosening or burning 
out of the screws when subjected to fire. Such cabinets shall 
be painted inside and out with fire retardant paint. 

(11) Approved metal storage cabinets will be acceptable. 

(iii) Cabinets ((shaH)) must be labeled in conspicuous 
lettering, "Flammable—Keep Away from Open Flames." 

(c) (Net)) You must not store more than 60 gallons of 
Category 1, 2, or 3 flammable liquids or 120 gallons of Cate- 
gory 4 flammable liquids ((shalbe-stered)) in any one stor- 
age cabinet. Not more than ((three)) 3 such cabinets may be 
located in a single storage area. You must store quantities in 
excess of this ((shalbe-stered)) in an inside storage room. 

(d)(i) Inside storage rooms ((shal})) must be constructed 
to meet the required fire-resistive rating for their use. Such 
construction ((skaH)) must comply with the test specifica- 
tions set forth in Standard Methods of Fire Test of Building 
Construction and Material, NFPA 251-1972. 

(ii) Where an automatic extinguishing system is pro- 
vided, the system ((shaH)) must be designed and installed in 
an approved manner. Openings to other rooms or buildings 
((shaH)) must be provided with noncombustible liquid-tight 
raised sills or ramps at least 4 inches in height, or the floor in 
the storage area ((shall)) must be at least 4 inches below the 
surrounding floor. Openings ((skaH)) must be provided with 
approved self-closing fire doors. The room ((skaH)) must be 
liquid-tight where the walls join the floor. A permissible 
alternate to the sill or ramp is an open-grated trench, inside of 
the room, which drains to a safe location. Where other por- 
tions of the building or other buildings are exposed, windows 
((shaH)) must be protected as set forth in the Standard for Fire 
Doors and Windows, NFPA No. 80-1983, for Class E or F 
openings. Wood of at least ((+)) one-inch nominal thickness 
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may be used for shelving, racks, dunnage, scuffboards, floor 
overlay and similar installations. 

(iii) You must not store materials which will react with 
water and create a fire hazard ((shaH-netbe-stered)) in the 
same room with flammable liquids. 

(iv) Storage in inside storage rooms ((shaH)) must com- 
ply with Table D-2 following: 


TABLE D-2 

Fire Total allowable 
protection Fire Maximum quantities gals./sq. 
provided resistance size ft./floor area 

Yes 2 hrs. 500 sq. ft. 10 

No 2 hrs. 500 sq. ft. 4 

Yes 1 hr. 150 sq. ft. 5 

No 1 hr. 150 sq. ft. 2, 

Note: Fire protection system ((shall)) must be sprinkler, water spray, 


carbon dioxide or other system approved by a nationally recog- 
nized testing laboratory for this purpose. 


(v) Electrical wiring and equipment located in inside 
storage rooms ((skaH)) must be approved for Class 1, Divi- 
sion 1, hazardous locations. For definition of Class 1, Divi- 
sion 1, hazardous locations, see WAC 296-155-456. 

(vi) You must provide every inside storage room ((shalt 
be-provided)) with either a gravity or a mechanical exhaust- 
ing system. Such system ((shaH)) must commence not more 
than 12 inches above the floor and be designed to provide for 
a complete change of air within the room at least 6 times per 
hour. If a mechanical exhausting system is used, it ((shal)) 
must be controlled by a switch located outside of the door. 
The ventilating equipment and any lighting fixtures ((shal})) 
must be operated by the same switch. An electric pilot light 
((shaH)) must be installed adjacent to the switch if Category 
1, 2, or 3 flammable liquids are dispensed within the room. 
Where gravity ventilation is provided, the fresh air intake, as 
well as the exhausting outlet from the room, ((skaH)) must be 
on the exterior of the building in which the room is located. 

(vii) In every inside storage room ((there-shal-be-main- 
tained)) you must maintain one clear aisle at least 3 feet wide. 
You must not stack containers over 30 gallons capacity 
((shaH netbe-stacked)) one upon the other. 

(viii) You must store flammable liquids in excess of that 
permitted in inside storage rooms ((shal-be-stered)) outside 
of buildings in accordance with subsection (3) of this section. 

(3) Storage outside buildings. 

(a) Storage of containers (not more than 60 gallons each) 
((shalH)) must not exceed 1,100 gallons in any one pile or 
area. You must separate piles or groups of containers ((shaH 
be-separated)) by a 5-foot clearance. Piles or groups of con- 
tainers ((sha)) must not be nearer than 20 feet to a building. 

(b) Within 200 feet of each pile of containers, there 
((shaH)) must be a 12-foot-wide access way to permit 
approach of fire control apparatus. 

(c) The storage area ((shaH)) must be graded in a manner 
to divert possible spills away from buildings or other expo- 
sures, or ((shaH)) must be surrounded by a curb or earth dike 
at least 12 inches high. When curbs or dikes are used, you 
must make provisions ((shal'be-made)) for draining off accu- 
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mulations of ground or rain water, or spills of flammable liq- 
uids. Drains ((shaH)) must terminate at a safe location and 
((shalHt)) must be accessible to operation under fire condi- 
tions. 

(d) Outdoor portable tank storage. 

(i) Portable tanks ((shaH)) must not be nearer than 20 feet 
from any building. Two or more portable tanks, grouped 
together, having a combined capacity in excess of 2,200 gal- 
lons, ((shaH)) must be separated by a 5-foot-clear area. Indi- 
vidual portable tanks exceeding 1,100 gallons ((shaH)) must 
be separated by a 5-foot-clear area. 

(ii) Within 200 feet of each portable tank, there ((sha})) 
must be a 12-foot-wide access way to permit approach of fire 
control apparatus. 

(e) You must keep storage areas ((shal-bekept)) free of 
weeds, debris, and other combustible material not necessary 
to the storage. 

(f) You must provide portable tanks, not exceeding 660 
gallons, ((shalbe-previded)) with emergency venting and 
other devices, as required by chapters III and IV of NFPA 30- 
1972, The Flammable and Combustible Liquids Code. 

(g) Portable tanks, in excess of 660 gallons, ((sha})) 
must have emergency venting and other devices, as required 
by chapters II and III of the Flammable and Combustible Liq- 
uids Code, NFPA 30-1972. 

(4) Fire control for flammable liquid storage. 

(a) You must locate at least one portable fire extin- 
guisher, having a rating of not less than 20-B units, ((shal-be 
leeated)) outside of, but not more than 10 feet from, the door 
opening into any room used for storage of more than 60 gal- 
lons of flammable liquids. 

(b) You must locate at least one portable fire extin- 
guisher having a rating of not less than 20-B units ((shall be 
leeated)) not less than 25 feet, nor more than 75 feet, from 
any flammable liquid storage area located outside. 

(c) When sprinklers are provided, they ((skaH)) must be 
installed in accordance with the Standard for the Installation 
of Sprinkler Systems, NFPA 13-1972. 

(d) You must provide at least one portable fire extin- 
guisher having a rating of not less than 20-B:C units ((shall 
be-previded)) on all tank trucks or other vehicles used for 
transporting and/or dispensing flammable liquids. 


Note: For additional requirements relating to portable fire extinguish- 
ers see WAC 296-800-300. 


(5) Dispensing liquids. 

(a) You must separate areas in which flammable liquids 
are transferred at the same time, in quantities greater than 5 
gallons from one tank or container to another tank or con- 
tainer, ((shall be-separated)) from other operations by 25-feet 
distance or by construction having a fire-resistance of at least 
((4)) one hour. You must provide drainage or other means 
((shalbe-previded)) to control spills. You must provide ade- 
quate natural or mechanical ventilation ((shal-be-previded)) 


to maintain the concentration of flammable vapor at or below 
10 percent of the lower flammable limit. 

(b) You must transfer Category 1, 2, or 3 flammable liq- 
uids from one container to another ((shal-be-dene)) only 
when containers are electrically interconnected (bonded). 

(c) You must draw from or transfer flammable liquids 
((shal be-drawnfrom-ortransferred)) into vessels, contain- 
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ers, or tanks within a building or outside only through a 
closed piping system, from safety cans, by means of a device 
drawing through the top, or from a container, or portable 
tanks, by gravity or pump, through an approved self-closing 
valve. ((Fransferring)) You must not transfer by means of air 
pressure on the container or portable tank ((#s-prehibited)). 

(d) You must protect the dispensing units ((shal-be-pre- 
teeted)) against collision damage. 

(e) Dispensing devices and nozzles for Category 1, 2, or 
3 flammable liquids ((sha})) must be of an approved type, as 
required by WAC 296-24-33015. 

(6) Handling liquids at point of final use. 

(a) You must keep Category 1, 2, or 3 flammable liquids 
((shallbekept)) in closed containers when not actually in use. 

(b) You must dispose of leakage or spillage of flamma- 
ble liquids ((shaH-be-dispesed-ef)) promptly and safely. 

(c) You must only use Category 1, 2, or 3 flammable liq- 
uids ((shal -be-ased-enty)) where there are no open flames or 
other sources of ignition within 50 feet of the operation, 
unless conditions warrant greater clearance. 

(7) Service and refueling areas. 

(a) You must store flammable liquids ((shal-be-stered)) 
in approved closed containers, in tanks located underground, 
or in aboveground portable tanks. 

(b) The tank trucks ((skaH)) must comply with the 
requirements covered in the Standard for Tank Vehicles for 
Flammable and Combustible Liquids, NFPA No. 385-1977. 

(c) The dispensing hose ((shaH)) must be an approved 


type. 
(d) The dispensing nozzle ((shaH)) must be an approved 
automatic-closing type. 

(e) You must not abandon underground tanks ((shaH wet 
be-abandoned)). 

(f) You must provide clearly identified and easily acces- 
sible switch(es) ((shal-be-previded)) at a location remote 
from dispensing devices to shut off the power to all dispens- 
ing devices in the event of an emergency. 

(g)(i) Heating equipment of an approved type may be 
installed in the lubrication or service area where there is no 
dispensing or transferring of Category 1, 2, or 3 flammable 
liquids, provided the bottom of the heating unit is at least 18 
inches above the floor and is protected from physical dam- 
age. 

(11) Heating equipment installed in lubrication or service 
areas, where Category 1, 2, or 3 flammable liquids are dis- 
pensed, ((shal)) must be of an approved type for garages, and 
((shaH)) must be installed at least 8 feet above the floor. 

(h) ((Fhere-shalH-be)) You must ensure that there is no 
smoking or open flames in the areas used for fueling, servic- 
ing fuel systems for internal combustion engines, receiving or 
dispensing of flammable liquids. 

(i) You must post conspicuous and legible signs prohib- 
iting smoking ((shal-be-pested)). 

(j) You must shut off the motor of any equipment being 
fueled ((shal-be-shut-eff)) during the fueling operation. 

(k) You must provide each service or fueling area ((shalt 
be-provided)) with at least one fire extinguisher having a rat- 
ing of not less than 20BC located so that an extinguisher will 
be within 75 feet of each pump, dispenser, underground fill 
pipe opening, and lubrication or service area. 
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Note: For additional requirements relating to portable fire extinguish- 


ers see WAC 296-800-300. 


AMENDATORY SECTION (Amending WSR 01-17-033, 
filed 8/8/01, effective 9/1/01) 


WAC 296-155-275 Liquefied petroleum gas (LP- 
gas). (1) Approval of equipment and systems. 

(a) Each system ((shaĦH)) must have containers, valves, 
connectors, manifold valve assemblies, and regulators of an 
approved type. 

(b) All cylinders ((shaH)) must meet the department of 
transportation specification identification requirements pub- 
lished in 49 C.F.R. Part 178, Shipping Container Specifica- 
tions. 

(2) Welding on LP-gas containers. Welding is prohib- 
ited on containers. 

(3) Container valves and container accessories. 

(a) Valves, fittings, and accessories connected directly to 
the container, including primary shut off valves, ((skeH)) 
must have a rated working pressure of at least 250 p.s.i.g. and 
((shaH)) must be of material and design suitable for LP-gas 
service. 

(b) Connections to containers, except safety relief con- 
nections, liquid level gauging devices, and plugged openings, 
((shaH)) must have shutoff valves located as close to the con- 
tainer as practicable. 

(4) Safety devices. 

(a) Every container and every vaporizer ((shaH)) must be 
provided with one or more approved safety relief valves or 
devices. You must arrange these valves ((shal-be-arranged)) 
to afford free vent to the outer air with discharge not less than 
5 feet horizontally away from any opening into a building 
which is below such discharge. 

(b) Shutoff valves ((shaH)) must not be installed between 
the safety relief device and the container, or the equipment or 
piping to which the safety relief device is connected, except 
that a shutoff valve may be used where the arrangement of 
this valve is such that full required capacity flow through the 
safety relief device is always afforded. 

(c) ((Centainer)) You must not locate safety relief 
devices and regulator relief vents ((shalibetoeated net)) less 
than 5 feet in any direction from air openings into sealed 
combustion system appliances or mechanical ventilation air 
intakes. 

(5) Dispensing. 

(a) You must perform filling of fuel containers for trucks 
or motor vehicles from bulk storage containers ((shal-be-per- 
fermed)) not less than 10 feet from the nearest masonry- 
walled building, or not less than 25 feet from the nearest 
building or other construction and, in any event, not less than 
25 feet from any building opening. 

(b) You must perform filling of portable containers or 
containers mounted on skids from storage containers ((shaH 
be-perfermed)) not less than 50 feet from the nearest build- 
ing. 

(6) Requirements for appliances. 

(a) LP-gas consuming appliances ((shaH)) must be 
approved types. 
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(b) Any appliance that was originally manufactured for 
operation with a gaseous fuel other than LP-gas, and is in 
good condition, may be used with LP-gas only after it is prop- 
erly converted, adapted, and tested for performance with LP- 
gas before the appliance is placed in use. 


(7) Containers and regulating equipment installed 
outside of buildings or structures. Containers ((shaH)) must 
be upright upon firm foundations or otherwise firmly 
secured. You must guard against the possible effect on the 
outlet piping of settling (shal be guarded against)) by a flex- 


ible connection or special fitting. 


(8) Containers and equipment used inside of build- 
ings or structures. 


(a) When operational requirements make portable use of 
containers necessary, and their location outside of buildings 
or structures is impractical, containers and equipment are per- 
mitted to be used inside of buildings or structures in accor- 
dance with (b) through (k) of this subsection. In addition, 
there may be provisions of this section that are applicable to 
the particular use or occupancy. 


(b) "Containers in use" means connected for use. 


(c) Systems utilizing containers having a water capacity 
greater than 2 1/2 pounds (nominal ((+)) one pound LP-gas 
capacity) ((shaH)) must be equipped with excess flow valves. 
Such excess flow valves ((shaH})) must be either integral with 
the container valves or in the connections to the container 
valve outlets. 


(d) Regulators, when required, ((shalt)) must be either 
directly connected to the container valves or to manifolds 
connected to the container valves. The regulator ((skhal)) 
must be suitable for use with LP-gas. Manifolds and fittings 
connecting containers to pressure regulator inlets ((shaH)) 
must be designed for at least 250 p.s.i.g. service pressure. 


(e) You must protect valves on containers having water 
capacity greater than 50 pounds (nominal 20 pounds LP-gas 


capacity) ((shal-be-pretected)) from damage while in use or 


storage. 


(£) You must not use aluminum piping or tubing ((sha})) 
must not be used. 


(g) Hose ((shalt)) must be designed for a working pres- 
sure of at least 250 p.s.i.g. Design, construction, and perfor- 
mance of hose, and hose connections ((shaH)) must have their 
suitability determined by listing by a nationally recognized 
testing agency. The hose length ((shaH)) must be as short as 
practical. Hoses ((shaH)) must be long enough to permit com- 
pliance with spacing provisions of (a) through (m) of this 
subsection, without kinking or straining, or causing hose to 
be so close to a burner as to be damaged by heat. 


(h) Portable heaters, including salamanders, ((sha})) 
must be equipped with an approved automatic device to shut 
off the flow of gas to the mainburner, and pilot if used, in the 
event of flame failure. Such heaters, having inputs above 
50,000 BTU per hour, ((shal!)) must be equipped with either 
a pilot, which must be lighted and proved before the main 
burner can be turned on, or an electrical ignition system. 
Note: The provisions of this subdivision do not apply to portable 


heaters under 7,500 BTU per hour input when used with con- 
tainers having a maximum water capacity of 2 1/2 pounds. 
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(i) You must not use container valves, connectors, regu- 
lators, manifolds, piping, and tubing ((shal net-besed)) as 
structural supports for heaters. 

(j) You must locate containers, regulating equipment, 
manifolds, pipe, tubing, and hose ((shal-beteeated)) to min- 
imize exposure to high temperatures or physical damage. 

(k) Containers having a water capacity greater than 2 1/2 
pounds (nominal ((+)) one pound LP-gas capacity) connected 
for use ((shaH)) must stand on a firm and substantially level 
surface and, when necessary, ((shal})) must be secured in an 
upright position. 

(1) The maximum water capacity of individual containers 
((shaH)) must be 245 pounds (nominal 100 pounds LP-gas 
capacity). 

(m) For temporary heating, you must locate heaters 
(other than integral heater-container units) ((shaH-be 
leeated)) at least 6 feet from any LP-gas container. This 
((shalt)) does not prohibit the use of heaters specifically 
designed for attachment to the container or to a supporting 
standard, provided they are designed and installed so as to 
prevent direct or radiant heat application from the heater onto 
the containers. You must not direct blower and radiant type 
heaters ((shaH netbe-direeted)) toward any LP-gas container 
within 20 feet. 

(n) If two or more heater-container units, of either the 
integral or nonintegral type, are located in an unpartitioned 
area on the same floor, you must separate the container or 
containers of each unit ((shaH-be-separated)) from the con- 
tainer or containers of any other unit by at least 20 feet. 

(0) When heaters are connected to containers for use in 
an unpartitioned area on the same floor, the total water capac- 
ity of containers, manifolded together for connection to a 
heater or heaters, ((shaH)) must not be greater than 735 
pounds (nominal 300 pounds LP-gas capacity). You must 
separate such manifolds ((shal-be-separated)) by at least 20 
feet. 

(p) Storage of containers awaiting use ((skaH)) must be 
in accordance with subsections (10) and (11) of this section. 

(9) Multiple container systems. 

(a) You must arrange valves in the assembly of multiple 
container systems ((shall be-arranged)) so that replacement of 
containers can be made without shutting off the flow of gas in 
the system. This provision is not to be construed as requiring 
an automatic changeover device. 

(b) Heaters ((shaH)) must be equipped with an approved 
regulator in the supply line between the fuel cylinder and the 
heater unit. Cylinder connectors ((shaH)) must be provided 
with an excess flow valve to minimize the flow of gas in the 
event the fuel line becomes ruptured. 

(c) Regulators and low-pressure relief devices ((sha})) 
must be rigidly attached to the cylinder valves, cylinders, 
supporting standards, the building walls, or otherwise rigidly 
secured, and ((shaH)) must be so installed or protected from 
the elements. 

(10) Storage of LPG containers. ((Sterage—ef)) You 
must not store LPG within building ((#s-prehibited)). 

(11) Storage outside of buildings. 

(a) Storage outside of buildings, for containers awaiting 
use, ((shaH)) must be located from the nearest building or 
group of buildings, in accordance with Table D-3: 
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TABLE D-3 
Distance 
Quantity of LP-gas stored: (feet) 
500 Ibs. or less 0 
501 to 6,000 Ibs. 10 
6,001 to 10,000 Ibs. 20 
Over 10,000 Ibs. 25 


(b) Containers ((shall)) must be in a suitable ventilated 
enclosure or otherwise protected against tampering, or possi- 
ble damage by vehicular traffic. 

(12) Fire protection. You must provide storage loca- 


tions ((shaH-be-previded)) with at least one approved portable 


fire extinguisher having a rating of not less than 20-B:C. 


Note: For additional requirements relating to portable fire extinguish- 


ers see WAC 296-800-300. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-280 Temporary heating devices. (1) 
Ventilation. 

(a) You must supply fresh air ((shaHbesupphed)) in suf- 
ficient quantities to maintain the health and safety of workers. 
Where natural means of fresh air supply is inadequate, you 
must provide mechanical ventilation ((shaH-be-previded)). 

(b) When heaters are used in confined spaces, you must 
take special care ((shal-betaken)) to provide sufficient ven- 
tilation in order to ensure proper combustion, maintain the 
health and safety of workers, and limit temperature rise in the 
area. 

(2) Clearance and mounting. 

(a) You must install temporary heating devices ((shaHbe 
installed)) to provide clearance to combustible material not 
less than the amount shown in Table D-4. 

(b) Temporary heating devices, which are listed for 
installation with lesser clearances than specified in Table D- 
4, may be installed in accordance with their approval. 


TABLE D-4 


Minimum clearance, 


f f (inches) 
Heating appliances : 
Chimney 
Sides Rear connector 
Room heater, 12 12 18 
circulating type 
Room heater, 36 36 18 


radiant type 


(c) ((Heaters)) You must not set heaters that are not suit- 
able for use on wood floors ((shaH net be-set)) directly upon 
them or other combustible materials. When such heaters are 
used, ((they-shal -+est)) you must rest them on suitable heat 
insulating material or at least ((+4neh)) one-inch concrete, or 
equivalent. The insulating material ((shaH)) must extend 
beyond the heater ((2)) two feet or more in all directions. 
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(d) You must locate heaters used in the vicinity of com- 
bustible tarpaulins, canvas, or similar coverings ((shal-be 
leeated)) at least 10 feet from the coverings. You must 
securely fasten the coverings ((shaH be-securelyfastened)) to 
prevent ignition or upsetting of the heater due to wind action 
on the covering or other material. 

(3) Stability. You must set heaters, when in use, ((shaHł 
be-set)) horizontally level, unless otherwise permitted by the 
manufacturer's markings. 

(4) Oil-fired heaters. 

(a) Flammable liquid-fired heaters ((shaH)) must be 
equipped with a primary safety control to stop the flow of 
fuel in the event of flame failure. Barometric or gravity oil 
feed ((shaH)) are not ((be)) considered a primary safety con- 
trol. 

(b) You must only use heaters designed for barometric or 
gravity oil feed ((shal-beused only)) with the integral tanks. 

(c) Heaters specifically designed and approved for use 
with separate supply tanks may be directly connected for 
gravity feed, or an automatic pump, from a supply tank. 

(5) Salamanders. 

(a) Coverage. ((Fhezse-ef)) You must not use solid fuel 
salamanders ((is-prehibited)) in buildings and on scaffolds. 

(b) General requirements. 

(i) All solid fuel salamanders ((shaH)) must be designed 
and constructed for use with solid fuel, that is, coal or coke. 

(ii) Solid fuel salamanders ((shaH)) must be equipped 
with a cover designed as part of the unit, to prevent spillage 
of burning material in case of tipover. 

(iii) You must assemble salamanders ((shaH-be-assent- 
bled)) in accordance with the instructions issued by the man- 
ufacturer. 

(iv) You must maintain the safeguards engineered into 
the product ((shal-be-maintained)) and ensure that any 
replacement ((shalbe)) is equivalent thereto. 

(v) You must store salamanders ((shaHbe-stered)) in 
such a manner as to prevent deterioration or damage to the 
unit. 

(c) Operation. 

(i) You must follow _manufacturers' instructions ((shaH 
be felowed by-the-user)). 

(ii) Each time a salamander is placed in operation you 
must check it ((shallbe-checked+emsure)) to ensure that it is 
functioning properly. You must check its operation ((shalbe 
eheeked)) periodically thereafter. 

(iii) When concentrations of carbon monoxide attain 
quantities greater than 35 parts per million (0.0035 percent) 
to air volume at employee breathing levels, you must extin- 
guish the salamander ((shal-be-extinguished)) unless addi- 
tional natural or mechanical ventilation is provided to reduce 
the carbon monoxide content to permissible limits. 

(iv) Tests for presence of carbon monoxide ((skaH)) must 
be made by a qualified person within ((+)) one hour after the 
start of each shift and at least every 3 hours thereafter. If con- 
centrations of carbon monoxide reach 20 parts per million to 
air volume, tests ((shaH)) must be made more frequently to 
determine if there is a continuing increase of carbon monox- 
ide concentration. 
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(v) You must maintain records of all tests including the 
date, time, results obtained, and person making tests, ((shaH 
be-maintained)) for the duration of the project. 

(vi) ((Ne-persons-shal be-permitted)) You must not per- 
mit anyone to be within the area being heated by the salaman- 
ders except under the following circumstances: When tend- 
ing the salamanders; when testing the atmosphere; or in 
emergency situations. 

(vii) ((Ne-empleyee-shal_be-peemited)) You must not 
permit anyone to enter the heated area until notification is 
given to another person located outside. You must make peri- 
odic checks ((shaH-be-made)) to ensure the health and safety 
of employees entering the heated area. 

(viii) When a salamander is being used, you must assign 
the responsibility for its operation and maintenance ((skhalibe 
assigned)) to a qualified employee. 

(ix) ((Satamanders-shal netbe)) You must ensure that 
salamanders are not moved, handled, or serviced while hot or 
burning, or while component parts are hot to the touch. 

(x) You must set salamanders, when in use, ((shalbe 
set)) level with the horizontal unless otherwise permitted by 
the manufacturer's markings. Salamanders ((shal})) must be 
designed so as not to tip over when placed on a surface 
inclined 25° to the horizontal. 

(xi) If equivalent protection and safety is afforded by 
alternative design, the 25° limitation may be reduced. 

(xii) ((Saltamanders)) You must not set salamanders that 
are not suitable for use on wood floors ((shal netbe-set)) 
directly upon them or other combustible materials. When 
such salamanders are used ((they-shalH +est)) you must rest 
them on suitable insulating material or at least ((+4nek)) one- 
inch concrete or equivalent. The insulating material ((skaH)) 
must extend beyond the salamander ((2)) two feet or more in 
all directions. 

(xiii) You must locate salamanders used in the vicinity of 
tarpaulins, canvas, or similar coverings ((shal- beteeated)) a 
safe distance from coverings and other combustible materi- 
als. The coverings ((skal})) must be securely fastened to pre- 
vent ignition of the covering or upsetting of the salamanders 
due to wind action on the covering or other material. 

(xiv) You must protect salamanders in use ((shalbe-pre- 
teeted)) to prevent flame extinguishment. 

(d) Ventilation. 

(i) You must supply fresh air ((shal-be-suppHed)) in suf- 
ficient quantities to maintain the health and safety of employ- 
ees. Where natural means for fresh air supply is inadequate, 
you must provide mechanical ventilation ((shal-be-pre- 
vided)). You must give particular attention ((shaH-be-given)) 
to confined spaces and pockets where heat and fumes may 
accumulate and employees may be present (roof areas, peaks, 
basement). 

(ii) When salamanders are used in confined spaces, you 
must take special care ((shall be+taken)) to provide sufficient 
ventilation in order to assure proper combustion, maintain the 
health and safety of employees, and limit temperature rise in 
the area. 

(e) Fueling. 

(i) Salamanders ((shalt)) must be refueled only by a per- 
son trained in such operations. 
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(ii) Only a one day's supply of heater fuel ((shalt)) must 
be stored inside a building in the vicinity of the salamander. 
General fuel storage ((shaH)) must be outside the structure. 

(iii) All fuel storage ((shall)) must be maintained a mini- 
mum of 25 feet from source of ignition. 

(f) Maintenance. 

(i) The user ((shalt})) must comply with the maintenance 
instructions as provided by the manufacturer. 

(ii) You must remove equipment showing evidence of 
deterioration or damage that constitutes a safety or health 
hazard ((shal-be+emeved)) from service. 

(iii) Salamander repairs ((shal)) must be performed in 
accordance with the manufacturer's recommendations, and 
replacement parts ((skaH)) must be equal to, the equivalent 
of, or the same as the original salamander equipment. 


AMENDATORY SECTION (Amending WSR 13-24-099, 
filed 12/3/13, effective 1/6/14) 


WAC 296-155-305 Signaling and flaggers. 

Definition: 

Flagger ((means)). A person who provides temporary 
traffic control. 


(( ef—this—chapter, Y4UTCD—means)) 
MUTCD. The Federal Highway Administration's Manual on 
Uniform Traffic Control as currently modified and adopted 
by the Washington state department of transportation. 

Link: For the current version of the MUTCD, see the department of 


transportation's web site at http://www.wsdot.wa.gov/ and type 
MUTCD into the search box. 


(1) General requirements for signaling and flaggers. 

(a) (Empteyers)) You must first apply the requirements 
in this section. Then you must set up and use temporary traf- 
fic controls according to the guidelines and recommendations 
in Part VI of the MUTCD. 

(b) Job site workers with specific traffic control respon- 
sibilities must be trained in traffic control techniques, device 
usage, and placement. 

Note: 
e You may purchase copies of the MUTCD by writing: 


U.S. Government Printing Office 
Superintendent of Documents 
Mail Stop: SSOP, 

Washington D.C. 20402-9328 


¢ To view and print a copy of the MUTCD go to http:// 
www.wsdot.wa.gov/ and type MUTCD into the search box. 

(2) When to use flaggers. 

(a) You must only use flaggers (( 
when other reasonable traffic control methods will not ade- 
quately control traffic in the work zone. 

(b) If signs, signals, and barricades do not provide neces- 
sary protection from traffic at work zones and construction 
sites on or adjacent to a highway or street, then you must use 
flaggers or other appropriate traffic controls. 

(3) Flagger signaling. 

(a) Flagger signaling must be with sign paddles approved 
by WSDOT and conform to guidelines and recommendations 
of MUTCD. 
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(b) Sign paddles must comply with the requirements of 
the MUTCD. 

(c) When flagging is done during periods of darkness, 
sign paddles must be retroreflective or illuminated in the 
same manner as signs. 

(d) During emergency situations, red flags, meeting the 
specifications of the MUTCD, may be used to draw a driver's 
attention to particularly hazardous conditions. In nonemer- 
gency situations, a red flag may be held in a flagger's free 
hand to supplement the use of a sign paddle. 

(4) Adequate warning of approaching vehicles. 
((Empleyers)) You must: 

e Position work zone flaggers so they are not exposed to 
traffic or equipment approaching them from behind. 

- If this is not possible, then the employer, responsible 
contractor, and/or project owner must develop and use a 
method to ensure that flaggers have adequate visual warning 
of traffic and equipment approaching from behind. 

Note: e The following are some optional examples of methods that 
may be used to adequately warn or protect flaggers: 
- Mount a mirror on the flagger's hard hat. 
- Use an observer. 
- Use "jersey" barriers. 


e The department recognizes the importance of ade- 
quately trained flaggers and supports industry efforts to 
improve the quality of flagger training. However, training 
alone is not sufficient to comply with the statutory require- 
ment of revising flagger safety standards to improve options 
available that ensure flagger safety and that flaggers have 
adequate visual warning of objects approaching from behind 
them. 

(5) High-visibility garments for flaggers. 

(a) While flagging during daylight hours, a flagger must 
at least wear, as an outer garment: 

e A high-visibility safety garment designed according to 
Class 2 specifications in ANSI/ISEA 107-1999, American 
National Standard for High-Visibility Safety Apparel. 

- Consisting of at least 775 square inches of background 
material that are fluorescent yellow-green, fluorescent 
orange-red or fluorescent red in color; 

AND 

- 201 square inches of retroreflective material that encir- 
cles the torso and is placed to provide 360 degrees visibility 
around the flagger. 

e A high visibility hard hat that is white, yellow, yellow- 
green, orange or red in color. 

Note: A high-visibility garment meets Class 2 specifications if the 
garment: 
e Meets the requirements above; 
OR 
e Has an ANSI "Class 2" label. 


Definition: 

((Ferthe-purpese-ofthis tute heurs-ef darkness means 
ene-half)) Hours of darkness. 1/2 hour before sunset to one- 
half hour after sunrise. 

(b) While flagging during hours of darkness, a flagger 
must at least wear, as an outer garment: 

e A high-visibility safety garment designed according to 
Class 2 specifications in ANSI/ISEA 107-1999. 
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- Consisting of at least 775 square inches of background 
material that are fluorescent yellow-green, fluorescent 
orange-red or fluorescent red in color; 

AND 

- 201 square inches of retroreflective material that encir- 
cles the torso and is placed to provide 360 degrees visibility 
around the flagger. 

e White coveralls, or other coveralls or trousers that have 
retroreflective banding on the legs designed according to 
ANSI/ISEA 107-1999 standards. 

e When snow or fog limit visibility, pants, coveralls, or 
rain gear, meeting these additional requirements must be 
worn: 

- Ina highly visible color; 

- With retroreflective banding on the legs; 

- Designed according to ANSI/ISEA 107-1999. 

e A high-visibility hard hat: 

- Marked with at least 12 square inches of retroreflective 
material applied to provide 360 degrees of visibility. 

Note: ANSI/ISEA 107-1999 is available by: 
e Purchasing copies of ANSI/ISEA 107-1999 by writing: 
- American National Standards Institute 
11 West 42nd Street 
New York, NY 10036 
OR 
- Contacting the ANSI web site at http://web.ansi.org/. 
OR 


e Reading a copy of ANSI/ISEA 107-1999 at any Washington 
state library. 


(6) Flagger training. ((Empleyers)) You must make 
sure that: 


(a) Each flagger has in their possession: 

e A valid Washington traffic control flagger card; or 

e A valid flagger card from a state such as: 

- Oregon; 

- Idaho; 

- Montana; 

OR 

- Other states having a flagger training reciprocity agree- 
ment with Washington. 

(b) The flagger card shows the following: 

e Verification that the flagger training required is com- 
pleted; 

e Date the flagger received their flagger training; 

e Name of the instructor providing the flagger training; 

e Name of the state that issued the flagger card; 

e The card's expiration date, not to exceed ((three)) 3 
years from the date of issuance; 

AND 

° The flagger's picture or a statement that says "valid 
with photo ID." 

(c) Flagger training is based upon the MUTCD. 


Exemption: Personnel that have not completed a flagger-training 


course may be assigned duties as flaggers only during 
emergencies. Emergency assignments are temporary and 
last only until a certified flagger can be put into the posi- 
tion. 
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Definition: 


((Ferthe—purpese—of this—tute,_emergeney_means)) 
Emergency. An unforeseen occurrence endangering life, 
limb, or property. 


(7) Flagger orientation and traffic control plan. 


(a) The employer, responsible contractor or project 
owner must conduct an orientation that familiarizes the flag- 
ger with the job site. This requirement applies each time the 
flagger is assigned to a new project or when job site condi- 
tions change significantly. 

The orientation must include, but is not limited to: 

¢ The flagger's role and location on the job site; 

e Motor vehicle and equipment in operation at the site; 

e Job site traffic patterns; 

e Communications and signals to be used between flag- 
gers and equipment operators; 

e On-foot escape route; 

AND 

e Other hazards specific to the job site. 

(b) If flaggers are used on a job that will last more than 
one day, then the employer, responsible contractor and/or 
project owner must keep on-site, a current site specific traffic 
control plan. The purpose of this plan is to help move traffic 
through or around the construction zone in a way that protects 
the safety of the traveling public, pedestrians and workers. 
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The plan must include, but is not limited to, the follow- 
ing items when they are appropriate: 

e Sign use and placement; 

e Application and removal of pavement markings; 

e Construction; 

e Scheduling; 

e Methods and devices for delineation and channeliza- 
tion; 

¢ Placement and maintenance of devices; 

e Placement of flaggers; 

e Roadway lighting; 

¢ Traffic regulations; 

AND 

e Surveillance and inspection. 

(8) Advance warning signs. 

(a) ((Empleyers)) You must provide the following on all 
flagging operations: 

° A ((three)) 3 sign advance warning sequence on all 
roadways with a speed limit below 45 mph. 

¢ A ((feut)) 4 sign advance warning sequence on all 
roadways with a 45 mph or higher speed limit. 

(b) Warning signs must reflect the actual condition of the 
work zone. When not in use, warning signs must either be 
taken down or covered. 


(c) (Empleyers)) You must make sure to follow Table 1 
for spacing of advance warning sign placement. 


Table 1. Advanced Warning Sign Spacing 


Road Type Speed Distances Between Advance Warning Signs* 
Freeways & Expressways 70 1,500 ft.+/- or per | 1,500 ft.+/- or per | 1,500 ft.+/- or per 1,500 ft.+/- or per 
55 the MUTCD. the MUTCD. the MUTCD. the MUTCD. 
Rural Highways 65 800 ft.+/- 800 ft.+/- 800 ft.+/- 800 ft.+/- 
60 
Rural Roads 55 500 ft.+/- 500 ft.+/- 500 ft.+/- 500 ft.+/- 
45 
Rural Roads and Urban 40 350 ft.+/- 350 ft.+/- 350 ft.+/- N/A 
Arterials 35 
Rural Roads, Urban Streets, 30 200 ft.*** 200 ft.*** 200 ft.*** N/A 
Residential Business Dis- 25 
tricts 
Urban Streets 25 100 ft.*** 100 ft.*** 100 ft.*** N/A 
or less 
* All spacing may be adjusted to accommodate interchange ramps, at-grade intersections, and driveways. 


This refers to the distance between advance warning signs. See Figure 1, Typical Lane Closure on Two-Lane Road. This situation is typ- 
ical for roadways with speed limits less than 45 mph. 


kE This spacing may be reduced in urban areas to fit roadway conditions. 


Exemption: In a mobile flagging operation, as defined by the MUTCD when the flagger is moving with the operation, the "flagger ahead (symbol or text)" 
sign must be: 
e Within 1,500 feet of the flagger; 
AND 
* The flagger station must be seen from the sign. 
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If terrain does not allow a motorist to see the flagger from the "flagger ahead" sign, the distance between the flagger and the 
sign must be shortened to allow visual contact, but in no case can the distance be less than the distance specified in Table 1, 
Advanced Warning Sign Spacing. 


30m 
(100 ft) 
MAXIMUM 


One Lane Two-Way Traffic Taper 
39 m (100 ft) MAXIMUM 
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(9) Providing a safe job site for flaggers. Employers, 
responsible contractors and/or project owners must make 
sure that: 


(a) Flagger stations are located far enough in advance of 
the work space so that the approaching road users will have 
sufficient distance to stop before entering the work space. 
Follow Table 2 for the distance of the flagger workstation in 
advance of the work space. 


Table 2. Distance of Flagger Station in 
Advance of the Work Space 


Speed* (mph) Distance (ft)** 
20 35 
25 55 
30 85 
35 120 
40 170 
45 220 
50 280 
55 335 
60 415 
65 485 


* Posted speed, off-peak 85th-percentile speed prior to work starting or 
the anticipated operating speed. 
** This spacing may be reduced to fit roadway and worksite conditions. 
Distances greater than those listed in the table are acceptable. 


(b) Flaggers stand either on the shoulder adjacent to the 
road user being controlled or in the closed lane prior to stop- 
ping road users. A flagger must only stand in the lane being 
used by moving road users after road users have stopped. 

Definition: 

Road user ((means)). A vehicle operator, bicyclist, or 
pedestrian within a public roadway, including workers in 
temporary traffic control zones. 

(c) Flagger workstations are illuminated during hours of 
darkness by floodlights that do not create glare that poses a 
hazard for drivers. 


Note: To identify potential glare, observe the lighted area from vari- 
ous directions and angles on the main roadway after initial 
floodlight setup. 


Exemption: Emergency situations are exempt from these illumina- 
tion requirements. For the purpose of this rule, emer- 
gency means an unforeseen occurrence endangering life, 


limb, or property. 


(d) Flaggers are not assigned other duties while engaged 
in flagging activities. 

(e) Flaggers do not use devices that may distract the flag- 
ger's vision, hearing, or attention. 

e Examples of these devices include cell phones, pagers, 
radios, and headphones. 

e Devices such as two-way radios used for communica- 
tions between flaggers to direct traffic or ensure flagger 
safety are acceptable. 
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(f) Flaggers receive a rest period of at least ((ten)) 10 
minutes, on the employer's time, for each ((feur)) 4 hours of 
working time. 

e Rest periods must be scheduled as near as possible to 
the midpoint of the work period. 

e A flagger must not be allowed to work more than 
((three)) 3 hours without a rest period. 


Exemption: Scheduled rest periods are not required where the nature 
of the work allows a flagger to take intermittent rest peri- 
ods equivalent to ((ten)) 10 minutes for each ((feur)) 4 


hours worked. 


AMENDATORY SECTION (Amending WSR 04-24-089, 
filed 12/1/04, effective 1/1/05) 


WAC 296-155-310 Barricades. ((Empleyers)) You 
must make sure that barricades used for the protection of 
employees meet the requirements of Part VI of the MUTCD. 


AMENDATORY SECTION (Amending WSR 04-24-089, 
filed 12/1/04, effective 1/1/05) 


WAC 296-155-315 Definitions applicable to this part. 
((G)))Barricade((*4neans)). An obstruction to deter the pas- 
sage of persons or vehicles. 

((@*))Signs((“ate)). The warnings of hazard, tempo- 
rarily or permanently affixed or placed, at locations where 
hazards exist. 

((@—))Signals((are)). Moving signs, provided by 
workers, such as flaggers, or by devices, such as flashing 
lights, to warn of possible or existing hazards. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-325 General requirements for stor- 
age. (1) General. 

(a) ((AH)) You must stack, rack, block, interlock, or oth- 
erwise secure materials stored in tiers ((shaH be-stacked, 
racked_bleckedinterlocked,or-etherwise-seeured)) to pre- 
vent sliding, falling or collapse. 

(b) You must conspicuously post maximum safe load 
limits of floors within buildings and structures, in pounds per 
square foot, ((shall be-conspicueusly_pested)) in all storage 
areas, except for floor or slab on grade. You must not exceed 
maximum safe loads ((shal/ netbe-exceeded)). 

(c) You must keep aisles and passageways ((shaH-be 
kept)) clear to provide for the free and safe movement of 
material handling equipment or employees. You must keep 
such areas ((shallbekept)) in good repair. 

(d) When a difference in road or working levels exist, 
you must use means such as ramps, blocking, or grading 
((shal be-used)) to ensure the safe movement of vehicles 
between the two levels. 

(e) When necessary to store building material on public 
thoroughfares, you must exercise care ((mrast-be-exereised)) 
to see that it is so piled or stacked as to be safe against col- 
lapse or falling over. 

(f) You must locate material ((mustbe)) so ((leeated)) as 
not to interfere with, or present a hazard to employees, traffic, 
or the public. 


Washington State Register, Issue 16-09 


(2) Material storage. 

(a)(i) You must not place material stored inside buildings 
under construction ((shali netbe-placed)) within ((s#x)) 6 feet 
of any hoistway or inside floor openings, nor within ((te#)) 
10 feet of an exterior wall which does not extend above the 
top of the material stored. 

(ii) Temporary floors, used in steel erection, concrete 
forms and shoring (i.e., stripped forms, shoring jacks, 
clamps, steel rods or pipes, base plates, etc.) placed within 
close proximity to an open-sided floor for movement to 
another tier for placement, ((shaH)) must be considered "in- 
process equipment and subject to the provisions contained in 
Parts "O" and "P" of this standard. When this type equipment 
is to be left overnight or for longer periods of time it ((shaH)) 
must be anchored and braced to prevent displacement in any 
direction. In addition this equipment ((shaH)) must be subject 
to the provisions of this subsection while in "interim storage." 

(b) Each employee required to work on stored material in 
silos, hoppers, tanks, and similar storage areas ((shall)) must 
be equipped with personal fall arrest equipment meeting the 
requirements of chapter 296-155 WAC, Part C-1. 

(c) You must segregate noncompatible materials ((shaHł 
be-segregated)) in storage. 

(d) You must stack bagged materials ((shaH-be-stacked)) 
by stepping back the layers and cross-keying the bags at least 
every ((ten)) 10 bags high. 

(i) When cement and lime is delivered in paper bags 
((they-shall be-carefully_handled)) you must carefully handle 
them to prevent the bags bursting. 

(ii) You must not pile cement and lime bags ((shal- net 
be-piled)) more than ((ten)) 10 bags high except when stored 
in bins or enclosures built for the purpose of storage. 

(iii) When bags are removed from the pile, you must 
keep the length of the pile ((shal-bekept)) at an even height, 
and the necessary step backs every ((ftve)) 5 bags main- 
tained. 

(iv) Persons handling cement and lime bags ((sha})) 
must wear eye protection which prevents contact between the 
substance and the worker's eyes (such as goggles or other 
sealed eye protection) and ((shaH)) must wear long sleeve 
shirts with close fitting collar and cuffs. 

(v) ((Persons-shall be-warned)) You must warn workers 
against wearing clothing that has become hard and stiff with 
cement. 

(vi) ((Persens—shaH _be—instrueted)) You must instruct 
workers to report any susceptibility of their skin to cement 
and lime burns. 

(vii) You must provide a hand cream or vaseline and eye 
wash ((shal-be-previded and kept)) and keep it ready for use 
to prevent burns. 

(viii) You must store lime ((shal-be-stered)) in a dry 
place to prevent a premature slacking action that may cause 
fire. 

(e) You must not store materials ((shal- netbe-stered)) 
on scaffolds or runways in excess of supplies needed for 
immediate operations. 

(f) Brick stacks ((shaH)) must not be more than ((sever)) 
7 feet in height. When a loose brick stack reaches a height of 
((fexur)) 4 feet, it ((shaH)) must be tapered back two inches in 
every foot of height above the ((feurfeet)) 4-foot level. 
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(i) You must never stack brick ((shaH neverbe-stacked)), 
for storage purposes, on scaffolds or runways. 

(ii) When delivering brick on scaffolds inside the wall 
lines in wheelbarrows, ((they-shaHbe-dumped)) you must 
dump them toward the inside of the building and not toward 
the wall. 

(iii) ((Bleeks—shaH)) You must always ((be-stacked)) 
stack blocks and not ((threwn)) throw them in a loose pile. 

(g) When masonry blocks are stacked higher than ((s#x)) 
6 feet, the stack ((shaH)) must be tapered back one-half block 
per tier above the 6-foot level. 

(1) When blocks are stacked inside a building, you must 
distribute the piles ((shall be-se-distributed)) so as not to over- 
load the floor on which they stand. 

(ii) Blocks ((shaH)) must not be dropped or thrown from 
an elevation or delivered through chutes. 

(h) Lumber: 

(i) Used lumber ((shaH)) must have all nails withdrawn 
before stacking. 

(ii) You must stack lumber ((shal-be-staeked)) on level 
and solidly supported sills. 

(iii) (Garmber-shalbe-se-stacked)) You must stack lum- 
ber so as to be stable and self-supporting. 

(iv) Lumber stacks ((shaH)) must not exceed ((#venty)) 
20 feet in height provided that lumber to be handled manually 
((shaH)) must not be stacked more than ((s#xteen)) 16 feet 
high. 

(v) You must stack all stored lumber ((shal-be-staeked)) 
on timber sills to keep it off the ground. You must place sills 
((shal-be-placed)) level on solid supports. 

(vi) You must place cross strips ((shalbe-placed)) in the 
stacks when they are stacked more than ((feur)) 4 feet high. 

(i) You must stack and block structural steel, poles, pipe, 
bar stock, and other cylindrical materials, unless racked, 
((shal-be-stacked-and bleecked)) so as to prevent spreading or 
tilting. 

(i) Persons handling reinforcing steel ((shaH)) must wear 
heavy gloves. 

(11) When bending of reinforcing steel is done on the job, 
you must provide a strong bench ((shal be-previded)), set up 
on even dry ground or a floor for the persons to work on. 

(iii) You must carefully pile structural steel ((shal-be 
earefully-pHed)) to prevent danger of members rolling off or 
the pile toppling over. 

(iv) You must keep structural steel ((shaH-bekept)) in 
low piles, consideration being given to the sequence of use of 
the members. 

(v) You must stack corrugated and flat iron ((shalHbe 
stacked)) in flat piles, with the piles not more than ((feur)) 4 
feet high and spacing strips ((shaH)) must be placed between 
each bundle. 

(j) Sand, gravel and crushed stone. 

(1) (Steek)) You must frequently inspect piles ((shallte 

j )) to prevent their becoming unsafe by 
continued adding to or withdrawing from the stock. 

(ii) If material becomes frozen, ((#—shal}-net—be 
remeved)) you must not remove it in a manner that would 
produce an overhang. 
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AMENDATORY SECTION (Amending WSR 86-03-074, 
filed 1/21/86) 


WAC 296-155-335 Disposal of waste materials. (1) 
Whenever materials are dropped more than ((t#wenty)) 20 feet 
to any point lying outside the exterior walls of the building, 
you must use an enclosed chute of wood, or equivalent mate- 
rial((-shal-be-ased)). For the purpose of this subsection, an 
enclosed chute is a slide, closed in on all sides, through which 
material is moved from a high place to a lower one. 

(2) When debris is dropped without the use of chutes, the 
area onto which the material is dropped ((skaH)) must be 
completely enclosed with barricades not less than ((ferty- 
twe)) 42 inches high and not less than ((tweaty)) 20 feet back 
from the projected edge of the opening above. You must post 
signs warning of the hazard of falling materials ((shal-be 
posted)) at each level. Removal ((shaH)) must not be permit- 
ted in this lower area until debris handling ceases above. 

(3) You must remove all scrap lumber, waste material, 
and rubbish ((shal-be+emeved)) from the immediate work 
area as the work progresses. 

(4) Disposal of waste material or debris by burning 
((shaH)) must comply with local fire regulations. 

(5) You must keep all solvent waste, oily rags, and flam- 
mable liquids ((shall-be-kept)) in fire resistant covered con- 
tainers until removed from the worksite. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-33605 Definitions. Angle of loading 
((means)). The acute angle between horizontal and the leg of 
the rigging, often referred to as horizontal angle. See Figures 
7 and 22. 

Anti two-block device ((means)). A device that, when 
activated, disengages all crane functions whose movement 
can cause two-blocking. 

Basket hitch ((means)). A method of rigging a sling in 
which the sling is passed around the load and both loop eyes 
or end fittings are attached to the lifting device. 

Below-the-hook lifting device ((means)). A device used 
for attaching loads to a hoist. The device may contain compo- 
nents such as slings, hooks, rigging hardware, and lifting 
attachments. 

Bird caging ((means)). The twisting of fiber or wire rope 
in an isolated area of the rope in the opposite direction of the 
rope lay, thereby causing it to take on the appearance of a bird 
cage. 

Braided wire rope ((means)). A wire rope formed by 
plaiting component wire ropes. 

Bridle wire rope sling ((means)). A sling composed of 
multiple legs with the top ends gathered in a fitting that goes 
over the lifting hook. 

Cable laid endless sling-mechanical joint ((means)). A 
wire rope sling made endless from one continuous length of 
cable laid rope with the ends joined by one or more metallic 
fittings. 

Cable laid grommet-hand tucked ((means)). An end- 
less wire rope sling made from one continuous length of rope 
formed to make a body composed of ((s#<)) 6 ropes around a 
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rope core. The rope ends are tucked into the body, thus form- 
ing the core. No sleeves are used. 

Center of gravity ((means)). The center of gravity of 
any object is the point in the object around which its weight 
is evenly distributed. If you could put a support under that 
point, you could balance the object on the support. 

Choker hitch ((means)). A method of rigging a sling in 
which the sling is passed around the load, then through one 
loop eye, end fitting, or other device, with the other loop eye 
or end fitting attached to the lifting device. This hitch can be 
done with a sliding choker hook or similar device. 

Come-a-long ((means)). A mechanical device typically 
consisting of a chain or cable attached at each end that is used 
to facilitate movement of materials through leverage. 

Competent person ((means)). One who is capable of 
identifying existing and predictable hazards in the surround- 
ings or working conditions which are unsanitary, hazardous, 
or dangerous to employees, and who has authorization to take 
prompt corrective measures to eliminate them. 

Cross rod ((means)). A wire used to join spirals of metal 
mesh to form a complete fabric. See Figure 11. 

Design factor ((means)). The ratio between nominal or 
minimum breaking strength and rated load. 

Electrical contact ((means)). When a person, object, or 
equipment makes contact or comes close in proximity with 
an energized conductor or equipment that allows the passage 
of current. 

Fabric (metal mesh) ((means)). The flexible portion of 
the sling exclusive of end fittings consisting of a series of 
transverse spirals and cross rods. 

Fall zone ((means)). The area (including, but not limited 
to, the area directly beneath the load) in which it is reasonably 
foreseeable that partially or completely suspended materials 
could fall in the event of an accident. 

Flange points ((means)). A point of contact between 
rope and drum flange where the rope changes layers. 

Hitch (hitched) ((means)). A method of rigging (attach- 
ing) a sling temporarily to a load or object for the purpose of 
lifting. 

Hoist ((means)). A mechanical device for lifting and 
lowering loads by winding rope onto or off a drum. 

Hoisting ((means)). The act of raising, lowering or oth- 
erwise moving a load in the air with equipment covered by 
this standard. As used in this standard, "hoisting" can be done 
by means other than wire rope/hoist drum equipment. 

Hoisting equipment ((means)). A machine for lifting 
and lowering a load and moving it horizontally. The machine 
may be fixed or mobile and be driven manually, by power, or 
by a combination of both. 

Hook latch ((means)). A mechanical device used to 
close the throat opening of a hook. 

Load ((is)). The weight of the object being lifted or low- 
ered, including the weight of the load-attaching equipment 
such as the load block, ropes, slings, shackles, and any other 
auxiliary attachment. 

Load ratings ((means)). A set of rated loads for stipu- 
lated hoisting equipment configurations and operating condi- 
tions. 
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Master coupling link ((means)). An alloy steel welded 
coupling link used as an intermediate link to join alloy steel 
chain to master links. 

Master link ((means)). Forged or welded steel link used 
to support all members (legs) of an alloy steel chain sling or 
wire rope sling. 

Mechanical coupling link (alloy steel chain) 
((maeans)). A nonwelded, mechanically closed link used pri- 
marily to attach fittings to alloy steel chain. 

Operational controls ((means)). Levers, switches, ped- 
als and other devices for controlling equipment operation. 

Procedures. Include, but are not limited to: Instructions, 
diagrams, recommendations, warnings, specifications, proto- 
cols, and limitations. 

Qualified person ((means)). A person who, by posses- 
sion of a recognized degree, certificate, or professional stand- 
ing, or who by extensive knowledge, training and experience, 
successfully demonstrated the ability to solve/resolve prob- 
lems relating to the subject matter, the work, or the project. 

Qualified rigger ((is)). A rigger who meets the require- 
ments in WAC 296-155-33700. 

Rated capacity ((means)). The maximum working load 
permitted by the manufacturer under specified working con- 
ditions. Such working conditions typically include a specific 
combination of factors such as equipment configuration, 
radii, boom length, and other parameters of use. 

Rotation resistant rope ((means)). A type of wire rope 
construction which reduces the tendency of a rope to rotate 
about its axis under load. Usually, this consists of an inner 
system of core strands laid in one direction covered by an 
outer system of strands laid in the opposite direction. 

RPE ((means)). A registered professional engineer 
licensed under RCW 18.43.040(1). 

RPSE ((means)). A registered professional structural 
engineer licensed under RCW 18.43.040(1). 

Running wire rope ((#s)). A wire rope that moves over 
sheaves or drums. 

Safety or health standard ((means)). A standard 
adopted under this chapter. 

Section ((means)). A section of this part, unless other- 
wise specified. 

Sling ((means)). An assembly to be used for lifting when 
connected to a lifting mechanism. The upper portion of the 
sling is connected to the lifting mechanism and the lower sup- 
ports the load, as described in this part. 

Spiral ((means)). A single transverse coil that is the 
basic element from which metal mesh is fabricated. 

Standing wire rope ((means)). A supporting wire rope 
which maintains a constant distance between the points of 
attachment to the two components connected by the wire 
rope. 

Two blocking ((means)). A condition in which a compo- 
nent that is uppermost on the hoist line such as the load block, 
hook block, overhaul ball, or similar component, comes in 
contact with the boom tip, fixed upper block or similar com- 
ponent. This binds the system and continued application of 
power can cause failure of the hoist rope or other component. 

Vertical hitch ((means)). A method of rigging a sling in 
which the load is attached to the loop eye or end fitting at one 
end of the sling and the loop eye or end fitting at the other end 
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is attached to the lifting device. Any hitch less than ((fve)) 5 
degrees from the vertical may be considered a vertical hitch. 

Wire rope ((means)). A flexible rope constructed by 
laying steel wires into various patterns of multiwired strands 
around a core system to produce a helically wound rope. 

Working load ((means)). The external load applied to 
the hoisting equipment, including the personnel lifting plat- 
form, its contents, and the load attaching equipment, such as 
lowered load block, shackles, and slings. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-33705 General requirements. (1) 
((Empleyers)) You must ensure all rigging activities covered 
under this part are performed by a qualified rigger or per- 
formed under the direction and supervision of a qualified rig- 
ger. 

(2) All slings in use must meet the applicable require- 
ments for design, inspection, construction, testing, mainte- 
nance and operation as prescribed in ASME B30.9-2010. 

(3) All rigging hardware in use must meet the applicable 
requirements for design, inspection, construction, testing, 
maintenance and operation as prescribed in ASME B30.26- 
2010. 

(4) All rigging gear must be used in accordance with the 
manufacturer's recommendations or a qualified person. 

(5) All below-the-hook lifting devices in use must meet 
the applicable requirements for design, inspection, construc- 
tion, testing, maintenance and operation as prescribed in 
ASME B30.20-2010. 

(6) All hooks in use must meet the applicable require- 
ments for design, inspection, construction, testing, mainte- 
nance and operation as prescribed in ASME B30.10-2009. 

(7) Repair of hooks must be approved by the manufac- 
turer or qualified person and as follows: 

(a) Cracks, nicks, and gouges may be repaired by a com- 
petent person, all other repairs are done by the manufacturer 
or a qualified person; 

(b) Grind longitudinally, following the contour of the 
hook; 

(c) Do not reduce the dimension of the hook more than 
((ten-percent)) 10% from the original. 

(8) Hooks must not be modified by welding and/or drill- 
ing unless written approval by the manufacturer has been 
received. 

(9) A qualified person must inspect the rigging equip- 
ment before each day or shift and: 

(a) Consider the application the equipment will be used 
for, and determine if it's safe for use; 

(b) Remove the equipment from service if using it will 
create a hazard or meets any of the removal criteria listed in 
this chapter. 

(10) The rated load of the rigging equipment must not be 
exceeded. 

(11) All rigging hardware must be inspected in accor- 
dance with Table 1, each day before using. If a daily inspec- 
tion is not feasible because the hardware is in a semiperma- 
nent or inaccessible location, a periodic inspection is allowed 
instead of daily. 
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(12) Rigging hardware must be removed from service 
when it shows any conditions listed in Table 1, or any other 
hazardous condition. 

Table 1 
Rigging Hardware Inspection/Removal Criteria 


For all hardware, inspect for the following: 


Missing or illegible identification. 


Indications of heat damage, including weld spatter or arc 
strikes. 


Excessive pitting or corrosion. 


Load bearing components that are: 
Bent; 

Twisted; 

Distorted; 

Stretched; 

Elongated; 

Cracked; 


Broken. 


Excessive nicks or gouges. 


10% reduction of the original or catalog dimension at any 
point. 


Excessive thread damage or wear, where applicable. 


Evidence of unauthorized welding or modification. 


Any other conditions that cause doubt as to the safety of 
continued use. 


On shackles, also inspect for incomplete pin engagement. 


On swivels and swivel hoist rings, check for lack of ability 
to freely rotate or pivot. 


On compression hardware, also check for: 
Unauthorized replacement components; 
Insufficient number of wire rope clips; 
Improperly tightened wire rope clips; 
Damaged wire rope; 

Indications of wire rope slippage; 


Improper assembly. 


On swivels, check for loose or missing nuts, bolts, cotter 
pins, snap rings, or other fasteners and retaining devices. 


On blocks check for: 


Loose or missing nuts, bolts, cotter pins, snap 
rings, or other fasteners and retaining devices; 


Misalignment or wobble in sheaves; 


Excessive sheave groove corrugation or wear. 


(13) Any alteration or modification of rigging hardware 
must be in accordance with the hardware manufacturer or a 
qualified person and proof load tested to ((ene-hundred 


twenty—five-percent)) 125%. This test must be documented 


and available upon request. 
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(14) Welding of rigging hardware is prohibited unless 
authorized by the manufacturer or an RPE. 

(15) Replacement parts must meet or exceed the original 
rigging hardware manufacturer's specifications. 

(16) Rigging hardware selection must have the charac- 
teristics suitable for the application and environment where it 
will be used. 

(17) Workers must keep all parts of their body from 
between the load and any rigging during the lift. 

(18) If handling intermodal shipping containers at a con- 
struction site, ((the-empleyer)) you must follow the require- 
ments in chapter 296-56 WAC, longshore, stevedore and 
waterfront related operations, Part F, Specialized terminals 
and the guidelines found in International Organization for 
Standardization (ISO) 3874 - Series 1 Freight Containers, 
fifth edition - Handling and Securing. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-33800 Chain slings. (1) Only use chain 
slings that are made from grade ((eighty)) 80 or higher alloy 
steel chain. 

(2) The following requirements must be met if manufac- 
turing your own chain slings: 

(a) Have a design factor of ((feur)) 4; 

(b) Meet the rated load requirements in subsection (9) of 
this section. 

(3) Rate chain slings with the load capacity of the lowest 
rated component of the sling. For example, if you use fittings 
that are rated lower than the sling material itself, identify the 
sling with the lower rated capacity. 

(4) Makeshift fittings, such as hooks or links formed 
from bolts, rods, or other parts are prohibited. 

(5) All chain slings must have legible identification 
information attached to the sling which includes the follow- 
ing information: 

(a) Name or trademark of the manufacturer; 

(b) Grade; 

(c) Nominal chain size; 

(d) Number of legs; 

(e) Rated loads for the vertical hitch and bridle hitch and 
the angle upon which it is based; 

(f) Length (reach); 

(g) Individual sling identification (e.g., serial numbers); 

(h) Repairing agency, if the sling was ever repaired. 

(6) Inspections. 

(a) A qualified person must inspect chain slings before 
their initial use, according to Table 2, both: 

(1) When the sling is new; and 

(11) Whenever a repair, alteration, or modification has 
been done. 

(b) A qualified person must perform a visual inspection 
for damage, each day or shift the chain sling is used. Immedi- 
ately remove from service any sling damaged beyond the cri- 
teria in Table 2. 

(c) A qualified person must perform periodic inspections 
on chain slings according to Table 2. 
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(1) Each link and component must be examined individ- 
ually, taking care to expose and examine all surfaces includ- 
ing the inner link surfaces. 

(11) Remove slings from use: 

e If any of the conditions in Table 2 are found; 

e When they have been exposed to temperatures above 
one thousand degrees Fahrenheit. 

(d) A written record of the most recent periodic inspec- 
tion must be kept, including the condition of the sling. 

Note: An external code mark on the sling is an acceptable means of 
recording the inspection as long as the code can be traced back 
to a record. 


Table 2 
Chain Sling Inspection/Removal Criteria 


Inspect alloy steel chain slings 


for the following conditions: | Perform inspections: 


e Missing or illegible sling 
identification. 


° Cracks or breaks. 
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Inspect alloy steel chain slings 


for the following conditions: | Perform inspections: 


- Anydistortion causing 
an increase in throat 
opening of ((fiveper- 
eent)) 5%, not to 
exceed ((ene-quar- 
ter)) 1/4 inch, or as 
otherwise recom- 
mended by the manu- 
facturer; 

- Wear exceeding ((ten- 
pereent)) 10% of the 
original section 
dimension of the hook 
or its load pin, or as 
otherwise recom- 
mended by the manu- 
facturer; 


. Excessive nicks, gouges, or |e 


wear beyond that allowed 
in Table 3, Minimum 
Allowable Thickness at 
Any Point on a Link. 


Stretched chain links or 
components. 


Bent, twisted or deformed 
chain links or components. 


Evidence of heat damage. 


Excessive pitting or corro- 
sion. 

Inability of chain or com- 
ponents to hinge (articu- 
late) freely. 

Weld spatter. 


Hooks that have any of the 

following conditions: 

- Any visibly apparent 
bend or twist from the 


plane of the unbent 
hook; 


At least once a year 
for slings in normal 
service, which 
means use within 
the rated load. 


At least once a 
quarter for slings in 
severe service, 
which involves 
abnormal operat- 
ing conditions. 

As recommended 
by a qualified per- 
son for slings in 
special service, 
which is anything 
other than normal 
or severe. 


- A self-locking mecha- 
nism that does not 
lock (if applicable); 

- Any latch that does 
not close the hook's 
throat (if applicable). 

Other visible damage that 


raises doubt about the 
safety of the sling. 


Table 3 
Minimum Allowable Thickness at Any Point on a Link 
Minimum allowable 
Nominal chain or thickness at any point on 
coupling link size the link 
Inches Millimeters Inches Millimeters 

7/32 5.5 0.189 4.80 
9/32 7 0.239 6.07 
5/16 8 0.273 6.93 
3/8 10 0.342 8.69 
1/2 13 0.443 11.26 
5/8 16 0.546 13.87 
3/4 20 0.687 17.45 
7/8 22 0.750 19.05 
1 26 0.887 22.53 
11/4 32 1.091 27.71 


(7) Repair, alterations, or modifications. 


(a) You must repair chain slings ((mustbe+epaited)) as 


follows: 


(1) Slings must only be repaired by the manufacturer or a 


qualified person; 
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(ii) Chain used for sling repair must be alloy steel chain 
manufactured and tested in accordance with ASTM A 391/A 
391M for Grade 80 chain and ASTM A 973/A 973M for 
Grade 100 chain; 

(iii) Components for alloy steel chain slings must be 
manufactured and tested in accordance with ASTM A 952/A 
952M; 

(iv) The use of mechanical coupling links within the 
body ofa chain sling to connect two pieces of chain is prohib- 
ited; 

(v) Replace cracked, broken, or bent chain links or com- 
ponents instead of repairing them. 

(b) The sling must be marked to show the repairing 
agency. 

(c) Repaired slings must be proof tested according to the 
requirements in subsection (8) of this section. If only replac- 
ing components of the sling, and the components were indi- 
vidually proof tested, the sling does not have to be tested as a 
whole. 


Note: For additional requirements relating to repair and modification 
see WAC 296-155-33705(9). 


(8) Proof test chain slings. Prior to initial use, all new 
and repaired chain and components of an alloy steel chain 
sling, either individually or as an assembly must be proof 
tested by the sling manufacturer or a qualified person. Follow 
the requirements in Table 4, Chain Sling Proof Load Require- 
ments. 


Table 4 
Chain Sling Proof Load Requirements 


When proof testing this 


type of equipment: Then proof load: 


e Single or multiple leg | Each leg and component to at 
slings. least two times the single leg 

* Components attached vertical hitch rated load. 
to single legs. 

e Master links for dou- 
ble leg bridle slings. 

* Single basket slings. | !oad. 

e Master coupling links 
connected to two 
legs. 

e Master links for triple | To at least ((s#x)) 6 times the 
and quadruple leg bri- | single leg vertical hitch rated 
dle slings. load. 

e Double basket bridle 
sling. 


To at least ((feur)) 4 times the 
single leg vertical hitch rated 


(9) Chain slings rated loads, the term "working load 
limit" is commonly used to describe rated load. 


Note: Rated loads are based on the following factors: 
e Strength of sling materials; 
+ Design factor; 
e Type of hitch; 
e Angle of loading. 
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(a) Chain slings must be used within the rated loads 
shown in Tables | through 4 of ASME B30.9-2010. For 
angles that are not shown in these tables, either use the rated 
load for the next lower angle or one calculated by a qualified 
person. 

(b) The use of horizontal sling angles less than ((thitty)) 
30 degrees are prohibited, unless recommended by the sling 
manufacturer or a qualified person. See Figure 1, Multiple- 
Leg Bridle Sling Hitch. 

(c) Rated loads must be verified for slings used in a 
choker meet the values shown in the above referenced tables 
provided that the angle of choke is ((ene-hundred twenty)) 
120 degrees or greater. See Figure 2, Single-Leg Choker 
Hitch. 

(d) Rated loads for angles of choke less than ((ene-hun- 
dred+wenty)) 120 degrees must be determined by the manu- 
facturer or a qualified person. 


Figure 1 
Multiple-Leg Bridle Sling Hitch 


Figure 2 
Single-Leg Choker Hitch 


(10) Use of chain slings. 

(a) You must shorten or adjust slings using only methods 
approved by the manufacturer or a qualified person. 

(b) You must not shorten or lengthen slings ((mustnetbe 
shortened_ortensthened)) by knotting or twisting. 

(c) You must avoid twisting and kinking ((mustte 
aveided)). 

(d) You must hitch slings in a way that provides control 
of the load. 
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(e) You must balance the load in slings used in a basket 
hitch to prevent it from slipping. 


(f£) You must protect slings ((mustbe-pretected)) from 
sharp edges of the load. See Figure 3. 


(g) You must prevent the sling ((atust-be—prevented)) 


from snagging anything during the lift, with or without load. 


Softeners can be made from split pipe, padding or blocking 


Figure 3 
Softeners 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-33805 Wire rope slings. (1) Manufac- 
turing wire rope slings. 


WSR 16-09-085 


and tested in accordance with ASTM A 1023-02 and ASTM 
A 586. 

(b) The following fabrication methods must be used to 
make wire rope slings: 

(i) Hand splicing; 

(ii) Turnback eye; 

(iii) Return loop; 

(iv) Flemish eye mechanical splicing; 

(v) Poured or swaged socketing. 

(c) Wire rope slings must have a design factor of ((f#ve)) 


In 


(d) Wire rope slings must meet the requirements in Table 


(e) Using any of the following when making wire rope 
slings is prohibited: 

(1) Rotation resistant wire rope; 

(11) Malleable cast iron clips; 

(iii) Knots; 

(iv) Wire rope clips, unless: 

¢ The application of the sling prevents using prefabri- 
cated slings; 

¢ The specific application is designed by a qualified per- 
son. 

(f) Wire rope clips, if used, must be installed and main- 
tained in accordance with the recommendations of the clip 
manufacturer or a qualified person, or in accordance with the 
provisions of ASME B30.26-2010. 

(g) You must not use slings made with wire rope clips 
((mustnotbeused)) as a choker hitch. 


(a) Wire rope slings must be made from new or unused Note: If using wire rope clips under these conditions, follow the guid- 
regular lay wire rope. The wire rope must be manufactured ance given in Table 5. 
Table 5 
Number, Torque Values, and Turn Back Requirements | Number, Torque Values, and Turn Back Requirements for 
for U-Bolt Wire Rope Clips Double Saddle (Fist Grip) Wire Rope Clips 
Amount of Amount of 
Clip & Wire Rope Turn Clip & Wire Rope Turn 
Rope Size | Min. No. of Back in *Torque in Rope Size | Min. No. of Back *Torque in 
(inches) Clips Inches Ft. Lbs. (inches) Clips in Inches Ft. Lbs. 

1/8 2 3-1/4 4.5 3/16-1/4 2 4 30 
3/16 2 3-3/4 7.5 5/16 2 5 30 
1/4 2 4-3/4 15 3/8 2 5-1/4 45 
5/16 2 5-1/4 30 7/16 2 6-1/2 65 
3/8 2 6-1/2 45 1/2 3 11 65 
7/16 2 7 65 9/16 3 12-3/4 130 

1/2 3 11-1/2 65 5/8 3 13-1/2 130 
9/16 3 12 95 3/4 4 16 225 

5/8 3 12 95 7/8 4 26 225 

3/4 4 18 130 1 5 37 225 

7/8 4 19 225 1-1/8 5 41 360 

1 5 26 225 1-1/4 6 55 360 
1-1/8 6 34 225 1-3/8 6 62 500 
1-1/4 7 44 360 1-1/2 7 78 500 
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Number, Torque Values, and Turn Back Requirements | Number, Torque Values, and Turn Back Requirements for 
for U-Bolt Wire Rope Clips Double Saddle (Fist Grip) Wire Rope Clips 
Amount of Amount of 
Clip & Wire Rope Turn Clip & Wire Rope Turn 
Rope Size | Min. No. of Back in *Torque in Rope Size | Min. No. of Back *Torque in 
(inches) Clips Inches Ft. Lbs. (inches) Clips in Inches Ft. Lbs. 
1-3/8 7 44 360 
1-1/2 8 54 360 
1-5/8 8 58 430 
1-3/4 8 61 590 
2 8 71 750 
2-1/4 8 73 750 
2-1/2 9 84 750 
2-3/4 10 100 750 
3 10 106 1200 
3-1/2 12 149 1200 


* 


Table 6 
Wire Rope Sling Configuration Requirements 


If you have: 


Then you need: 


° Slings made of rope 
with 6x19 and 6x36 
classification. 


° Cable laid slings. 


A minimum clear length of 
rope ((te#)) 10 times the rope 
diameter between splices, 
sleeves, or end fittings (see 
Figure 4, Minimum Sling 
Length) unless approved by 
a qualified person. 


. Braided slings. 


A minimun clear length of 
rope ((ferty)) 40 times the 
component rope diameter 
between the loops or end fit- 
tings (see Figure 5, Mini- 
mum Braided Sling Length) 
unless approved by a quali- 
fied person. 


° Grommets and endless 
slings. 


A minimum circumferential 
length of ((ninety-six)) 96 
times the body diameter of 
the grommet or endless sling 
unless approved by a quali- 
fied person. 


° Other configurations. 


Specific limitation data pro- 
vided by a qualified person. 
These slings must meet all 
other requirements of ASME 
B30.9-2010. 


Permanent 


The tightening torque values shown are based upon the threads being clean, dry, and free of lubrication. 


Clear length minimum 10 times the rope diameter 
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Figure 4 Minimum Sling Length 
For rope with 6x19 and 6x36 classification or Cable Laid 
Slings 


1 braid length 
A 


Clear length minimum = 40 times 
component rope diameter 


Figure 5 
Minimum Braided Sling Length 


(2) Wire rope sling fittings. 

(a) You must use fittings ((must-be—sed)) according to 
the fitting manufacturer's directions. 

(b) You must rate slings with the load capacity of the 
lowest rated component of the sling. For example, if you use 
fittings that are rated lower than the sling material itself, iden- 
tify the sling with the lower rated capacity. 

(c) You must weld any end attachments, except covers to 
thimbles, before assembling the sling. 

(3) Identification information. All wire rope slings 
must have legible identification information attached to the 
sling which includes the information below, see sample tag in 
Figure 6. For slings in use that are manufactured before the 
effective date of this rule, the information below must be 
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added before use or at the time the periodic inspection is 
completed. 

(a) Name or trademark of the manufacturer. 

(b) Diameter or size. 

(c) Rated loads for the types of hitches used and the 
angle that the load is based on. 

(d) Number of legs, if more than one. 

(e) Repairing agency, if the sling is ever repaired. 


Vert. Basket 


2.2 Tons 1.6 Tons 44 Tons 


Rated Capacity by Angle 


Figure 6 
Sample Wire Rope Sling ID Tag 


Note: Sample tag for a 1/2" single-leg sling 6x19 or 6x36 classifica- 


tion, extra improved plow steel (EIPS) grade fiber core (FC) 
wire rope with a mechanical splice (ton = 2,000 1b). 


(4) Inspection. 

(a) A qualified person must inspect wire rope slings 
before their initial use, according to Table 7, both: 

(1) When the sling is new; and 

(11) Whenever a repair, alteration, or modification has 
been done. 

(b) A qualified person must perform a visual inspection 
for damage, each day or shift the wire rope sling is used: 

(1) Include all fastenings and attachments; 

(ii) Immediately remove any sling from service that is 
damaged beyond the criteria listed in Table 7; or 

(iii) Remove fiber core wire rope slings that have been 


exposed to temperatures higher than ((ene-hundred-eighty)) 
180 degrees Fahrenheit. 


(c) A qualified person must perform periodic inspections 
on wire rope slings according to Table 7. 

(5) Repair, alterations, or modifications. 

(a) You must repair wire rope slings as follows: 

(1) Make sure slings are only repaired by the sling manu- 
facturer or a qualified person; 

(11) Mark the sling to show the repairing agency; 

(iii) Do not repair wire rope used in slings, wire rope 
must be replaced. Only end attachments and fittings can be 
repaired on a wire rope sling. 
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(b) You must consider modification or alterations to end 
attachments or fittings must be considered as repairs and 
must conform to all other provisions of this part. 

(c) You must proof load test repaired slings according to 
the requirements in subsection (6) of this section. 

(6) Proof load tests. You must make sure the sling man- 
ufacturer or a qualified person proof load tests the following 
slings before initial use, according to Table 8: 

(a) All repaired slings; 

(b) All slings incorporating previously used or welded 
fittings; 

(c) For single- or multiple-leg slings and endless slings, 
each leg must be proof loaded according to the requirements 
listed in Table 8 based on fabrication method. The proof load 
test must not exceed ((ffy-pereent)) 50% of the component 
ropes' or structural strands' minimum breaking strength; 


Table 7 
Wire Rope Sling Inspection and Removal Criteria 


Inspect wire rope slings for 


the following conditions: Perform inspections: 


° Missing or illegible 
sling identification. 

° Severe localized abra- 
sion or scraping. 


Kinking, crushing, bird- 
caging, or any other 
condition resulting in 
damage to the rope 
structure. 


Evidence of heat dam- 
age. 


Severe corrosion of the 
rope, end attachments, 
or fittings. 


End attachments that are 
cracked, deformed, or 
worn to the extent that 
the strength of the sling 
is substantially affected. 


Broken wires: 


- For strand-laid and 
single-part slings, 
((ten)) 10 randomly 
distributed broken 
wires in one rope lay, 
or ((f#¥e)) 5 broken 
wires in one strand in 
one rope lay; 


- Forcable-laid slings, 


((twenty)) 20 broken 


wires per lay; 


At least once a year for 
slings in normal ser- 
vice. 


At least once a quarter 
for slings in severe 
service. 


As recommended by a 
qualified person for 
slings in special ser- 
vice. 
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Inspect wire rope slings for 


the following conditions: Perform inspections: 


- For ((six-part)) 6- 
part braided slings, 
((twenty)) 20 broken 


wires per braid; 


- For ((eight-part)) 8- 
part braided slings, 
((ferty)) 40 broken 


wires per braid. 


° Hooks that have any of 
the following condi- 
tions: 

- Any visibly apparent 
bend or twist from 
the plane of the 
unbent hook; 


- Any distortion caus- 
ing an increase in 
throat opening ((fve- 
pereent)) 5%, not to 


exceed ((ene-quar- 
ter)) 1/4 inch, or as 


recommended by the 
manufacturer; 


- Wear exceeding 
((ten-pereent)) 10%, 
of the original sec- 
tion dimension of the 
hook or its load pin, 
or as recommended 
by the manufacturer; 


- Self-locking mecha- 
nism that does not 
lock. 

° Other visible damage 
that raises doubt about 
the safety of the sling. 


Table 8 
Wire Rope Sling Proof Load Test Requirements 


Type of equipment: Proof load test: 


. Mechanical splice 
slings. 


Each leg to at least two times 
the single leg vertical hitch 
rated load. 


° Swaged socket and 
poured socket slings. 


Each leg to at least two 
times, but not more than two 
and ((one-haHf)) 1/2 times, 
the single-leg vertical hitch 
rated load. 
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Type of equipment: 


Proof load test: 


section. 


Note: For mechanical splice, swaged socket and poured 
socket slings follow the rope manufacturer's recommenda- 
tions for proof load testing provided that it is within the 
above-specified proof load range, including (c) of this sub- 


° Hand tucked slings, if 
proof load tested. 


To at least one, but not more 
than one and ((ene-quarter)) 
1/4, times the single-leg ver- 
tical hitch rated load. 


(d) The proof load test for components (fittings) attached 


to single legs must meet the 
section; 


requirements in (c) of this sub- 


(e) Proof load testing for master links must be in accor- 


dance with Table 9. 


Table 9 
Proof Load Test for Master Links on Wire Rope Slings 


° Master links for two- 
leg bridle slings. 


To at least ((four)) 4 times the 
single-leg vertical hitch rated 
load. 


° Master links for 


((threeteg)) 3-leg 
bridle slings. 


To at least ((s#x)) 6 times the 
single-leg vertical hitch rated 
load. 


° Master links for 


((fourteg)) 4-leg 
bridle slings. 


To at least ((etght)) 8 times the 
single-leg vertical hitch rated 
load. 


(7) Rated load. The term "rated capacity" is commonly 
used to describe rated load. 


Note: Rated loads are based on the following factors: 

e Strength of sling material; 

+ Design factor; 

e Type of hitch; 

e Angle of loading (see Figure 7, Angle of Loading); 

e Diameter of curvature over which the sling is used (D/d) (see 
Figure 8, D/d ratio); 

e Fabrication efficiency. 


(a) You must use wire rope slings ((mast-be—ased)) 
within the rated loads shown in Tables 7 through 15 in ASME 
B30.9-2010. For angles that are not shown in these tables, 
either use the rated load for the next lower angle or have a 
qualified person calculate the rated load. 


(b) You must prohibit the use of horizontal sling angles 
less than ((thitt¥)) 30 degrees unless recommended by the 
sling manufacturer or a qualified person. See Figure 7. 


(c) Rated loads for slings used in a choker hitch must 
conform to the values shown in the above referenced tables, 
provided that the angle of choke is ((ene-hundred twenty)) 
120 degrees or greater. See Figure 9 and Table 10, Angle of 
Choke. 

(d) You must use either Figure 9 and Table 10, the man- 


ufacturer, or a qualified person to determine the rated load if 
the angle of choke in a choker hitch is less than ((ene-hundred 


twenty)) 120 degrees. 
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(i) You must inspect the entire length of the sling includ- 
ing splices, end attachments, and fittings. 

(11) You must remove slings from use if any of the condi- 
tions in Table 7 are found. 

(iii) You must keep a record of the most recent periodic 
inspection available, including the condition of the sling. 
Note: An external code mark on the sling is an acceptable means of 

recording the inspection as long as the code can be traced back 
to a record. 


Figure 9 
Angle of Choke 
Table 10 
Angle of Choke 
Angle of Choke, deg. Rated Capacity, % 
Over 120 100 
90 - 120 87 
60 - 89 74 
30 - 59 62 
0-29 49 


Note: Percent of sling rated capacity in a choker hitch. 


(8) Use of wire rope slings. 
(a) You must hitch the slings in a way that provides con- 

Figure 7 trol of the load. 

Angle of Loading (b) You must shorten or adjust slings using only the 
methods approved by the manufacturer or qualified person. 

((Ðəe)) G) You must not shorten or lengthen by knot- 
ting, twisting, or by wire rope clips. 

(c) You must keep all parts of the human body from 
between the sling and the load, crane, or hoist hook. 

(d) You must prohibit all of the following: 

(i) Intentional shock loading; 

(ii) Avoid twisting and kinking. 

(e) You must decrease the rated load of the sling when 
D/d ratios (Figure 8) smaller than ((twenty-five)) 25 to one. 
Consult the sling manufacturer for specific data or refer to the 
Wire Rope Sling User's Manual (wire rope technical board). 

(f) You must follow Table 11, Use of Wire Rope Slings 
or Clips, when using any of the identified wire rope slings or 
clips. 

(g) Slings in contact with edges, corners, or protrusions 
must be protected with a material of sufficient strength, thick- 
ness, and construction to prevent damage to the sling. See 


Figure 8 Figure 3. 
D/d Ratio 
Table 11 
Note: When D is 25 times the component rope diameter (d) the D/d Use of Wire Rope Slin gsor Clips 
ratio is expressed as 25/1. 
If you are using: Then: 


Single leg slings used with | Make sure the rating shown 
multiple-leg slings. is not exceeded in any leg of 
the multiple-leg sling. 
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If you are using: Then: 


Hand tucked slings are used 
in a single leg vertical lift. 


Do not allow the sling or 
load to rotate. 


Must not be used as a choker 
hitch. 


Slings made with wire rope 
clips. 


Use only U-bolt wire rope 
clips that are made of drop- 
forged steel. 


Follow Table 5 for the num- 
ber and spacing of the clips. 


U-bolt wire rope clips. 


Apply the U-bolt so the "U" 
section is in contact with the 
dead end of the rope (see 
Figure 10, Installation and 


Loading). 
A 
Dead g i 
End 
Live x Live 
1 1 a r” End + End 
1 CLIP BASE 
WIDTH (2) n Dead 
i ny) 7 End 
Zo H } i= 
T 1 CLIP BASE | 
WIDTH (2) | 
=|} } Gir 
=| || 
TURNBACK (3) pV 
“pw 
Dead 
an)! End 
“F Live J 
1 ik End Z 


Figure 10 


Installation and Loading 

Proper Installation Requires 

e Correct number of clips for wire rope size 
e Correct spacing of clips 

e Correct turnback length 

* Correct torque on nuts 

e Correct orientation of saddle on live end 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-33810 Metal mesh slings. (1) Identifi- 
cation information on metal mesh slings. You must make 
sure all slings have legible identification information perma- 
nently attached to the sling which includes all of the follow- 
ing information: 

(a) Name or trademark of the manufacturer; 

(b) Rated loads for the types of hitches used, and the 
angle they're based on; 

(c) Width and gauge; 

(d) Number of legs, if more than one; 

(e) Individual sling identification (e.g., serial numbers); 
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(f) Repairing agency, if the sling has ever been repaired. 

(2) Inspection. 

(a) A qualified person must inspect metal mesh slings 
before their initial use, according to Table 12, both: 

(1) When the sling is new; and 

(ii) Whenever a repair, alteration, or modification has 
been done. 

(b) A qualified person must perform a visual inspection 
for damage, each day or shift the metal mesh sling is used. 
Immediately remove from service any sling damaged beyond 
the criteria in Table 12. 

(c) A qualified person must perform periodic inspections 
on metal mesh slings according to Table 12. 

(i) Inspect the entire length, including splices, end 
attachments, and fittings. 

(ii) Remove slings from use if any of the conditions in 
Table 12 are found. 

(iii) Keep a record of the most recent periodic inspection 
available, including the condition of the sling. 


Note: An external code mark on the sling is an acceptable means of 


recording the inspection as long as the code can be traced back 
to a record. 


Table 12 
Metal Mesh Sling Inspection Table 


Inspect metal mesh slings 
for conditions such as the 


following: 


Perform inspections: 


e Missing or illegible sling 
identification; 


At least once a year for 
slings in normal ser- 


vice; 


e Broken welds along the |* At least once a quarter 


sling edge; for slings in severe ser- 
vice; 
e Broken brazed joints e As recommended by a 


along the sling edge; qualified person for 
slings in special ser- 
vice. 

e Broken wire in any part 


of the mesh; 

e Reduction in wire diam- 
eter of: 

-  ((Bwenty-five-per- 
eent)) 25% due to 
abrasion; 

-  ((FHteen-pereent)) 
15% due to corro- 
sion; 

e Lack of flexibility due to 
the distortion of the 


mesh; 
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Inspect metal mesh slings 
for conditions such as the 
following: 


e Distortion of the choker 
fitting so the depth of the 
slot is increased by more 
than ((ten-pereent)) 
10%; 

e Distortion of either end 
fitting so the width of the 
eye opening is decreased 
by more than ((tea-per- 
eent)) 10%; 

+ A ((fifieen-percent)) 
15% reduction of the 
original cross-sectional 
area of any point around 
the hook opening of the 
end fitting; 


e Visible distortion of 
either end fitting out of 
its plane; 

e Cracked end fitting; 


Perform inspections: 


e — Slings in which the spi- 
rals are locked or with- 
out free articulation; 


e Fittings that are pitted, 
corroded, cracked, bent, 
twisted, gouged, or bro- 
ken; 

e Other visible damage 
that raises doubt about 
the safety of the sling. 


(3) Repair, alteration, or modifications. You must 
repair metal mesh slings as follows: 

(a) You must make sure slings are only repaired by the 
manufacturer or a qualified person; 

(b) Straightening of spiral or cross rods, or forcing a spi- 
ral into position is prohibited (see Figure 11); 

(c) You must mark the sling to show the repairing 
agency; 

(d) You must replace cracked, broken, bent or damaged 
metal mesh or components instead of repairing them; 

(e) You must proof load test repaired slings according to 
subsection (4) of this section. 

(4) Proof load testing. 

(a) You must make sure the sling manufacturer or a qual- 
ified person proof load tests all new and repaired metal mesh 
slings before initial use; 

(b) You must use a proof load test that is a minimum of 
two times the vertical hitch rated load. 

(5) Rated load. 


Note: Rated loads are based on the following factors: 
e Strength of sling material; 
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+ Design factor; 
e Type of hitch; 
e Angle of loading. 


(a) You must use metal mesh slings ((must-be-ased)) 
within the rated loads shown in Table 7 in ASME B30.9- 
2010. For angles that are not shown in these tables, use either 
the rated load for the next lower angle or one calculated by a 
qualified person. 

(b) You must rate slings with the load capacity of the 
lowest rated component of the sling. For example, if fittings 
are rated lower than the sling material itself, identify the sling 
with the lower rated capacity. 

(c) The use of horizontal sling angles less than ((thi#ty)) 
30 degrees is prohibited, unless recommended by the sling 
manufacturer or a qualified person. 

(d) Rated loads for slings used in a choker hitch must 
conform to the values shown in the above referenced table, 
provided that the angle of choke is ((ene-hundred twenty)) 
120 degrees or greater. 

(e) You must have the manufacturer or a qualified person 
determine the rated load if the angle of choke in a choker 


hitch is less than ((ene-hundred+wenty)) 120 degrees. 


Tot) oD oCo $ sius 


Cross rods 
j } Pi Spiral 


Figure 11 
Metal Mesh Sling 


(6) Use of metal mesh slings. 


(a) You must use metal mesh slings safely by doing all of 
the following: 


(i) Shorten or adjust slings using only the methods 
approved by the manufacturer or a qualified person; 


(ii) Sling legs must not be kinked; 


(iii) Hitch slings in a way that provides control of the 
load. 


(b) You must keep all parts of the human body from 
between the sling and the load, crane, or hoist hook. 


(c) You must prohibit the following: 


(i) The use of metal mesh slings as bridles on suspended 
personnel platforms; 

(ii) Intentional shock loading; 

(iii) Straightening a spiral or cross rod or forcing a spiral 
into position; 

(iv) Avoid twisting and kinking. 
Note: Slings in contact with edges, corners, or protrusions should be 


protected with a material of sufficient strength, thickness, and 
construction to prevent damage. See Figure 3. 
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AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-33815 Synthetic rope slings. (1) Iden- 
tification. You must verify all slings have legible identifica- 
tion information attached to the sling which includes the fol- 
lowing information: 

(a) Name or trademark of the manufacturer; 

(b) Manufacturer's code or stock number; 

(c) Type of fiber material; 

(d) Rated loads for the types of hitches used, and the 
angle that the load is based on; 

(e) Number of legs, if more than one; 

(f) Repairing agency, if the sling has ever been repaired. 


Maximum 


Figure 12 
Synthetic Fiber Rope Slings 


(2) Inspection. 

(a) A qualified person must inspect synthetic fiber rope 
slings before their initial use, according to Table 13, both: 

(i) When the sling is new; and 

(11) Whenever a repair, alteration, or modification has 
been done. 

(b) A qualified person must perform a visual inspection 
for damage, each day or shift the synthetic fiber rope sling is 
used. Immediately remove any sling from service that is dam- 
aged beyond the criteria listed in Table 13. 

(c) A qualified person must perform periodic inspections 
on synthetic fiber rope slings, according to Table 13. 

(i) Examine each sling and component individually, tak- 
ing care to expose and examine all surfaces. 

(ii) Inspect the entire length including splices, end 
attachments, and fittings. 

(iii) Remove slings from use if any of the conditions in 
Table 13 are found. 

(iv) Keep a record of the most recent periodic inspection 
available, including the condition of the sling. 

Note: An external code mark on the sling is an acceptable means of 
recording the inspection as long as the code can be traced back 
to a record. 


Table 13 
Synthetic Rope Sling Inspection and Removal Criteria 


Inspect synthetic rope 
slings for the following 


conditions: Perform inspections: 


e Missing or illegible 
sling identification; 
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Inspect synthetic rope 
slings for the following 
conditions: 


Perform inspections: 


Cuts, gouges, or areas of 
extensive fiber breakage 
along the length; 


Abraded areas on the 
rope; 


Damage that is esti- 
mated to have reduced 
the effective diameter of 
the rope by more than 


((ten-pereent)) 10%; 


Uniform fiber breakage 
along the major part of 
the length of the rope in 
the sling such that the 
entire rope appears cov- 
ered with fuzz or whis- 
kers; 


Inside the rope, fiber 
breakage, fused or 
melted fiber (observed 
by prying or twisting to 
open the strands) involv- 
ing damage estimated at 
((ten-percent)) 10% of 
the fiber in any strand or 
the rope as a whole; 


Discoloration, brittle 
fibers, and hard or stiff 
areas that may indicate 
chemical, ultraviolet or 
heat damage; 


Dirt and grit in the inte- 
rior of the rope structure 
that is deemed exces- 
sive; 

Foreign matter that has 
permeated the rope, 
making it difficult to 
handle and attracting 
and holding grit; 


Kinks or distortion in 
the rope structure, par- 
ticularly if caused by 
forcibly pulling on loops 
(known as hockles); 


At least once a year for 
slings in normal ser- 
vice; 

At least once a quarter 
for slings in severe ser- 
vice; 


As recommended by a 
qualified person for 
slings in special ser- 
vice. 
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Inspect synthetic rope 
slings for the following 
conditions: 


e Melted, hard, or charred 
areas that affect more 
than ((ten-pereent)) 10% 
of the diameter of the 
rope or affect several 
adjacent strands along 
the length that affect 
more than ((ten-per- 
eent)) 10% of strand 
diameters; 


Perform inspections: 


e Poor condition of thim- 
bles or other compo- 
nents manifested by cor- 
rosion, cracks, distor- 
tion, sharp edges, or 
localized wear; 

e Hooks that have any of 
the following condi- 
tions: 

- Any visibly appar- 
ent bend or twist 
from the plane of 
the unbent hook; 


- Any distortion 
causing an increase 
in throat opening 
((five-pereent)) 5%, 
not to exceed one- 
quarter inch, or as 
recommended by 
the manufacturer; 


- Wear exceeding 
((tenpereent)) 10%, 
of the original sec- 
tion dimension of 
the hook or its load 
pin, or as recom- 
mended by the 
manufacturer; 

- Self-locking mech- 
anism that does not 
lock. 


e Other visible damage 
that raises doubt about 
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(b) You must mark the sling to show the repairing 


agency; 


(c) You must use components that meet the requirements 


of this part for sling repair; 


(d) ((Be)) You must not repair slings by knotting or 


resplicing existing sling ropes; 


(e) You must proof load test repaired slings according to 
the requirements in subsection (4) of this section. 

(4) Proof load test. The sling manufacturer or a quali- 
fied person must proof load test repaired slings and slings 
incorporating previously used or welded fittings before initial 


use, according to Table 14: 


Table 14 
Synthetic Rope Sling Proof Load Requirements 


Type of equipment: 


Proof load test: 


° Single leg slings; 
° Multiple leg slings; 
. Endless slings; 


e Fittings attached to 
single legs. 


To a minimum of two times 
the single leg vertical hitch 
rated load. 


the safety of the sling. 


(3) Repair, alteration, or modifications. You must 
meet the following requirements when repairing synthetic 
rope slings: 

(a) Synthetic rope slings must only be repaired by the 
manufacturer or a qualified person; 
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Master links for two-leg To a minimum of ((fexr)) 4 

bridle slings. times the single leg vertical 
hitch rated load. 

Master links for ((three- To a minimum of ((s#)) 6 

łeg)) 3-leg bridle slings. times the single leg vertical 
hitch rated load. 

Master links for ((feurteg)) | To a minimum of ((eight)) 8 

4-leg bridle slings. times the single leg vertical 
hitch rated load. 

(5) Rated load. 
Note: Rated loads are based on the following factors: 


e Strength of the sling material; 

+ Design factor; 

e Type of hitch (see Figure 13, Hitch Types for Synthetic Rope 
Slings); 

e Angle of loading (see Figure 7, Angle of Loading); 

e Diameter of curvature over which the sling is used (see Figure 
8, D/d Ratio). 


(a) You must use synthetic rope slings ((mustbe-ased)) 
within the rated loads shown in Tables 18 and 19 in ASME 
B30.9-2010. For angles that are not shown in these tables, 
either use the rated load for the next lower angle or one cal- 
culated by a qualified person. 

(b) You must rate slings with the load capacity of the 
lowest rated component of the sling. For example, if you use 
fittings that are rated lower than the sling material itself, iden- 
tify the sling with the lower-rated capacity. 

(c) The use of horizontal sling angles less than ((thitty)) 
30 degrees is prohibited, unless recommended by the sling 
manufacturer or a qualified person. (See Figure 7.) 

(d) Rated loads for slings used in a choker hitch must 
conform to the values shown in the above referenced tables, 


provided that the angle of choke is ((ene-hundred twenty)) 


120 degrees or greater. 
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(e) You must use Figure 9, the manufacturer, or a quali- 
fied person to determine the rated load if the angle of choke 


in a choker hitch is less than ((ene-hundred twenty)) 120 
degrees. 


= 


angle 


Eye-and-Eye 


KIND OF SLING 


Endless 


Figure 13 
Hitch Types for Synthetic Rope 


The symbols below represent load or support in contact 
with the rope sling. The contact surface diameter divided 
by the rope diameter is designated D/d ratio as described in 
Figure 8. 


Represents a contact surface which must have a 
Q diameter of curvature at least double the diame- 
ter of the rope from which the sling is made. 


Represents a contact surface which must have a 


&) diameter of curvature at least ((eight)) 8 times 


the diameter of the rope. 


Represents a load in choker hitch and illustrates 
the rotary force on the load and/or the slippage 

A of the rope in contact with the load. Diameter of 
curvature of load surface must be at least double 
the diameter of the rope. 


Note: Legs ((f#¥e)) 5 degrees or less from vertical may be considered 
vertical. For slings more than ((fve)) 5 degrees vertical, the 
actual angle must be used. 


(6) Use of synthetic ropes. 

(a) You must use synthetic rope slings safely by doing all 
of the following: 

(i) You must shorten or adjust slings only with methods 
approved by the manufacturer or qualified person; 

(ii) You must not shorten or lengthen slings ((mustnet 
be-shertened-_ortensthened)) by knotting or twisting; 

(iii) You must hitch slings in a way that provides control 
of the load; 

(iv) Slings in contact with edges, corners, protrusions, or 
abrasive surfaces must be protected with a material of suffi- 
cient strength, thickness, and construction to prevent damage, 
see Figure 3; 
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(v) (Be)) You must not allow the sling or load to rotate 
when hand -tucked slings are used in a single leg vertical lift 
application; and 

(vi) You must keep all parts of the human body from 
between the sling and the load, crane, or hoist hook. 

(b) All of the following is prohibited: 

(1) Intentional shock loading; and 

(ii) Twisting or kinking. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-33820 Synthetic webbing slings. (1) 
Identification. You must make sure all slings have legible 
identification information permanently attached to the sling 
which includes the following information: 

(a) Name or trademark of the manufacturer; 

(b) Manufacturer's code or stock number; 

(c) Rated loads for the types of hitches used, and the 
angle that the load is based on; 

(d) Type of synthetic web material; 

(e) Number of legs, if more than one; 

(f) Repairing agency, if the sling is ever repaired. 


Washington State Register, Issue 16-09 WSR 16-09-085 


Type | 
Sling made with triangle fitting on one end and a 
slotted triangle choker fitting on the other end. It can 
be used in a vertical, basket, or choker hitch. 


Type Ill 
Sling made with a flat loop eye on each end with loop 
eye opening on same plane as sling body. This type 
of sling is sometimes called a flat eye-and-eye, eye- 
and-eye, or double-eye sling. 


Type V 
Endless sling, sometimes referred to as a grommet, It 
is a continuous loop formed by joining the ends of the 
webbing together. 


Type Il 


Sling made with a triangle fitting on both ends. It can be 


used in a vertical or basket hitch only. 


Sling made with both loop eyes formed as in Type III, 
except that the loop eyes are turned to form a loop eye 
which is at a right angle to the plane of the sling body. 
This type of sling is commonly referred to as a twisted- 
eye sling. 


Type VI 
Return-eye (reversed-eye) sling is formed by using 
multiple widths of webbing held edge-to-edge. A wear 
pad is attached on one or both sides of the sling body 
and one or both sides of the loop eyes to form a loop 
eye at each end which is at a right angle to the plane of 
the sling body. 


Figure 14 
Synthetic Webbing Slings 


(2) Inspection. 

(a) A qualified person must inspect synthetic webbing 
slings before their initial use, according to Table 14: 

(1) When the sling is new; and 

(11) Whenever a repair, alteration, or modification has 
been done. 

(b) A qualified person must perform a visual inspection 
for damage, each day or shift the synthetic webbing sling is 
used. Immediately remove from service any sling that is dam- 
aged beyond the criteria listed in Table 15. 

(c) A qualified person must perform periodic inspections 
on synthetic webbing slings, according to Table 15. 

(i) You must examine each sling and component individ- 
ually, taking care to expose and examine all surfaces. 

(11) You must remove slings from use if any of the condi- 
tions in Table 15 are found. 

(iii) You must keep a written record of the most recent 
periodic inspection available, including the condition of the 
sling. 

Note: An external code mark on the sling is an acceptable means of 
recording the inspection as long as the code can be traced back 
to a record. 


Table 15 
Synthetic Webbing Sling Inspection 


Inspect synthetic webbing 
slings for the following 


conditions: Perform inspections: 
e Missing or illegible sling 
identification; 
e Acid or caustic burns; e At least once a year 
for slings in normal 
service; 


e Melting orcharringonany |* At least once a quar- 
part of the sling; ter for slings in 

severe service; 

e Holes, tears, cuts or snags; |* | Asrecommended by 

a qualified person 

for slings in special 

service. 

e Broken or worn stitching 
in load bearing splices; 

e Excessive abrasive wear; 

e Knots in any part of the 
sling; 
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Inspect synthetic webbing 
slings for the following 


conditions: Perform inspections: 


e Discoloration, brittle 
fibers, and hard or stiff 
areas that may indicate 
chemical or ultravio- 
let/sunlight damage; 


e Fittings that are pitted, cor- 


roded, cracked, bent, 
twisted, gouged or broken; 


Hooks that have any of the 

following conditions: 

- Any visibly apparent 
bend or twist from the 


plane of the unbent 
hook; 


- Any distortion causing 
an increase in throat 
opening ((five-per- 
eent)) 5%, not to 
exceed one-quarter 
inch, or as recom- 


mended by the manu- 
facturer; 

- Wear exceeding ((te- 
pereent)) 10%, of the 
original section 
dimension of the hook 
or its load pin, or as 
recommended by the 
manufacturer; 


-  Self-locking mecha- 
nism that does not 
lock. 


e Other visible damage that 
causes doubt about the 
safety of continued use of 
the sling. 


(3) Repair, alterations, or modifications. 

(a) You must meet the following requirements when 
repairing synthetic webbing slings: 

(1) Slings are only to be repaired by the manufacturer or 
a qualified person; 

(11) Temporary repairs are prohibited; 

(iii) You must mark the sling to show the repairing 
agency; 

(iv) Components used for sling repair must meet the 
requirements of this part; 

(v) You must not repair cracked, broken, melted, or oth- 
erwise damaged webbing material or fittings other than 
hooks ((mustnetberepaired)); 

(vi) You must not repair load bearing splices ((mustnet 


be-repaired)); 
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(b) You must proof load test repaired slings according to 
the requirements in subsection (4) of this section. 

(4) Proof load test. The sling manufacturer or a quali- 
fied person must proof load test repaired slings and slings that 
have been altered or modified before initial use according to 
Table 16: 


Table 16 
Synthetic Webbing Sling Proof Test Requirements 


Type of equipment: 


Proof load test: 


e Single leg slings; 
e Multiple leg slings; 
e Endless slings; 


e Fittings attached to sin- 
gle legs. 


To a minimum of two times 
the single leg vertical hitch 
rated load. 


Master links for two-leg bri- | To a minimum of ((feur)) 4 

dle slings. times the single leg vertical 
hitch rated load. 

Master links for ((three- To a minimum of ((s#)) 6 

łeg)) 3-leg bridle slings. times the single leg vertical 
hitch rated load. 

Master links for ((fewtteg)) | To a minimum of ((e#ght)) 8 

4-leg bridle slings. times the single leg vertical 
hitch rated load. 

(5) Rated loads. 
Note: Rated loads are based on the following factors: 


e Strength of the material; 

+ Design factor; 

e Type of hitch; 

e Angle of loading (see Figure 7, Angle of Loading); 
e Fabrication efficiency; 

e Diameter of curvature over which the sling is used. 


(a) You must use synthetic web slings ((must-be-ased)) 
within the rated loads shown in Tables 20 through 24 in 
ASME B30.9-2010. For angles that are not shown in these 
tables, use either the rated load for the next lower angle or 
one calculated by a qualified person. 

(b) You must rate slings with the load capacity of the 
lowest rated component of the sling. For example, if you use 
fittings that are rated lower than the sling material itself, iden- 
tify the sling with the lower-rated capacity. 

(c) The use of horizontal sling angles less than ((thitty 

is prohibited_unle 3 by-the-sling)) 30 


manufacturer or a qualified person. (See Figure 7.) 

(d) You must use Figure 9, Angle of Choke, the manu- 
facturer, or a qualified person to determine the rated load if 
the angle of choke in a choker hitch is less than ((ene-hundred 
twenty)) 120 degrees. 

(e) Rated loads for slings used in a choker hitch must 
conform to the values shown in the above referenced tables, 
provided that the angle of choke is ((ene-hundred twenty)) 
120 degrees or greater. (See Figure 9.) 

(6) Use of synthetic webbing slings. 

(a) You must use synthetic webbing slings safely by 
meeting all of the following requirements: 
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(i) You must shorten or adjust slings only with methods 
approved by the manufacturer or qualified person; 

(ii) You must not shorten or lengthen slings ((mustnet 

)) by knotting or twisting; 

(iii) You must hitch slings in a way that provides control 
of the load; 

(iv) You must protect slings with material of sufficient 
strength, thickness, and construction to prevent damage from 
sharp edges, corners, protrusions, or abrasive surfaces. See 
Figure 3; 

(v) You must keep all parts of the human body from 
between the sling and the load, crane, or hoist hook. 

(b) Intentional shock loading is prohibited. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-33825 Synthetic roundslings. (1) Iden- 
tification. All synthetic roundslings must be marked with the 
following information: 

(a) Name or trademark of the manufacturer; 

(b) Manufacturer's code or stock number; 

(c) Core material; 

(d) Cover material if different from core material; 

(e) Rated loads for the types of hitches used, and the 
angle that the load is based on; 

(f) Number of legs, if more than one; 

(g) Repairing agency, if the sling is ever repaired. 


ey 
Sa 


Endless Roundsling 


AA 


Endless Roundsling with Fittings 


Endless Roundsling with Center Cover (Eye-and-Eye) 


Figure 15 
Synthetic Roundslings 


(2) Inspection. 

(a) A qualified person must inspect synthetic roundslings 
before their initial use, according to Table 17, both: 

(i) When the sling is new; and 

(11) Whenever a repair, alteration, or modification has 
been done. 

(b) A qualified person must perform a visual inspection 
for damage, each day or shift the synthetic roundsling is used. 
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Immediately remove from service any sling that is damaged 
beyond the criteria listed in Table 17. 

(c) A qualified person must perform periodic inspections 
on synthetic roundslings, according to Table 17. 

(i) You must examine each sling and component individ- 
ually, taking care to expose and examine all surfaces. 

(11) You must remove slings from use if any of the condi- 
tions in Table 17 are found. 

(iii) You must keep a written record of the most recent 
periodic inspection available, including the condition of the 
sling. 


Note: An external code mark on the sling is an acceptable means of 


recording the inspection as long as the code can be traced back 
to a record. 


Table 17 


Synthetic Roundsling Inspection and Removal Criteria 


Inspect synthetic roundslings 
for conditions such as the 


following: Perform inspections: 


e Missing or illegible sling 
identification. 

e Acid or caustic burns. 

e Evidence of heat damage. 


¢ Holes, tears, cuts, abrasive 
wear or snags that expose 
the core yams. 


e Broken or damaged core 
yarns. 

e Weld spatter that exposes 
core yarns. 


e Roundslings that are knot- | ° 


ted. 


Fittings that are pitted, cor- 
roded, cracked, bent, 
twisted, gouged or broken. 


Hooks that have any of the 

following conditions: 

- Any visibly apparent 
bend or twist from the 


plane of the unbent 
hook. 


- Any distortion caus- 
ing an increase in 
throat opening ((fye- 
pereent)) 5%, not to 
exceed one-quarter 
inch, or as recom- 
mended by the manu- 
facturer. 


At least once a year 
for slings in normal 
service. 


At least once a quar- 
ter for slings in 
severe service. 


As recommended by 
a qualified person 
for slings in special 
service. 
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Inspect synthetic roundslings 
for conditions such as the 


following: Perform inspections: 


Wear exceeding ((ten- 
pereent)) 10%, of the 
original section 
dimension of the hook 
or its load pin, or as 
recommended by the 
manufacturer. 


Self-locking mecha- 
nism that does not 
lock. 


Other visible damage that 
causes doubt about the 
safety of continued use of 
the sling. 


(3) Repair, alterations, or modifications. 

(a) You must meet the following requirements when 
repairing synthetic roundslings: 

(1) Only the manufacturer or a qualified person can repair 
slings; 

(ii) You must mark the sling to show the repairing 
agency; 

(iii) You must only use components that meet the 
requirements of this rule to repair slings; 

(iv) You must replace cracked, broken, or bent fittings 
other than hooks; do not repair them. 

(b) Both of the following are prohibited: 

(1) Temporary repairs of roundslings or fittings; and 

(11) The repair of load bearing yarns. 

(c) You must proof load test repaired slings according to 
the requirements in subsection (4) of this section. 


(4) Proof load tests. The sling manufacturer or a quali- 
fied person must proof load test repaired slings and slings that 
have been altered or modified before initial use, according to 
Table 18: 


Table 18 
Synthetic Roundslings Proof Test Requirements 
Type of equipment: Proof load test: 
. Single leg slings. 
e Multiple leg slings. To a minimum of two times 
e Endless slings. the single leg vertical hitch 
e Fittings attached to rated load. 
single legs. 
Master links for two-leg To a minimum of ((feue)) 4 
bridle slings. times the single leg vertical 
hitch rated load. 
Master links for ((three- To a minimum of ((six)) 6 
łeg)) 3-leg bridle slings. times the single leg vertical 
hitch rated load. 
Permanent 


[158] 


Type of equipment: Proof load test: 
Master links for ((feurteg)) | To a minimum of ((eight)) 8 
4-leg bridle slings. times the single leg vertical 

hitch rated load. 

(5) Rated loads. 

Note: Rated loads are based on the following factors: 


e Strength of the material. 

+ Design factor. 

e Type of hitch. 

e Angle of loading. (See Figure 7, Angle of Loading.) 
e Diameter of curvature over which the sling is used. 


(a) You must use synthetic roundslings ((mustbeused)) 
within the rated loads shown in Table 25 in ASME B30.9- 
2010. For angles that are not shown in these tables, either use 
the rated load for the next lower angle or one calculated by a 
qualified person. 

(b) You must rate slings with the load capacity of the 
lowest rated component of the sling. For example, if you use 
fittings that are rated lower than the sling material itself, iden- 
tify the sling with the lower rated capacity. 

(c) You must prohibit the use of horizontal sling angles 
less than ((thitt¥)) 30 degrees unless recommended by the 
sling manufacturer or a qualified person. 

(d) You must use Figure 7, Angle of Choke, the manu- 
facturer, or a qualified person to determine the rated load if 
the angle of choke in a choker hitch is less than ((ene-hundred 
twenty)) 120 degrees. 

(e) Rated loads for slings used in a choker hitch must 
conform to the values shown in the above referenced Table 
10 provided that the angle of choke is ((ene-hundredtwenty)) 
120 degrees or greater. (See Figure 7.) 

(6) Use of synthetic roundslings. 

(a) You must use methods approved by the manufacturer 
or qualified person to shorten or adjust slings. Slings must not 
be shortened or lengthened by knotting or twisting. 

(b) You must hitch slings in a way that provides control 
of the load. 

(c) You must protect slings with material of sufficient 
strength, thickness, and construction to prevent damage from 
sharp edges, corners, protrusions, or abrasive surfaces. (See 
Figure 3.) 

(d) You must keep all parts of the human body from 
between the sling and the load, crane, or hoist hook. 

(e) Intentional shock loading is prohibited. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-33900 General requirements. (1) 
Inspections. 

(a) A qualified person must perform an inspection on all 
hardware according to Table 19, each day before using. If a 
daily inspection is not feasible because the hardware is in a 
semipermanent or inaccessible location, a periodic inspection 
is allowed instead of daily. 

(b) You must remove hardware ((must-be+emeved)) 
from service when it shows any conditions listed in Table 19, 
or any other hazardous condition. 
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Table 19 
Hardware Inspection 


For all hardware, inspect for the following: 


Missing or illegible identification. 


For shackles, missing or illegible manufacturer's 
name or trademark and/or rated load identification. 


Indications of heat damage, including weld spatter or 
arc strikes. 


Excessive pitting or corrosion. 


Load bearing components that are: 
- Bent. 

- Twisted. 

- Distorted. 

- Stretched. 

- Elongated. 

- Cracked. 

- Broken. 


Excessive nicks or gouges. For riggings blocks, 
excessive nicks, gouges and wear. 


((Fen-pereent)) 10% reduction of the original or cata- 
log dimension at any point. For shackles, this includes 
at any point around the body or pin. 


Excessive thread damage or wear, where applicable. 


Evidence of unauthorized welding or modification. 


Any other conditions that cause doubt as to the safety 
of continued use. 


On shackles, also inspect for incomplete pin engage- 
ment. 


On swivels and swivel hoist rings, check for lack of 
ability to freely rotate or pivot. 


On compression hardware, also check for: 
- Unauthorized replacement components. 
- Insufficient number of wire rope clips. 
- Improperly tightened wire rope clips. 

- Damaged wire rope. 

- Indications of wire rope slippage. 


- Improper assembly. 


On swivels, check for loose or missing nuts, bolts, 
cotter pins, snap rings, or other fasteners and retaining 
devices. 


On blocks check for: 


- Loose or missing nuts, bolts, cotter pins, snap 
rings, or other fasteners and retaining devices. 


- Misalignment or wobble in sheaves. 


- Excessive sheave groove corrugation or wear. 
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(2) Repairs, alterations, or modifications. 


(a) You must repair rigging hardware ((must—be 
repaited)), altered or modified according to the hardware 
manufacturer or a qualified person. 


(b) Welding of hardware is prohibited unless authorized 
by the manufacturer. 

(c) Replacement parts must meet or exceed the original 
rigging hardware manufacturer's specifications. 

(3) Hardware use. 

(a) You must select hardware ((must-be-selected)) with 
the characteristics suitable for the application and environ- 
ment where it will be used. 


(b) You must not exceed the rated load of the hardware 
(aust net-be-exceeded)). 

(c) At least one of the workers using rigging hardware 
must meet the requirements of WAC 296-155-33700. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-33905 Shackles. (1) Pins must be con- 
nected to the choking eye of the sling when a shackle is used 
in a choker hitch. 


(2) Screw pins must be: 

(a) Fully engaged, with the shoulder in contact with the 
shackle body (see Figure 16, Typical Shackle Components). 

(b) Rigged in a way that keeps the pin from unscrewing 
while in use. 

(c) Secured from rotation or loosening if used for long- 
term installations. 

(3) Cotter pins must be kept in good working condition. 

(4) If the shackle is side loaded, you must reduce the 
rated load, according to the recommendations of the manu- 
facturer or a qualified person (see Figure 17, Side Loading). 


Note: See Figure 18, Shackle Types, for examples of types of shack- 
les covered by this rule. 
—~. BOW 
Pai N Fä 
F m N 
4 a b KS 
j ` \ 
l i yo] 
Í | | 
| \ fi i 
‘ 
\ \ \ H f } 
\ | li 
ahm, 
(O 
Ls | | l 
| i , f 
f = N = A 
SHOULDER —/ \ -ER 
j = 
Figure 16 
Typical Shackle Components 
Permanent 


WSR 16-09-085 


IN-LINE 


Figure 17 
Side Loading 
Side Loading 
Angle, deg. % Rated Load Reduction 
In-line (0) to 5 None 
6 to 45 30% 
46 to 90 50% 
Over 90 Not permitted unless authorized by 
manufacturer or qualified person 
Anchor Shackles Chain Shackles Synthetic Sling Shackles 
O | 
\ \ i / ; 
syy 
(O } oll f 
Screw Pin Type Screw Pin Type Screw Pin Type 
(@) | 
\ E / 
Bolt Type Bolt Type Bolt Type 
Figure 18 
Shackle Types 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-33910 Adjustable hardware. (1) 
Turnbuckles. You must follow these rigging practices for 
turnbuckles: 

(a) Locking nuts, if used, must be compatible with the 
threads of the turnbuckle end. (See Figure 19, Turnbuckle 
Types.) 
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(b) For long-term installations, you must secure turn- 
buckles in a way that prevents unscrewing. 

(c) Turnbuckle end fitting threads must be fully engaged 
in the body threads. 

(d) Components, including pins, bolts, nuts, or cotter 
pins used with jaw ends, must be in good working condition 
prior to use. 

Notes: e See Figure 19 for types of turnbuckles covered by this rule. 
+ Pipe bodies conceal the length of thread engagement. Verify 
full engagement before loading. (See Figure 19.) 
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(2) Eyebolts. You must follow these rigging practices 
for eyebolts: 

(a) Eyebolts not shouldered to the load must only be used 
for in-line loads. (See Figure 20, Eyebolts.) 

(b) ((Onty)) You must only use shoulder eyebolts ((must 
be-ased)) for angular lifting. 

(i) The shoulder must be flush and securely tightened 
against the load. 

(ii) You_must reduce the working load limit (WLL) 
((atast-be-+educed)) as shown in Figure 31. 

(iii) For angular lifts, the plane of the eye must be 
aligned with the direction of loading. If needed, flat washers 
can be used under the shoulder to position the plane of the 
eye. (See Figure 20.) 

(c) When using eyebolts in a tapped blind hole, the effec- 
tive thread length must be at least one and ((ene-hal)) 1/2 
times the diameter of the bolt for engagement in steel. (See 
Figure 20.) For other engagements, or engagements in other 
materials, contact the eyebolt manufacturer or a qualified per- 
son 


(d) When using eyebolts in a tapped through-hole of less 
than one diameter thickness, a nut must be used under the 
load, and must be fully engaged and tightened securely 
against the load. (See Figure 20.) 

(e) When eyebolts are used in an untapped through-hole, 
the nut under the load must be fully engaged. If the eyebolt is 
not shouldered to the load, a second nut on top of the load 
should be used if possible. (See Figure 20.) 


Note: See Figure 20 for examples of eyebolts covered by this rule. 
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(3) Eye nuts. You must follow these rigging practices 
for eye nuts (see Figure 21, Eye Nuts): 

(a) The threads of eye nuts must be fully engaged; 

(b) Eye nuts must only be used for in-line loads; 

(c) Components must be in good working condition prior 
to use. 
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Figure 21 
Eye Nuts 
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(4) Swivel hoist rings. You must follow these rigging 
practices for swivel hoist rings: 

(a) The swivel hoist ring working load limit (WLL) must 
meet or exceed the anticipated angular rigging tension. (See 
Figure 22, Angle of Loading.) 

(b) Swivel hoist rings must be tightened to the torque 
specifications of the manufacturer. 

(c) The swivel hoist ring must be free to rotate and pivot 
without interference during lifting. (See Figure 23, Swivel 
Hoist Rings.) 

(d) The load applied to the swivel hoist ring must be cen- 
tered in the bail to prevent side loading. 

(e) Any attached lifting component must be narrower 
than the inside width of the bail to avoid spreading. 

(f) When using swivel hoist rings in a threaded-hole, the 
effective thread length must be one and ((ene-half)) 1/2 times 
the diameter of the bolt for steel. (See Figure 23.) For other 
thread engagements or engagement in other materials, con- 
tact the manufacturer or a qualified person. 

(g) When using swivel hoist rings in a through-hole 
application, a nut and washer must be used. A washer and nut 
must be in accordance with the manufacturer's recommenda- 
tions. The nut must be fully engaged. (See Figure 23.) 

(h) The bushing flange must fully contact the load sur- 
face. (See Figure 23.) 

(i) Spacers or washers must not be used between the 
bushing flange and the mounting surface of the load being 
lifted. 

Note: See Figure 23 for examples of swivel hoist rings covered by 
this rule. 
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Swivel Hoist Rings 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-33915 Compression hardware. (1) 
Wire rope clips. You must follow these assembly require- 
ments for wire rope clips: 


(a) Before installing a wire rope clip on plastic coated or 
plastic impregnated wire rope, the wire rope clip manufac- 
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turer, you must consult the wire rope manufacturer or a qual- 
ified person ((mustbe-consulted)). 
(b) For U-bolt clips used to create end terminations, you 


must place the saddle ((mustbe-placed)) on the live end of the 
wire rope, with the U-bolt on the dead end side. (See Figure 


24, Wire Rope Clips.) 
(c) You must test the assembly ((mustbetested)) by 
loading the connection to at least the expected working load. 
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After unloading, retighten the wire rope clips to the torque 
recommended by the manufacturer or a qualified person. 

(d) You must follow the manufacturer's recommenda- 
tions for the minimum number of clips, spacing and turn- 
back measurements, and to the recommended torque values. 


In the absence of the manufacturer's recommendations follow 
Table 5. 


U-Bolt 
Double Saddle Double Saddle 
(Fist Grip) 
Types Components 
Figure 24 


Wire Rope Clips 


(2) Wedge sockets. You must follow these assembly 
requirements for wedge sockets: 

(a) Wedge sockets must be assembled as recommended 
by the manufacturer or a qualified person. 


(b) Before installing a wedge socket on plastic coated or 
plastic impregnated wire rope the wedge socket manufac- 
turer, you must consult the wire rope manufacturer or a qual- 
ified person ((maust-be-consulted)). 

(c) The assembler must match the proper wedge with the 
socket for the wire rope to be installed. Wedges must not be 
interchanged between different manufacturers' sockets or 
models. 


(d) The live end of the wire rope in the wedge socket 
cavity must be in alignment with the socket's pin. (See Figure 
25, Wedge Sockets.) 

(e) The length of the dead end tail of the wire rope must 
be as required by the manufacturer or a qualified person. 

(f) The tail of the dead end of the wire rope extending 
beyond the wedge socket must be secured as recommended 
by the wedge socket manufacturer or a qualified person. 

(g) The dead end of the wire rope must not be secured to 
the live end of the wire rope in a way that restricts the move- 
ment of the live end. (See Figure 25.) 

(h) After assembly the connection must be loaded to 
fully seat the wedge before use. 


Permanent 


Washington State Register, Issue 16-09 


WEDGE 
a eae 
BODY 
Nell fal, 
` 5 
VI IEN 
~ Wrong Installation 
COTTER 
mponen A ; 
ee Right Installation 
Figure 25 
Wedge Sockets 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-33920 Links, rings, and swivels. (1) 
You must follow these rigging practices for links and rings: 

(a) The link or ring must be of the proper shape and size 
to make sure it seats properly in the hook or lifting device. 

(b) Multiple slings or rigging hardware gathered in a link 


or ring must not exceed a ((ene-hundred tventy)) 120 degree 
included angle. (See Figure 22, Angle of Loading.) 


Note: See Figure 26, Links and Rings, for examples of links and rings 
covered by this rule. 


Oblong (master link) 
Round Pear Shaped Loading 
Figure 26 
Links and Rings 
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(2) You must follow these rigging practices for swivels: 


(a) You must only use swivels ((mustenkbeased)) on 


in-line loads. (See Figure 27, Swivels.) 


Note: Swivels are positioning hardware, and are not intended to be 
rotated under load. 


(b) Swivels must be of the proper shape and size to make 
sure it seats correctly in the hook or lifting device. 

(c) You must keep all swivel components ((must-be 
kept)) in good working condition. 


| Son In-line loading only 
S Wit 

Chain Jaw End 

Figure 27 

Swivels 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-34005 Structural and mechanical lift- 
ers. (1) Structural and mechanical lifting devices must be 
constructed in accordance with ASME B30.20-2010, Below- 
the-Hook Lifting Devices. 

(2) The rated load of the lifting device must be legibly 
marked on the main structure or on a tag attached to it where 
it is visible. If the lifting device is made up of several lifters, 
each detachable from the group, these lifters must also be 
marked with their individual rated loads. 

(3) All structural and mechanical lifting devices must be 
marked with the following information: 

(a) Manufacturer's name and address; 

(b) Serial number; 

(c) Lifter weight, if over one hundred pounds (45 kg); 

(d) Rated load as required in subsection (2) of this sec- 
tion; 

(e) Name and address of repairer or modifier, when the 
lifting device has been repaired or modified. 

(4) Installation. 

(a) Structural and mechanical lifters must be assembled 
and installed according to manufacturer's instructions. 

(b) The installer must check for correct rotation of all 
motors. 
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(5) Inspection. 

(a) A qualified person must inspect all new, altered, 
repaired, or modified lifting devices according to Tables 20 
and 21. The inspection of altered, repaired or modified lifting 
devices can be limited to the parts affected, if a qualified per- 
son determines that is all that is needed. 

(b) The operator must inspect the lifting device before 
and during every lift for any indication of damage. Check the 
following items: 

(i) Surface of the load for debris; 

(ii) Condition and operation of the controls; and 

(iii) Condition and operation of the indicators and meters 
when installed. 

(c) Lifting devices must be inspected, by the operator or 
another competent person, according to Table 20. 

(1) If any damage is found, have a qualified person deter- 
mine whether there is a hazard. 

(11) Hazardous conditions must be corrected before con- 
tinuing use. 


Table 20 
Structural and Mechanical Lifter Frequent Inspection 


Inspect for: How often: 


Structural members for: 
¢ Deformation. 
e Cracks. 


e Excessive wear on any 
part of the lifter. 


Normal service - Monthly. 


Heavy service - Weekly to 
monthly. 

Severe service - Daily to 
weekly. 


The device for: 


e Loose or missing: Special or infrequent service 


- Guards. - As recommended by a 

- Fasteners. qualified person before and 
- Covers. after each occurrence. 

- Stops. 

- Nameplates. 


All functional operating 
mechanisms for malad- 
justments interfering 
with operation. 
Automatic hold-and- 
release mechanisms for 
maladjustments inter- 
fering with operation. 


Before use, when any lifter 
has been idle for at least one 
month. 


Note: e Normal service means service that involves operation with 

various weights within the rated load limit, averaging less than 
((stxty-five-pereent)) 65% of rated load limits. 
e Heavy service means service that involves operation within 
the rated load limit, that exceeds the limits of normal service. 
e Severe service means service that involves normal or heavy 
service with abnormal operating conditions. 


(d) A qualified person must perform a periodic inspec- 
tion on structural and mechanical lifters according to Table 
21. Include the items in Table 20 of this section. 
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(i) You must correct hazardous conditions ((mustbe-cor- 
rected)) before continuing use. 

(ii) ((Dated)) You must keep inspection reports ((mustbe 
kept)) of the most recent periodic inspection. 


Table 21 
Structural and Mechanical Lifting Device Periodic 
Inspection 
Inspect for: How often: 

Loose bolts or fasteners. e Normal service for 
equipment in place - 
Yearly. 

Cracked or worn gear, pul- e Heavy service - Semi- 

leys, sheaves, sprockets, annually. 

bearings, chains, and belts. 

Excessive wear of friction e Severe service - Quar- 

pads, linkages, and other terly. 

mechanical parts. 

Excessive wear at hoist ¢ Special or infrequent 

hooking points and load sup- service - As recom- 

port clevises or pins. mended by a qualified 
person before the first 
such occurrence and as 
directed by the quali- 
fied person for any sub- 
sequent occurrences. 


Note: e Normal service means service that involves operation with 

various weights within the rated load limit, averaging less than 
((stxty-feve-pereent)) 65% of rated load limits. 
e Heavy service means service that involves operation within 
the rated load limit, that exceeds the limits of normal service. 
e Severe service means service that involves normal or heavy 
service with abnormal operating conditions. 


(6) Operational tests. 

(a) A qualified person must perform an operational test 
on new, altered, repaired, or modified lifters before use. The 
qualified person can limit the testing of altered, repaired or 
modified lifters to the parts affected. 

(b) The following items must be tested: 

(1) Lifters with moving parts must be tested to determine 
that the lifter operates according to the manufacturer's 
instructions. 

(ii) Lifters with manually operated or automatic latches 
must be tested to determine that the latch operates according 
to manufacturer's instructions. 

(iii) All indicator lights, gages, horns, bells, alarms, 
pointers, and other warning devices must be tested. 

(c) Dated reports of all operational tests must be kept on 
file. 

(7) Repair. 

(a) You must repair structural and mechanical lifting 
devices ((mustberepaired)) as follows: 

(i) Adjustments and testing must be done only by a qual- 
ified person; 

(11) Replacement parts used must be at least equal to the 
original manufacturer's specifications; 
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(iii) You must inspect the device ((mustbemspeeted)) 


according to subsection (5) of this section before returning to 
service. 

(b) You must take the following precautions ((mustbe 
taken)) before repairs on a lifting device are started: 

(i) You must disconnect, lock out and tag all sources of 
power "Out of Service," if applicable; 

(11) You must tag the lifting device removed from service 
for repair "Out of Service." 

(8) Lifting devices must be operated only by qualified 
personnel. 

(9) Operators must do the following: 

(a) Test all controls before use, each shift; 

(b) Consult a competent person before handling the load 
whenever there is any doubt as to safety; 

(c) Respond only to instructions from competent per- 
sons, except for stop signals. The operator must obey a stop 
order at all times, no matter who gives it; 

(d) Do not load the lifting device in excess of its rated 
load or with any load that it is not specifically designed for; 

(e) Apply the lifter to the load according to the instruc- 
tion manual; 

(f) Check that: 

(1) Lifter ropes or chains are not kinked. 

(11) Multiple part lines are not twisted around each other. 

(g) Bring the lifter over the load in a way that minimizes 
swinging; 

(h) Keep the load or lifter from contacting any obstruc- 
tion; 

(i) Set down any attached load and store the lifting 
device before leaving it; 

(j) Check that all personnel are clear of the load; 

(k) Using the lifter for side pulls or sliding the load is 
prohibited, unless specifically authorized by a qualified per- 
son; 

(1) Riding on loads or the lifting device is prohibited. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-34010 Vacuum lifters. (1) Vacuum lift- 
ing devices must be constructed in accordance with ASME 
B30.20-2010, Below-the-Hook Lifting Devices. 

(2) Rated load. 

(a) The rated load of each lifter and each pad must be 
legibly marked on the main structure or on a tag attached to it 
where it is visible. The marking must refer to the instruction 
manual for information about decreases in rating due to 
loads: 

(1) Rigidity; 

(11) Strength; 

(iii) Overhang; 

(iv) Surface condition; 

(v) Angle of load; 

(vi) Temperature; 

(vii) Number of pads; 

(viii) Elevation and vacuum level. 

(b) If the vacuum lifting device has shut-off valves on 
individual pads or groups of pads, the rated load of each pad 
must also be marked. 
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(3) The vacuum lifter must be clearly marked on the 
main structure with all of the following: 

(a) Manufacturer's name and address; 

(b) Model number; 

(c) Serial number; 

(d) Lifter weight; 

(e) Electrical power requirements, if applicable; 

(f) Pressure and volume of compressed air required, if 
applicable; 

(g) Rated load, as required in subsection (2) of this sec- 
tion; 

(h) If repaired or modified, the name, address, and lifter 
identification of repairer or modifier. 

(4) Installation. 

(a) Vacuum lifters must be assembled and installed 
according to manufacturer's instructions. 

(b) The installer must check: 

(1) That the power supply is the same as what is shown 
on the nameplate. 

(11) For correct rotation of all motors. 

(c) Connect the electrical power supply to the vacuum 
lifter to either: 

(1) The line side of the crane disconnect; or 

(11) An independent circuit. 

(5) Inspection. 

(a) A qualified person must inspect all new, altered, 
repaired, or modified vacuum lifters. A qualified person can 
limit the inspection of altered, repaired or modified lifters to 
the affected parts. 

(b) The operator must inspect the lifter before and during 
every lift for any indication of damage, including all of the 
following: 

(1) Surface of the load for debris; 

(11) Seal of the vacuum pad for debris; 

(111) Condition and operation of the controls; 

(iv) Condition and operation of the indicators, meters 
and pumps when installed. 

(c) Lifters must be inspected, by the operator or another 
competent person, according to Table 22. 

(d) A qualified person must determine whether signs of 
damage indicate a hazard. 

(e) You must correct hazardous conditions ((mustbe-cor- 
rected)) before continuing use. 

(f) A qualified person must perform a periodic inspection 
of vacuum lifters according to Table 23. Include the items in 
Table 22 of this section. 

(g) You must keep dated inspection records ((mustte 
kept)) on all critical items such as supporting structure, 
motors, controls, and other auxiliary components. 

(h) You must correct hazardous conditions ((mustte 
eerrected)) before continuing use. 


Table 22 
Vacuum Lifter Frequent Inspection 


Inspect for: How often: 
Structural members for: e Normal service - 
Monthly. 
e Deformation. e Heavy service - Weekly 
to monthly. 
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Inspect for: 


How often: 


e Cracks. 


e Excessive wear. 


The vacuum generator for 
output. 


The vacuum pad seal rings 
for: 


e Cuts. 


e Tears. 
e Excessive wear. 
e Foreign particles. 


Vacuum lines and connec- 
tions for: 


e Leakage. 
e Cuts. 
e Kinks. 


e Collapsed areas of 
hoses. 


The vacuum reservoir for: 
e Leaks. 
e Visible damage. 


The entire vacuum system 
including indicator lights, 
gages, horns, bells, pointers 
or other warning devices, 
and vacuum level indica- 
tors: 


e Attach a nonporous, 
clean surface to the 
vacuum pad or pads. 


e Stop the vacuum 
source. 


e Check that the vacuum 
level in the system 
does not decrease by 
more than the manu- 
facturer's specified 
rate. 


e Severe service - Daily to 
weekly. 


e Special or infrequent 
service - As recom- 
mended by a qualified 
person before and after 
each occurrence. 


e Before using, when a 
lifting device has been 
idle for more than one 
month. 
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Table 23 
Vacuum Lifting Device Periodic Inspection 
Inspect for: How often: 
External evidence of: 
e Looseness. e Normal service for equip- 
ment in place - Yearly. 
e Wear. e Heavy service - Semian- 
nually. 
¢ Deformation. e Severe service - Quarterly. 
e Cracking. e Special or infrequent ser- 
e Corrosion. vice - As recommended 
by a qualified person 


before the first such 
occurrence and as directed 
by the qualified person for 
any subsequent occur- 
rences. 


External evidence of 
damage to: 


¢ Supporting structure. 
e Motors. 
e Controls. 


e Other auxiliary com- 
ponents. 


Clear warning labels. 


Note: e Normal service means service that involves operation with 

various weights within the rated load limit, averaging less than 
((stxty-feve-pereent)) 65% of rated load limits. 
e Heavy service means service that involves operation within 
the rated load limit, that exceeds the limits of normal service. 
e Severe service means service that involves normal or heavy 
service with abnormal operating conditions. 


(6) Operational tests. 

(a) A qualified person must perform an operational test 
on new, altered, repaired, or modified vacuum lifters before 
use. The qualified person can limit the testing of altered, 
repaired or modified lifters to the parts affected. 

(b) The following items must be tested: 

(1) Moving parts; 

(11) Latches; 

(iii) Stops; 

(iv) Limit switches; 

(v) Control devices; 

(vi) Vacuum lines; 

(vii) The seals and connections must be tested for leaks 
by attaching a smooth nonporous clean material to the vac- 
uum pad or pads and then stopping the vacuum source. The 
vacuum level in the system must not decrease more than the 
manufacturer's specified rate. 

(c) You must keep dated reports of all operations tests 
((mustbekept)) on file. 

(7) Load tests. 

(a) Prior to initial use, all new, altered, repaired, or mod- 
ified vacuum lifting devices must be load tested and 
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inspected by a qualified person. The qualified person can 
limit the test to the areas affected by the alteration, repair or 
modification. 

(b) Test loads must not be more than ((ene-hundred 
twentyfive-percent)) 125% of the rated load of the system, 
unless otherwise recommended by the manufacturer or a 
qualified person. 

(c) You must keep written reports ((mustbekept)) con- 
firming the load rating of the vacuum lifting device. 

(d) The load test must consist of one of the following 
procedures: 

(1) Actual load test: 

(A) Attach pads to the designated test load. 

(B) Raise the test load a small distance to make sure the 
load is supported by the vacuum-lifting device. 

(C) Hold the load for two minutes. 

(D) Lower the load for release. 

(ii) Simulated load test. Using a test fixture, apply 
forces to all load bearing components either individually or in 
assemblies equivalent to the forces encountered by the com- 
ponents if they were supporting a load that was ((ene- hundred 
twenty-five-percent)) 125% of the rated load. 


(e) After the test, you must visually inspect the vacuum 
lifting device ((mrust-be-visualhyinspeeted Any)). You must 
correct any condition that constitutes a hazard ((atast-be-cor- 
reeted)) before the lifting device is placed in service. If the 
correction affects the structure, then you must retest the lifter 
((mustbe-etested)). 

(8) Repair. 

(a) You must repair vacuum lifting devices as follows: 

(i) Adjustments and testing must be done only by a qual- 
ified person; 

(ii) Use replacement parts that are at least equal to the 
original manufacturer's specification; 

(iii) The lifting device must be inspected before return- 
ing to service as required in subsection (5) of this section. 

(b) You must take the following precautions before 
repairs on a lifting device are started: 

(i) You must move the vacuum-lifting device to an area 
where it will cause the least interference with other opera- 
tions; 

(ii) You must disconnect, lock out and tag all sources of 
power "Out of Service," if applicable; 

(iii) You must tag the lifting device removed from ser- 
vice for repair "Out of Service." 

(9) Lifting devices must be operated only by qualified 
personnel. 

(10) Operators must do the following: 

(a) Test all controls before use during a shift; 

(b) Consult a competent person before handling the load 
whenever safety is in doubt; 

(c) Respond only to instructions from competent per- 
sons, except for stop orders. The operator must obey a stop 
order at all times, no matter who gives it; 

(d) Do not load the lifter in excess of its rated load or 
with any load that it isn't specifically designed for; 

(e) Apply the lifter to the load according to the manufac- 
turer's instructions; 

(f) Check that: 

(1) Ropes or chains are not kinked. 
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(11) Multiple part lines are not twisted around each other. 

(iii) The pad contact surface is clean and free of loose 
particles. 

(g) Check that vacuum lines are not: 

(1) Kinked or twisted. 

(ii) Wrapped around or looped over parts of the lifting 
device that will move during the lift. 

(h) Bring the lifter over the load in a way that minimizes 
swinging; 

(1) Lift the load a few inches to make sure that the lifting 
device was correctly applied; 

(j) Keep the load or lifter from contacting any obstruc- 
tion; 

(k) Do the following if power goes off while making a 
lift: 

(i) Warn all people in the area; 

(11) Set the load down if possible. 

(1) Set down any attached load and store the lifting 
device before leaving it; 

(m) Check that all personnel are clear of the load; 

(n) Using the lifter for side pulls or sliding the load is 
prohibited, unless specifically authorized by a qualified per- 
son; 

(o) Riding on the load or the lifter is prohibited. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-34015 Close proximity lifting mag- 
nets. (1) Close proximity lifting magnets must be constructed 
in accordance with ASME B30.20-2010, Below-the-Hook 
Lifting Devices. 

(2) Rated load. 

(a) General application magnets must have the rated load 
(capacity) marked either on the lifting magnet or on a tag 
attached to it. The marking must refer to the instruction man- 
ual for information about decreases in rating due to the loads. 

(1) Surface condition. 

(11) Thickness. 

(iii) Percentage of contact with the magnet. 

(iv) Temperature. 

(v) Metallurgical composition. 

(vi) Deflection. 

(b) Specified application magnets must have the rated 
load (capacity) either on the lifting magnet or on a tag 
attached to it, referring to the specific loads for which the 
capacity applies. 

(3) Identification. All close proximity lifting magnets 
must be marked with the following information: 

(a) Manufacturer's name and address; 

(b) Model and lifting magnet unit identification; 

(c) Weight of lifting magnet; 

(d) Rated load, as required in subsection (2) of this sec- 
tion; 

(e) Duty cycle, if applicable; 

(£) Cold current (amps) at ((sixty-eight)) 68 degrees 
Fahrenheit (((#venty)) 20 degrees Celsius), if applicable; and 

(g) Voltage of primary power supply or battery, if appli- 
cable. 
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(h) If repaired or modified, name and address of repairer 
or modifier and (a) through (g) of this subsection if changed. 

(4) Lifting magnets must be installed according to man- 
ufacturer's instructions. 

(5) Inspection. 

(a) A qualified person must inspect all new, altered, 
repaired, or modified lifting magnets according to Tables 24 
and 25. The inspection of altered, repaired or modified lifting 
magnets can be limited to the parts affected, if a qualified per- 
son determines that is all that is needed. 

(b) The operator must inspect the lifting magnet before 
and during every lift for any indication of damage. Check all 
of the following items: 

(1) Lifting magnet face and surface of the load for foreign 
materials and smoothness; 

(11) Condition and operation of the: 

(A) Control handle of a manually controlled permanent 
magnet; 

(B) Indicators and meters when installed. 

(c) Lifting magnets must be inspected, by the operator or 
another competent person, according to Table 24. 

(d) A qualified person must determine whether signs of 
damage indicate a hazard. 

(e) You must correct hazardous conditions ((mrustbe-cor- 
reeted)) before continuing use. 


Table 24 
Close Proximity Lifting Magnet Frequent Inspection 


Inspect for: How often: 


Structural and suspen- 
sion members for: 


¢ Deformation. 
e Cracks. 


Normal service - Monthly. 


Heavy service - Weekly to 


: monthly. 
e Excessive wear on any 


part of the lifting mag- 
net. 


Severe service - Daily to 
weekly. 


The lifting magnet face 


for: Special or infrequent service - 


As recommended by a quali- 
fied person before and after 
each occurrence. 


e Foreign materials. 


e Smoothness. 


Condition of lifting bail 
or sling suspension. 


Before using, when a lifting 
magnet has been idle for more 
than one month. 


Condition and operation 
of control handle. 


Condition and operation 
of indicators and meters, 
if applicable. 


Electrical conductors, if 
applicable, that are visi- 
ble without disassembly 
for: 


e Loose connections. 
e Continuity. 


e Corrosion. 
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Inspect for: How often: 


Inspect for: How often: 


e Damage to insulation. 


Battery operated electro- 
magnets for: 


e Proper level of battery 
electrolyte. 


e Corrosion of battery 
posts or connectors. 


Cracked housings, 
welds, and loose bolts. 


Legible labels and mark- 
ing. 
Note: e Normal service means service that involves operation with 


various weights within the rated load limit, averaging less than 


((stxty-feve-pereent)) 65% of rated load limits. 

e Heavy service means service that involves operation within 
the rated load limit, that exceeds the limits of normal service. 
e Severe service means service that involves normal or heavy 
service with abnormal operating conditions. 


(f) A qualified person must perform periodic inspections 
of close proximity lifting magnets according to Table 25. 
Include the items in Table 24 of this section. 

(g) You must keep dated inspection records ((muast-be 
kept)) on all critical items such as structural and suspension 
members, lifting magnet face, lifting bail, control handle, 
indicators and meters. 

(h) You must correct hazardous conditions ((musttbe 
eoerrected)) before continuing use. 


Table 25 
Close Proximity Lifting Magnet Periodic Inspection 


Inspect for: How often: 


Members, fasteners, 
locks, switches, warning 
labels, and lifting parts 
for: 


e Normal service for equip- 
ment in place - Yearly. 


e Deformation. 
e Wear. 


e Corrosion. e Heavy service, unless exter- 
nal conditions indicate that 
disassembly should be done 
to permit detailed inspection 


- Quarterly. 


All electrical compo- 
nents, including control- 
lers, battery, external 
power supply, power dis- 
connects, meters, indica- 
tors, and alarms for: 


e Proper operation. e Severe service - Monthly. 
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e Condition. e Special or infrequent service 
- As recommended by a 
qualified person before the 
first occurrence and as 
directed by the qualified per- 
son for any subsequent 


occurrences. 


Lifting magnet coil must 
be tested for: 


e Ohmic and ground 
readings compared to 
manufacturer's stan- 
dards. 


Note: e Normal service means service that involves operation with 


various weights within the rated load limit, averaging less than 


((sixty-five-percent)) 65% of rated load limits. 
e Heavy service means service that involves operation within 
the rated load limit, that exceeds the limits of normal service. 


e Severe service means service that involves normal or heavy 
service with abnormal operating conditions. 


(6) Operational tests. 

(a) All new, altered, repaired or modified lifting magnets 
must be tested either by or under the direction of a qualified 
person before use. The qualified person can limit the testing 
of altered, repaired or modified lifting magnets to the parts 
affected. 

(b) The following items must be tested: 

(i) Moving parts; 

(ii) Latches; 

(iii) Stops; 

(iv) Switches; 

(v) Control devices; 

(vi) Alarms; and 

(vii) Warning devices, including: 

(A) Indicator lights; 

(B) Gauges; 

(C) Horns; 

(D) Bells; and 

(E) Pointers. 

(c) Dated reports of all operational tests must be kept on 
file. 

(7) Load tests. 

(a) Prior to initial use, all new, altered, repaired, or mod- 
ified close proximity lifting devices must be load tested and 
inspected by a qualified person. The qualified person can 
limit the test to the areas affected by the alteration, repair, or 
modification. 

(b) The breakaway force of lifting magnets must be 
tested according to manufacturer's directions or ANSI 
B30.20-2010. 

(8) Repair. 

(a) Close proximity lifting magnets must be repaired as 
follows: 

(i) Adjustments and testing must be done by or under the 
direction of a qualified person; 

(11) Replacement parts used must be at least equal to the 
original manufacturer's specifications; 

(iii) The magnet must be inspected before returning to 
service as required in subsection (5) of this section. 

(b) You must take the following precautions ((must-be 
taken)) before repairs on a magnet are started: 

(i) You must disconnect, lock out and tag all sources of 
power "Out of Service," if applicable; and 
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(ii) You must tag any lifting magnet removed from ser- 
vice for repair "Out of Service." 

(9) Lifting magnets must be operated only by qualified 
personnel. 

(10) Operators must do the following: 

(a) Test all controls before use, each shift; 

(b) Check all meters and indicators for proper operation 
before making a lift; 

(c) Consult a competent person before handling the load 
whenever there is any doubt as to safety; 

(d) Respond only to instructions from competent per- 
sons, except for stop orders. Operators must obey a stop order 
at all times, no matter who gives it; 

(e) Do not load the lifting magnet in excess of its rated 
load or with any load that it isn't specifically designed for; 

(f) Apply the magnet to the load according to the instruc- 
tion manual; 

(g) Check that: 

(1) Lifter ropes or chains are not kinked; 

(11) Multiple part lines are not twisted around each other; 

(iii) The lifting magnet face and the contact area on the 
load are clean. 

(h) Bring the magnet over the load in a way that mini- 
mizes swinging; 

(1) Lift the load a few inches to make sure that the lifting 
magnet has been correctly applied; 

(j) Keep the load or lifting magnet from contact with any 
obstruction; 

(k) Set down any attached load and store the lifting mag- 
net before leaving it; 

(1) Check that all people near the lift are warned before 
lifting; 

(m) Using the lifter for side pulls or sliding the load is 
prohibited, unless specifically authorized by a qualified per- 
son; and 


(n) Riding on loads or the lifting magnet is prohibited. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-34020 Remotely operated lifting mag- 
nets. (1) Remotely operated lifting magnets must be con- 
structed in accordance with ASME B30.20-2010, Below-the- 
Hook Lifting Devices. 

(2) Identification. All remotely operated lifting magnets 
must be marked with the following information: 

(a) Manufacturer's name and address; 

(b) Model or unit identification; 

(c) Weight of lifting magnet; 

(d) Duty cycle; 

(e) Cold current; 

(f) Voltage; 

(g) If repaired or modified, name and address of repairer 
or modifier and (a) through (g) of this subsection if changed. 

(3) Lifting magnets must be installed according to man- 
ufacturer's instructions. 
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(4) Inspections. 


(a) A qualified person must inspect all new, altered, 
repaired or modified lifting magnets according to Tables 26 
and 27. A qualified person can limit the inspection of altered, 
repaired or modified lifting magnets to the parts affected. 

(b) Lifting magnets must be inspected, by the operator or 
another competent person, according to Table 26. 

(c) A qualified person must determine whether signs of 
damage indicate a hazard. 

(d) You must correct hazardous conditions ((mustte 
eoerrected)) before continuing use. 

(e) A qualified person must perform periodic inspections 
of remotely operated lifting magnets according to Table 27. 
Include the items in Table 26. 

(f) You must make records of apparent external condi- 
tions to provide the basis for a continuing evaluation. 

(g) You must correct hazardous conditions ((musttbe 
eoerrected)) before continuing use. 


Table 26 
Remotely Operated Lifting Magnet Frequent Inspection 


Inspect for: How often: 


Structural and suspension 
members for: 


e Deformation. Normal service - Monthly. 


e Cracks. Heavy service - Weekly to 


; monthly. 
e Excessive wear on any 


part of the lifting mag- Severe service - Daily to 
net. weekly. 


Special or infrequent service 
The lifting magnet face - As recommended by a 

for: qualified person before and 
after each occurrence. 


e Foreign materials. 


e Smoothness. 


Electrical conductors that 
are visible without disas- 
sembly. 


Before using, when a lifting 
magnet has been idle for 
more than one month. 


Cracked housings, welds, 
and loose bolts. 


Note: e Normal service means service that involves operation with 
various weights within the rated load limit, averaging less than 
((stxty-five-pereent)) 65% of rated load limits. 

e Heavy service means service that involves operation within 
the rated load limit, that exceeds the limits of normal service. 


e Severe service means service that involves normal or heavy 
service with abnormal operating conditions. 


Table 27 
Remotely Operated Lifting Magnet Periodic Inspection 


Inspect for: How often: 


Members, fasteners, and 


lifting parts for: 
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Inspect for: How often: 


e Deformation. 


e Wear. 


Normal service for equip- 
ment in place - Yearly. 


i Heavy service - Quarterly. 
e Corrosion. 


Severe service - Monthly. 


All electrical components 
for: 


¢ Proper operation. Special or infrequent service 
- As recommended by a 
qualified person before the 
first occurrence and as 
directed by the qualified per- 
son for any subsequent 


occurrences. 


e Condition. 


Magnet coil for: 


e Ohmic and ground 
readings compared to 
manufacturer's stan- 
dards. 


(5) Operational tests. 

(a) All new, altered, repaired or modified lifting magnets 
must be tested either by or under the direction of a qualified 
person before use. The qualified person can limit the testing 
of altered, repaired or modified lifting magnets to the parts 
affected. 

(b) The following items must be tested: 

(1) All electrical equipment for proper operation; 

(11) Warning devices, including: 

(A) Indicator lights; 

(B) Gauges; 

(C) Horns; 

(D) Bells; and 

(E) Pointers. 

(c) Dated reports of all operational tests must be kept on 
file. 

(6) Repair. 

(a) Remotely operated lifting magnets must be repaired 
as follows: 

(i) Have adjustments and testing done only by or under 
the direction of a qualified person; 

(11) Use replacement parts that are at least equal to the 
original manufacturer's specifications; and 

(iii) Inspect the lifter according to subsection (4) of this 
section, before returning to service. 

(b) You must take the following precautions ((must-be 
taken)) before repairs on a lifter are started: 

(i) You must disconnect, lock out and tag all sources of 
power "Out of Service." 

(ii) You must tag any magnet removed from service for 
repair "Out of Service." 

(7) Lifting devices must be operated only by qualified 
personnel. 

(8) Operators must do the following: 

(a) Test all controls before use during a shift; 

(b) Consult a competent person before handling the load 
whenever there is any doubt as to safety; 

(c) Respond only to instructions from competent per- 
sons, except for stop orders. Operators must obey a stop order 
at all times, no matter who gives it; 

(d) Do not load the lifting magnet in excess of its rated 
load or with any load that it is not specifically designed for; 
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(e) Apply the lifting magnet to the load according to the 
instruction manual; 

(f) Check that: 

(1) Lifter ropes or chains are not kinked; 

(11) Multiple part lines are not twisted around each other. 

(g) Bring the lifting magnet over the load in a way that 
minimizes swinging; 

(h) Keep the load or magnet from contact with any 
obstruction; 

(1) Set down any attached load and store the lifting mag- 
net before leaving it; 

(j) Check that all people are clear of the load; 

(k) Using the lifter for side pulls or sliding the load is 
prohibited, unless specifically authorized by a qualified per- 
son; and 

(1) Riding on loads or the lifting magnet is prohibited. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-34025 Scrap and material handling 
grapples. (1) Grapples must be constructed in accordance 
with ASME B30.20-2010, Below-the-Hook Lifting Devices. 

(2) Identification. All grapples must be marked with the 
following information: 

(a) Manufacturer's name and address; 

(b) Serial number or unit identification; 

(c) Grapple weight; 

(d) Rated voltage, if applicable; 

(e) Operating hydraulic pressure(s), if applicable; 

(f) Rated capacity; 

(g) If repaired or modified, name and address of repairer 
or modifier and (a) through (f) of this subsection if changed. 

(3) Grapple installation. 

(a) Grapples must be installed according to manufac- 
turer's instructions. 

(b) The hydraulic flows and pressures must be the same 
as shown in the manufacturer's instructions. 

(4) Inspections. 

(a) A qualified person must inspect all new, altered, 
repaired and modified grapples according to Table 28. A 
qualified person can limit the inspection of altered, repaired 
or modified grapples to the parts affected. 

(b) Grapples must be visually inspected each shift they 
are used, by the operator or another competent person, 
according to Table 28. 

(c) A qualified person must determine whether signs of 
damage indicate a hazard. 

(d) Hazardous conditions must be corrected before con- 
tinuing use. 


Table 28 
Grapple Frequent Inspection 


Inspect for: How often: 


Structural members for: 
e Deformation. 
e Cracks. 


e Normal service - Monthly. 


e Heavy service - Weekly to 
monthly. 
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Inspect for: 


How often: 


Inspect for: How often: 
e Excessive wear on any |° Severe service - Daily to 
part of the grapple. weekly. 
Pins and bushings. e Special or infrequent service 


- As recommended by a 
qualified person before and 
after each occurrence. 


Hydraulic lines. 


Hydraulic cylinders. e Before using, when a grap- 
ple has been idle for more 


than one month. 


Loose bolts. 


Electrical conductors that 
are visible without disas- 
sembly. 


Note: e Normal service means service that involves operation with 


various weights within the rated load limit, averaging less than 


((sixty-five-percent)) 65% of rated load limits. 

e Heavy service means service that involves operation within 
the rated load limit, that exceeds the limits of normal service. 
e Severe service means service that involves normal or heavy 
service with abnormal operating conditions. 


(e) A qualified person must perform a periodic inspec- 
tion of grapples according to Table 29. Include the items 
from Table 28 of this section. 

(f) You must keep data inspection reports ((must-be 
kept)) on critical items such as structural members, fasteners, 
lifting parts, hydraulic hoses, fittings and tubing, hydraulic 
motors and hydraulic cylinders. 

(g) You must correct hazardous conditions ((musttbe 
eoerrected)) before continuing use. 


Table 29 
Grapple Periodic Inspection 


Inspect for: How often: 


Members, fasteners, and 
lifting parts for: 


e Deformation. 
e Wear. 


e Corrosion. 


e Normal service for equip- 
ment in place - Yearly. 


e Heavy service, unless exter- 
nal conditions indicate that 
disassembly should be done 
to permit detailed inspection 
- Quarterly. 


Hydraulic hose, fittings, 
and tubing for: 


e Evidence of leakage at 
the surface of the hose 
or its junction with 
metal couplings. 


e Severe service - Monthly. 


Blistering or abnormal 
deformation of the outer 
covering of the hose. 


Leakage at threaded or 
clamped joints that can- 
not be eliminated by 
normal tightening or 
recommended proce- 
dures. 


Excessive abrasion or 
scrubbing on the outer 
surface of hoses, rigid 
tubes, or fittings. 


e Special or infrequent service 


Hydraulic motors for: 


Loose bolts or fasten- 
ers. 


Leaks at joints between 
sections. 


Shaft seal leaks. 


Unusual noises or 
vibration. 


Loss of operating 
speed. 


Excessive heating of the 
fluid. 


Loss of pressure. 


Hydraulic cylinders for: 


Drifting caused by fluid 
leaking across the pis- 
ton seals. 


Rod seal leakage. 
Leaks at welded joints. 
Scored, nicked, or 
dented cylinder rods. 
Dented case (barrel). 
Loose or deformed rod 


eyes or connecting 
joints. 


All electrical compo- 
nents, including meters, 
indicators and alarms for: 


Proper operation. 


Condition. 


- As recommended by a 
qualified person before the 
first occurrence and as 
directed by the qualified per- 
son for any subsequent 
occurrences. 
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(5) Operational tests. 

(a) All new, altered, repaired or modified grapples must 
be tested either by or under the direction of a qualified person 
before use. The qualified person can limit the testing of 
altered, repaired or modified grapples to the parts affected. 

(b) All warning devices must be tested, including: 

(1) Indicator lights; 

(ii) Gauges; 

(iii) Horns; 

(iv) Bells; 

(v) Pointers; 

(vi) Other warning devices. 

(c) Dated reports of all operational tests must be kept on 
file. 

(6) Repair. 

(a) Grapples must be repaired as follows: 

(1) You must have adjustments and testing done only by 
or under the direction of a qualified person; 

(ii) You must use replacement parts that are at least equal 
to the original manufacturer's specifications; 

(iii) You must inspect the grapple according to subsec- 
tion (4) of this section, before returning to service; 

(b) You must take the following precautions ((must-be 
taken)) before repairs on a grapple are started: 

(i) You must disconnect, lock out and tag all sources of 
power "Out of Service"; 

(ii) You must tag any grapple removed from service for 
repair "Out of Service." 

(7) Grapples must be operated only by qualified person- 
nel. 

(8) Operators must do the following: 

(a) Test all controls before use during a shift; 

(b) Check all meters and indicators for proper operation 
before making a lift; 

(c) Consult a competent person before handling the load 
whenever there is any doubt as to safety; 

(d) Respond only to instructions from competent per- 
sons, except for stop orders. An operator must obey a stop 
order at all times, no matter who gives it; 

(e) Do not load grapples in excess of the rated load or 
with any load that they are not specifically designed for; 

(f) Apply the grapple to the load according to the instruc- 
tion manual; 

(g) Bring the grapple over the load in a way that mini- 
mizes swinging; 

(h) Keep the load or grapple from contact with any 
obstruction; 

(1) Set down any attached load and store the grapple 
before leaving it; 

(j) Don't let anyone ride on loads or the grapple; 

(k) Check that all people stay clear of the load. 


AMENDATORY SECTION (Amending Order 74-26, filed 
5/7/74, effective 6/6/74) 


WAC 296-155-350 General requirements. (1) Condi- 
tion of tools. You must maintain all hand and power tools 
and similar equipment, whether furnished by the employer or 
the employee, ((shal-be-maintained)) in a safe condition. 
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(2) Guarding. 

(a) When power operated tools are designed to accom- 
modate guards, they ((shaH)) must be equipped with such 
guards when in use. 

(b) Belts, gears, shafts, pulleys, sprockets, spindles, 
drums, fly wheels, chains, or other reciprocating, rotating or 
moving parts of equipment ((skaH)) must be guarded if such 
parts are exposed to contact by employees or otherwise create 
a hazard. Guarding ((shaH)) must meet the requirements as 
set forth in American National Standards Institute, B15.1- 
1953 (R1958), Safety Code for Mechanical Power-Transmis- 
sion Apparatus. 

(3) Personal protective equipment. Employees using 
hand and power tools and exposed to the hazard of falling, 
flying, abrasive, and splashing objects, or exposed to harmful 
dusts, fumes, mists, vapors, or gases ((shall)) must use the 
particular personal protective equipment necessary to protect 
them from the hazard. All personal protective equipment 
((shaH)) must meet the requirements and be maintained 
according to Parts B and C of this chapter. 

(4) Switches. 

(a) Scope. This subsection does not apply to concrete 
vibrators, concrete breakers, powered tampers, jack ham- 
mers, rock drills, and similar hand operated power tools. 

(b) All hand-held powered platen sanders, grinders with 
wheels two-inch diameter or less, routers, planers, laminate 
trimmers, nibblers, shears, scroll saws, and jigsaws with 
blade shanks ((ene-feurth)) 1/4 of an inch wide or less may 
be equipped with only a positive "on-off" control. 

(c) All hand-held powered drills, tappers, fastener driv- 
ers, horizontal, vertical, and angle grinders with wheels 
greater than two inches in diameter, disc sanders, belt sand- 
ers, reciprocating saws, saber saws, and other similar operat- 
ing powered tools ((shaH)) must be equipped with a momen- 
tary contact "on-off" control and may have a lock-on control 
provided that turn-off can be accomplished by a single 
motion of the same finger or fingers that turn it on. 

(d) All other hand-held powered tools, such as circular 
saws, chain saws, and percussion tools, ((shaH)) must be 
equipped with a constant pressure switch that will shut off the 
power when the pressure is released. 

(e) Disconnect switches. All fixed power driven tools 
((shaH)) must be provided with a disconnect switch that can 
either be locked or tagged in the off position. 

(£) Self-feed. Automatic feeding devices ((shaH)) must 
be installed on machines whenever the nature of the work 
will permit. Feeder attachments ((sha})) must have the feed 
rolls or other moving parts covered or guarded so as to pro- 
tect the operator from hazardous points. 


AMENDATORY SECTION (Amending WSR 86-03-074, 
filed 1/21/86) 


WAC 296-155-355 Hand tools. (1) ((Empleyers-shal)) 


You must not issue or permit the use of unsafe hand tools. 
(2) You must not use wrenches, including adjustable, 
pipe, end, and socket wrenches ((shal- net be-used)) when 
jaws are sprung or worn to the point that slippage occurs. 
(3) You must not cut nails ((shalH- netbe-cut)) with an 
axe. 
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(4) You must keep impact tools, such as drift pins, 
wedges, and chisels, ((shaH-bekept)) free of mushroomed 
heads. 

(5) You must keep the wooden handles of tools ((shaHte 
kept)) free of splinters or cracks and ((shaH)) must be kept 
tight in the tool. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-360 Power-operated hand tools. (1) 
Electric power-operated tools. 

(a) Electric power operated tools ((sha)) must either be 
of the approved double-insulated type or grounded in accor- 
dance with Part I of this chapter. 

(b) The use of electric cords for hoisting or lowering 
tools ((shal)) must not be permitted. 

(2) Pneumatic power tools. 

(a) Pneumatic power tools and hose sections ((sha})) 
must be secured by threaded couplings, quick disconnect 
couplings or by 100 pound tensile strength safety chain or 
equivalent across each connection to prevent the tool or hose 
connections from becoming accidentally disconnected. 

(b) Safety clips or retainers ((shaH)) must be securely 
installed and maintained on pneumatic impact (percussion) 
tools to prevent attachments from being accidentally 
expelled. 

(c) All pneumatically driven nailers, staplers, and other 
similar equipment provided with automatic fastener feed, 
((shaH)) must have a safety device on the muzzle to prevent 
the tool from ejecting fasteners, unless the muzzle is in con- 
tact with the work surface. 

EXCEPTION: 


Pneumatic nailers or staplers utilizing "fine wire" brads 
or staples do not require a muzzle contact safety device, 
provided: 

1. The overall weight of the fastening device does not 
exceed the weight of standard 18 gauge wire, 1-1/2 
inches long. 

2. The operator and any other person within 12 feet of 
the point of operation wear approved eye protection. 


(( 
exceed the weight of standard 


18-sauge-wite 11/2 inches 


The normal maximum diameter tolerance for manufacturing 
standard 18 gauge wire is .045 inches. 


(d) You must not use compressed air ((shal- net beused)) 
at the nozzle for cleaning purposes except where reduced to 
less than 30 p.s.i. and then only with effective chip guarding 
and personal protective equipment which meets the require- 
ments of Part C of this chapter. 

Note: 


The above requirement does not apply to concrete form, mill 
scale and similar cleaning purposes. Concrete form, mill scale, 
and similar cleaning may be performed with air pressure 
exceeding 30 p.s.i. provided the nozzle and/or cleaning pipe is 
at least ((three)) 3 feet long with a quick-closing (deadman) 
valve between the hose and the nozzle or pipe. The operator 
and all other employees within range of flying debris ((shall)) 
must be protected by eye or face protection as specified in 
WAC 296-155-215. 
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(e) You must not exceed the manufacturer's safe operat- 
ing pressure for hoses, pipes, valves, filters, and other fittings 
((shal net-be-exceeded)). 

(f) You must not permit the use of hoses for hoisting or 
lowering tools ((shaH net be -permited)). 

(g) All hoses exceeding 1/2-inch inside diameter 
((shaH)) must have a safety device at the source of supply or 
branch line to reduce pressure in case of hose failure. 

(h) Airless spray guns of the type which atomize paints 
and fluids at high pressures (1,000 pounds or more per square 
inch) ((shal})) must be equipped with automatic or visible 
manual safety devices which will prevent pulling of the trig- 
ger to prevent release of the paint or fluid until the safety 
device is manually released. 

(1) In lieu of the above, a diffuser nut which will prevent 
high pressure, high velocity release, while the nozzle tip is 
removed, plus a nozzle tip guard which will prevent the tip 
from coming into contact with the operator, or other equiva- 
lent protection, ((sha)) must be provided. 

(j) Abrasive blast cleaning nozzles. The blast cleaning 
nozzles ((shaH)) must be equipped with an operating valve 
which must be held open manually. A support ((shaH)) must 
be provided on which the nozzle may be mounted when it is 
not in use. 

(3) Fuel powered tools. 


(a) You must stop all fuel powered tools ((shaltbe 
stepped)) while being refueled, serviced, or maintained, and 
you must transport, handle, and store fuel ((shaHbe+trans- 
ported handled _and-stered)) in accordance with Part D of 
this chapter. 

(b) When fuel powered tools are used in enclosed spaces, 
the applicable requirements for concentrations of toxic gases 
and use of personal protective equipment as outlined in Parts 
B and C of this chapter ((sha})) apply. 

(4) Hydraulic power tools. 

(a) The fluid used in hydraulic powered tools ((sha})) 
must be fire resistant fluid approved under schedule 30 of the 
Bureau of Mines, U.S. Department of the Interior, and 
((shaH)) must retain its operating characteristics at the most 
extreme temperatures to which it will be exposed. 

(b) The manufacturer's safe operating pressures for 
hoses, valves, pipes, filters, and other fittings ((shall)) must 
not be exceeded. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-36305 Definitions applicable to this 
section. ((G))) Angle control ((-)). A safety feature designed 
to prevent a tool from operating when tilted beyond a prede- 
termined angle. 

((@))) Approved ((-)). Meeting the requirements of this 
standard and acceptable to the department of labor and indus- 
tries. 

((@))) Cased power load ((-)). A power load with the 
propellant contained in a closed case. 

(((4))) Caseless power load ((-)). A power load with the 
propellant in solid form not requiring containment. 
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((G))) Chamber (noun) ((-)). The location in the tool 
into which the power load is placed and in which it is actu- 
ated. 

((€6))) Chamber (verb) ((-)). To fit the chamber accord- 
ing to manufacturer's specifications. 

((()) Fasteners ((-)). Any pins (unthreaded heads) or 
studs (threaded heads) driven by powder actuated tools. 

((€8))) Fixture ((-)). A special shield that provides 
equivalent protection where the standard shield cannot be 
used. 

((€9})) Head ((-)). That portion of a fastener that extends 
above the work surface after being properly driven. 

((€9)) Misfire ((-)). A condition in which the power 
load fails to ignite after the tool has been operated. 

((G4Y)) Powder actuated fastening system ((-)). A 
method comprising the use of a powder actuated tool, a 
power load, and a fastener. 

((G2))) Powder actuated tool (also known as tool) ((- 
)). A tool that utilizes the expanding gases from a power load 
to drive a fastener. 

((G3))) Power load ((-)). The energy source used in 
powder actuated tools. 

(€) Qualified operator ((-)). A person who meets 
the requirements of WAC 296-155-36321 (1) and (2). 

((GS))) Shield ((-)). A device, attached to the muzzle 
end of a tool, which is designed to confine flying particles. 

((G-6))) Spalled area ((-)). A damaged and nonuniform 
concrete or masonry surface. 

(€D) Test velocity ((-)). The measurement of fastener 
velocity performed in accordance with WAC 296-155-36307 
(1)(m). 

(€$) Tools ((-)). Tools can be divided into two types: 
Direct acting and indirect acting; and ((three)) 3 classes: Low 
velocity, medium velocity, and high velocity. 

((€a))) ° Direct acting tool ((-)). A tool in which the 
expanding gas of the power load acts directly on the fastener 
to be driven. 

((€))) ¢ Indirect acting tool ((-)). A tool in which the 
expanding gas of the power load acts on a captive piston, 
which in turn drives the fastener. 

((€€))) ¢ Low-velocity tool ((-)). A tool whose test veloc- 
ity has been measured ((tes)) 10 times while utilizing the 
highest velocity combination of: 

((@)) - The lightest commercially available fastener 
designed for that specific tool; 

((G¥)) - The strongest commercially available power 
load that will properly chamber in the tool; 

((Gid))) - The piston designed for that tool and appropri- 
ate for that fastener; that will produce an average test velocity 
from the ((te#)) 10 tests not in excess of 100 meters per sec- 
ond (328 feet per second) with no single test having a veloc- 
ity of over 108 m/s (354 ft/s). 

((()) © Medium-velocity tool ((-)). A tool whose test 
velocity has been measured ((te#)) 10 times while utilizing 
the highest velocity combination of: 

((@)) - The lightest commercially available fastener 
designed for the tool; 

(65) - The strongest commercially available power 
load that will properly chamber in the tool; 
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((Gi))) - The piston designed for that tool and appropri- 
ate for that fastener; that will produce an average test velocity 
from ((ten)) 10 tests in excess of 100 m/s (328 ft/s) but not in 
excess of 150 m/s (492 ft/s) with no single test having a 
velocity of 160 m/s (525 ft/s). 

((€e))) © High-velocity tool ((-)). A tool whose test 
velocity has been measured ((te#)) 10 times while utilizing 
the combination of: 

(®©) - The lightest commercially available fastener 
designed for the tool; 

((G¥)) - The strongest commercially available power 
load which will properly chamber in the tool; that will pro- 
duce an average velocity from the ((te#)) 10 tests in excess of 
150 m/s (492 ft/s). 


AMENDATORY SECTION (Amending WSR 86-03-074, 
filed 1/21/86) 


WAC 296-155-36307 Requirements. (1) General. 

(a) The tool ((shaH)) must be designed to prevent inad- 
vertent actuation. 

(b) The tool ((shaH)) must be designed to prevent actua- 
tion when dropped in any attitude from a height of 3 meters 
(10 ft) onto a smooth, hard surface such as concrete or steel, 
if such actuation can propel a fastener or any part thereof in 
free flight. 

(c) Actuation of the tool ((skaH)) must be dependent 
upon at least two separate and distinct operations by the oper- 
ator, with at least one operation being separate from the oper- 
ation of holding the tool against the work surface. 

(d) The tool ((shal)) must be designed not to be operable 
other than against a work surface with a force on the work 
surface equal to 22 newtons (5 1b) greater than the weight of 
the tool or a minimum impact energy of 4 joules (3 ft-lb). 

(e) All tools ((shaH)) must be designed so that compati- 
ble protective shields or fixtures, designed, built, and sup- 
plied by the manufacturer of the tool, can be used (see WAC 
296-155-36307 (2)(b), (3)(b), (4)(b) and 296-155-36313(8)). 

(f) The tool ((shaH)) must be designed so that a determin- 
able means of varying the power levels is available for select- 
ing a power level adequate to perform the desired work (see 
WAC 296-155-36309(5)). 

(g) The tool ((shaH)) must be designed so that all princi- 
pal functional parts can be checked for foreign matter that 
may affect operation. 

(h) The tool ((shaH)) must be designed so that all parts 
will be of adequate strength to resist maximum stresses 
imposed upon actuation when the tool is used in accordance 
with the manufacturer's instructions and is powered by any 
commercially available power load which will properly 
chamber in the tool. 

(i) Each tool ((shal)) must bear a legible permanent 
model designation, which ((shaH)) must serve as a means of 
identification. Each tool ((skaH)) must also bear a legible, 
permanent manufacturer's unique serial number. 

(j) You must provide a lockable container ((shal-be-pre- 
vided)) for each tool. The words "POWDER ACTUATED TOOL" 
((shaH)) must appear in plain sight on the outside of the con- 
tainer. The following notice ((shaH)) must be attached on the 
inside cover of the container: 
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"WARNING - POWDER ACTUATED TOOL. TO BE USED ONLY BY 
A QUALIFIED OPERATOR AND KEPT UNDER LOCK AND KEY 
WHEN NOT IN USE." 


(k) Each tool ((shaH)) must bear a durable warning label 
with the following statement, or the equivalent: 


"WARNING - FOR USE ONLY BY QUALIFIED OPERATORS 
ACCORDING TO MANUFACTURER'S INSTRUCTION MANUAL." 


(1) Each tool ((shaH)) must be supplied with the follow- 
ing: 

(1) Operator's instruction and service manual. 

(11) Power load chart. 

(iii) Tool inspection record. 

(iv) Service tools and accessories. 

(m) In determining tool test velocities, you must measure 
the velocity of the fastener ((shal-be-+measured)) in free flight 


at a distance of two meters (6-1/2 ft) from the muzzle end of 
the tool, using accepted ballistic test methods. 


(2) Design requirements - Low-velocity class. 

(a) Low-velocity tools, indirect-acting (piston) type, as 
defined in WAC 296-155-36305, ((shaH)) must meet the 
requirements of WAC 296-155-36307(1). 


(b) A shield ((shal)) must be supplied with each tool. 

(3) Design requirements - Medium-velocity class. 

(a) Medium-velocity tools, indirect-acting (piston) type, 
as defined in WAC 296-155-36305, ((shaHl)) must meet the 
requirements of WAC 296-155-36307(1). 


(b) The tool ((shaH)) must have a shield at least 63 mm 
(2-1/2 in) in diameter mounted perpendicular to, and concen- 
tric with, the muzzle end, when it is indexed to the center 
position. A special shield or fixture may be used when it pro- 
vides equivalent protection. 


(c) The tool ((shal})) must be designed so that it cannot 
be actuated unless it is equipped with a shield or fixture. 


(d) The tool ((sha#)) must be designed with angle control 
so that it will not actuate when equipped with the standard 
shield indexed to the center position if the bearing surface of 
the shield is tilted more than 12 degrees from a flat surface. 


(4) Design requirements - High-velocity class. 

(a) High-velocity tools, direct-acting or indirect-acting 
type, as defined in WAC 296-155-36305, ((shal})) must meet 
the requirements of WAC 296-155-36307(1). 


(b) The tool ((shaH)) must have a shield at least 88 mm 
(3-1/2 in) in diameter mounted perpendicular to, and concen- 
tric with, the muzzle end, when it is indexed to the center 
position. A special shield or fixture may be used when it pro- 
vides equivalent protection. 

(c) The tool ((shal})) must be designed so that it cannot 
be actuated unless it is equipped with a shield or fixture. 

(d) The tool ((sha)) must be designed with angle control 
so that it will not actuate when equipped with the standard 
shield indexed to the center position, if the bearing surface of 
the shield is tilted more than ((eight)) 8 degrees from a flat 
surface. 
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AMENDATORY SECTION (Amending WSR 86-03-074, 
filed 1/21/86) 


WAC 296-155-36309 Power loads. (1) Identification 
of cased power loads. Cased power loads ((shaH)) must be 
coded to identify power load levels by case color and power 
load color as specified in Table G-1. 


(2) Identification of caseless power loads. Caseless 
power loads ((shaH)) must be coded to identify power load 
levels by power load color as specified in Table G-1 and by 
configuration. 


(3) Power load use limitation. No power load (cased or 
caseless) ((shall)) must be used if it will properly chamber in 
any existing commercially available tool and will cause a fas- 
tener to have a test velocity in excess of the maximum test 
velocities specified for the said tool. 


(4) Identification of power load packages. Power load 
packages ((skaH)) must provide a visual number-color indica- 
tion of the power level of the power load as specified in Table 
G-l. 

TABLE G-1 
Power Load Identification 


Color Identification Nominal velocity 


Meters per Feet per 
Power Second Second 
Level Case Color Load Color (+ 13.5) (+ 45) 
1 Brass Gray 91 300 
2 Brass Brown 119 390 
3 Brass Green 146 480 
4 Brass Yellow 174 570 
5 Brass Red 201 660 
6 Brass Purple 229 750 
7 Nickel Gray 256 840 
8 Nickel Brown 283 930 
9 Nickel Green 311 1020 
10 Nickel Yellow 338 1110 
11 Nickel Red 366 1200 
12 Nickel Purple 393 1290 
Note: The nominal velocity applies to a 9.53 mm (3/8-in) diameter 


22.7-gram (350-grain) ballistic slug fired in a test device and 
has no reference to actual fastener velocity developed in any 
specific tool. 


(5) Optional power load variation. Where means other 
than power loads of varying power levels are to be used to 
control penetration, such means ((shaĦ)) must provide an 
equivalent power level variation. 


AMENDATORY SECTION (Amending WSR 86-03-074, 
filed 1/21/86) 


WAC 296-155-36311 Fasteners. Fasteners for use in 
powder actuated tools ((shaH)) must be designed and manu- 
factured to function compatibly with these tools and, when 
used in masonry, concrete, or steel, to effect properly the 
application for which they are recommended. 
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AMENDATORY SECTION (Amending WSR 91-11-070, 
filed 5/20/91, effective 6/20/91) 


WAC 296-155-36313 Operation. (1) Acceptable 
tools. ((Onty)) You must only use tools meeting the require- 
ments of this standard ((shalbe-ased)). 

(2) Qualified operators. Only qualified operators 
((shal})) must operate tools. 

(3) Use lowest velocity. You must use the lowest veloc- 
ity class of tool that will properly set the fastener ((shalbe 
used)). 

(4) Operating limitations. ((Feels-shalbe-eperated)) 
You must operate tools in strict accordance with the ((masw- 
faeture's)) manufacturer's instructions. 

(5) Personal protection. Operators, assistants, and adja- 
cent personnel must wear eye or face protection, or both, 
net)) when tool is in use. Hearing protection ((sha)) must be 
used when making fastenings in confined areas. 

(6) Daily inspections. Each day, prior to use, the opera- 
tor ((skaH)) must inspect the tool to determine that it is in 
proper working condition in accordance with the testing 
methods recommended by the manufacture of the tool. 

(7) Defective tools. You must immediately remove from 
service any tool found not to be in proper working condition 
((shal be +mmediately removed from service and tagged) ) 
and tag it "DEFECTIVE"; ((#-shaH netbe-ased)) you must not 
use it until it has been properly repaired in accordance with 
the ((manufacture's)) manufacturer's instructions. 

(8) Proper accessories. You must use the proper shield, 
fixture, adapter, or accessory, suited for the application, as 
recommended and supplied by the ((manufacture shal be 
used)) manufacturer. 

(9) Proper loads and fasteners. ((Onty)) You must only 
use those types of fasteners and power loads recommended 
by the tool ((manufacture)) manufacturer for a particular tool, 
or those providing the same level of safety and perfor- 
mance((;shal-be-used)). 

(10) Questionable material. Before fastening into any 
questionable material, the operator ((shal)) must determine 
its suitability by using a fastener as a center punch. If the fas- 
tener point does not easily penetrate, is not blunted, and does 
not fracture the material, initial test fastenings ((shaH)) must 
then be made in accordance with the tool ((manefactere's)) 
manufacturer's recommendations. (See WAC 296-155-36315 
(3).) 

(11) Tool safety. ((Ne+teol shal betoaded)) You must 
not load any tool unless it is being prepared for immediate 
use. If the work is interrupted after loading, ((theteelshall be 
unteaded)) you must unload the tool at once. 

(12) Powder actuated magazine or clip-fed tools are not 
considered loaded unless a power load is actually in the ram 
(firing chamber), even though the magazine or clip is inserted 
in the tool. If work is interrupted, you must clear the firing 
chamber ((shalbe-cleared)) and remove the magazine or clip 
((remeved)). 

(13) Pointing tools. ((Feels-shal net betoaded)) You 
must not load tools until just prior to the intended firing time. 
((Netthertoaded ner)) You must not point either loaded or 
empty tools ((are-tobe-peinted)) at any person; ((hands-shalt 
be-kept)) you must keep hands clear of the open barrel end. 
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(14) Tool perpendicular to work. You must always 
hold the tool ((shaH-abways-be-held)) perpendicular to the 
work surface when fastening into any material, except for 
specific applications recommended by the tool ((manufae- 
ture)) manufacturer. 

(15) Misfires. In the event of a misfire, the operator 
((shaH)) must hold the tool firmly against the work surface 
for a period of ((thitty)) 30 seconds and then follow the 
explicit instructions set forth in the ((mianufacture's)) manu- 
facturer's instructions. 

(16) Different power levels. You must keep power 
loads of different power levels and types ((shal-bekept)) in 
separate compartments or containers. 

(17) Signs. You must post a sign, at least 20 x 25 cm (8 
x 10 in), using boldface type no less than 2.5 cm (1 in) in 
height, ((shal-be-pested)) in plain sight on all construction 
projects where tools are used. The sign ((shaH)) must bear 
wording similar to the following: "POWDER ACTUATED TOOL 
IN USE." 


AMENDATORY SECTION (Amending WSR 86-03-074, 
filed 1/21/86) 


WAC 296-155-36315 Limitations of use. (1) Explo- 
sive and flammable atmospheres. You must not use the tool 
((shal netbe-used)) in an explosive or flammable atmo- 
sphere. 

(2) Unattended tools prohibited. You must never leave 
a tool ((shal never-beteft)) unattended in a place where it 
would be available to unauthorized persons. 

(3) Fasteners in hard, brittle areas. ((Fasteners-shalt 
notbe-driven)) You must not drive fasteners into very hard or 
brittle materials including, but not limited to, cast iron, glazed 
tile, hardened steel, glass block, natural rock, hollow tile, or 
most brick. (See WAC 296-155-363 13(10).) 

(4) Fasteners in soft materials. ((Fasteners-shal netbe 
driven)) You must not drive fasteners into easily penetrated 
or thin materials, or materials of questionable resistance, 
unless backed by a material that will prevent the fastener 
from passing completely through the other side. 

(5) Fasteners in steel. ((Fasteners-shal net-be-driven)) 
You must not drive fasteners closer than 13 mm (1/2 in) from 
the edge of steel except for specific applications recom- 
mended by the tool manufacturer. 

(6) Fasteners in masonry. ((Fasteners—shall notte 
driven)) You must not drive fasteners closer than 7.5 cm (3 
in) from the unsupported edge of masonry materials except 
for specific applications recommended by the tool manufac- 
turer. 

(7) Fasteners in concrete. ((Fasteners—shaH—not—be 
d+iven)) You must not drive fasteners into concrete unless 
material thickness is at least ((three)) 3 times the fastener 
shank penetration. 

(8) Fasteners in spalls. ((Fasteners-shal net be-driven)) 
You must not drive fasteners into any spalled area. 

(9) Fasteners in existing holes. ((Fasteners-shaH net be 
driven)) You must not drive fasteners through existing holes 
unless a specific guide means, as recommended and supplied 
by the tool manufacturer, is used to ensure positive align- 
ment. 
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AMENDATORY SECTION (Amending WSR 86-03-074, 
filed 1/21/86) 


WAC 296-155-36317 Maintenance and storage. (1) 
Use of tools. You must have the tool ((shaltbe)) serviced and 
inspected for worn or damaged parts at regular intervals as 
recommended by the tool manufacturer. Prior to the tool 
being put back into use, you must have all worn or damaged 
parts ((shaH-be)) replaced by a qualified person using only 
parts supplied by the tool manufacturer. A record of this 
inspection ((shaH)) must be noted and dated on the tool 
inspection record. 

(2) Instruction manuals. You must store instruction 
manuals, maintenance tools, and accessories supplied with 
the tool ((shal-be-stered)) in the tool container when not in 
use. 

(3) Security. You must lock powder actuated tools and 
power loads ((shaH-beteeked)) in a container and stored in a 
safe place when not in use and ((skaH-be)) you must ensure 
that they are accessible only to authorized personnel. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-36319 Authorized instructor. (1) 
Operator qualifications. Only persons trained and autho- 
rized by the tool manufacturer or by an authorized represen- 
tative of the tool manufacturer ((shaH-be)) are qualified to 
instruct and qualify operators for the manufacturer's powder 
actuated tools. 

(2) Instructor qualifications. All authorized instructors 
((shaH)) must have read and be familiar with this standard, 
and ((shaH)) must be capable of: 

(a) Disassembling, servicing, and reassembling the tool. 

(b) Recognizing any worn or damaged parts or defective 
operation. 

(c) Recognizing and clearly identifying the colors used 
to identify power load levels. 

(d) Using the tool correctly within the limitations of its 
use. 

(e) Training and testing operators prior to issuing a qual- 
ified operator's card. 

(3) Instructor's card. All authorized instructors 
((shaH)) must have in their possession a valid authorized 
instructor's card issued and signed by an authorized represen- 
tative of the manufacturer. The card ((shaH)) must be wallet 
size of approximately 6 x 9 cm (2-1/2 x 3-1/2 in), and the face 
of the card ((shaH)) must bear text similar to that shown in 
Figure G-1. 

(4) List of instructors. A list of all instructors autho- 
rized by the manufacturer to instruct and qualify operators 
((shaH)) must be maintained by the tool manufacturer and be 
made available to the department of labor and industries. 

(5) Revocation of instructor card. Instructor's card may 
be revoked by the authorizing agent or the department of 
labor and industries, if the instructor is known to have issued 
a qualified operator's card in violation of any regulation con- 
tained in this standard. When an instructor is no longer autho- 
rized to issue qualified operator's cards, cards ((shalt)) must 
be surrendered to the authorizing agent or the department of 
labor and industries. 
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AUTHORIZED INSTRUCTOR 
ENa GAR EENE RA Powder Actuated Tools Date............. 
(MAKE) 
Card No.............0.. Social Security No...............0200. 


(NAME OF INSTRUCTOR) 
has received the prescribed training in the operation and maintenance of 


powder actuated tools manufactured by ..............0 0. eee eee and 
(NAME OF MANUFACTURER) 

is qualified to train and certify operators of ...... powder actuated tools. 
(MAKE) 

Modell] es tate ierie dete NS ie i Rt dei eis eine hd StS Ne i det 

Authorized byw ep cused Cathe ai es Gea el Oho th Rhea ceed 


Ihave received instruction by the manufacturer's authorized representative in 
the training of operators of the above tools and agree to conform to all rules 
and regulations governing the instruction of tool operators. 


Date of Birth ................0.. 


(SIGNATURE) 


Figure G-1 
Sample of Authorized Instructor's Card 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-36321 Qualified operator. (1) Opera- 
tor qualifications. The operator ((shaH)) must be trained by 
an authorized instructor to be familiar with the provisions of 
this standard and the instructions provided by the manufac- 
turer for operation and maintenance. The operator ((sha)) 
must also be capable of: 

(a) Reading and understanding the manufacturer's 
instruction manual. 

(b) Cleaning the tool correctly. 

(c) Recognizing any worn or damaged parts or defective 
operation. 

(d) Recognizing the number-color code system used in 
this standard to identify power load levels. In the event the 
operator is unable to distinguish the colors used, the operator 
((shaH)) must be given special instruction which will enable 
the operator to avoid error. 

(e) Using a tool correctly within the limitations of its use 
and demonstrate competence by operating the tool in the 
presence of the instructor. 

(2) Operator examination. After training, the operator 
((shall)) must substantiate competency by completing satis- 
factorily a written examination provided by the manufacturer 
of the tool. 

(a) The operator's written examination ((shaH)) must 
consist of questions to establish the operator's competence 
with respect to: 

(i) The requirements of this standard; 

(ii) The powder actuated fastening system; and 

(iii) The specific details of operation and maintenance of 
the tool(s) involved. 

(b) The examination ((shaH)) must provide a statement, 
attested to by the instructor, that the applicant can (or cannot) 
readily distinguish the colors used to identify power load lev- 
els (see WAC 296-155-36309). 


Permanent 


WSR 16-09-085 


(3) Operator's card. Each applicant who meets the 
requirements as set forth in subsections (1) and (2) of this 
section ((shal})) must receive a qualified operator's card, 
issued and signed by both the instructor and applicant. While 
using the tool, the operator ((shaH)) must carry this card. 

(4) Card features. The qualified operator's card sup- 
plied by the manufacturer ((shal})) must be wallet size of 
approximately 6 x 9 cm (2-1/2 x 3-1/2 in), and the face of the 
card ((shaH)) must bear text similar to that shown in Figure 
G-2. 

(5) Revocation notation. There ((sha}4)) must be printed 
on the card a notation reading: 


"Revocation of card - Failure to comply with any of the 
rules and regulations for safe operation of powder actuated 
fastening tools ((shaH)) must be cause for the immediate 
revocation of this card." 


QUALIFIED OPERATOR 
EIEE A Glisten «aes Powder Actuated Tools Date............. 
(MAKE) 
Card NO: vis eddie as Social Security No.................004. 


(NAME OF OPERATOR) 
has received the prescribed training in the operation of powder actuated tools 
manufactured by 


Modells Jas e ANa te EAA T E aA de sek ake 


Trained and issued Bys o:ih56 3:0 StS aea a ne GEALE ook 
(SIGNATURE OF AUTHORIZED INSTRUCTOR) 

I have received instruction in the safe operation and maintenance of powder 

actuated fastening tools of the makes and models specified and agree to con- 

form to all rules and regulations governing that use 


Date of Birth .................. 


(SIGNATURE) 


Figure G-2 
Sample of Qualified Operation's Card 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-365 Abrasive wheels and tools. (1) 
Power. You must supply all grinding machines ((shaH-be 
suppHed)) with sufficient power to maintain the spindle 
speed at safe levels under all conditions of normal operation. 

(2) Guarding. 

(a) Grinding machines ((shaH)) must be equipped with 
safety guards in conformance with the requirements of Amer- 
ican National Standards Institute, B7.1-1978, Safety Code for 
the Use, Care and Protection of Abrasive Wheels. 

(b) Guard design. The safety guard ((shal})) must cover 
the spindle end, nut, and flange projections. The safety guard 
((shaH)) must be mounted so as to maintain proper alignment 
with the wheel, and the strength of the fastenings ((shaH)) 
must exceed the strength of the guard, except: 

(1) Safety guards on all operations where the work pro- 
vides a suitable measure of protection to the operator, may be 
so constructed that the spindle end, nut, and outer flange are 
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exposed; and where the nature of the work is such as to 
entirely cover the side of the wheel, the side covers of the 
guard may be omitted; and 

(ii) The spindle end, nut, and outer flange may be 
exposed on machines designed as portable saws. 

(3) Use of abrasive wheels. 

(a) Floor stand and bench mounted abrasive wheels, used 
for external grinding, ((shaH)) must be provided with safety 
guards (protection hoods). The maximum angular exposure 
of the grinding wheel periphery and sides ((sha})) must be 
not more than 90°, except that when work requires contact 
with the wheel below the horizontal plane of the spindle, the 
angular exposure ((shaĦ)) must not exceed 125°. In either 
case, the exposure ((shaH)) must begin not more than 65° 
above the horizontal plane of the spindle. Safety guards 
((shaH)) must be strong enough to withstand the effect of a 
bursting wheel. 

(b) Floor and bench-mounted grinders ((shal!)) must be 
provided with work rests which are rigidly supported and 
readily adjustable. You must adjust such work rests ((shalibe 
adjusted)) to a distance not to exceed ((ene-eighth)) 1/8 inch 
from the surface of the wheel. The work rest may be omitted 
when contacts of the work piece with the grinding surface 
below the horizontal plane of the spindle are necessary and 
unavoidable, or where the size or shape of the work piece pre- 
cludes use of the work rest. 

(c) Cup type wheels used for external grinding ((sha})) 
must be protected by either a revolving cup guard or a band 
type guard in accordance with the provisions of the American 
National Standards Institute, B7.1-1978, Safety Require- 
ments for the Use, Care, and Protection of Abrasive Wheels. 
Abrasive wheels ((shalt)) must only be used on machines 
provided with safety guards, except the following: 

(i) Wheels used for internal work while within the work 
being ground. 

(11) Mounted wheels, two inches and smaller in diameter 
used in portable operations. 

(iii) Types 16, 17, 18, 18R and 19 cones and plugs, and 
threaded hole pot balls where the work offers protection or 
where the size does not exceed 3 inches in diameter by 5 
inches in length. 

(iv) Metal centered diamond lapidary wheels either 
notched, segmented or continuous rim used with a coolant 
deflector, when operated at speeds up to 3500 surface feet per 
minute (S.F.P.M.). 

(v) Type 1 wheels not larger than two inches in diameter 
and not more than 1/2 inch thick, operating at peripheral 
speeds less than 1800 SFPM when mounted on mandrels 
driven by portable drills. 

(vi) Type 1 reinforced wheels not more than ((three)) 3 
inches in diameter and 1/4 inch in thickness, operating at 
peripheral speeds not exceeding 9500 SFPM, provided that 
safety glasses and face shield are worn. 

(vii) Valve seat grinding wheels. 

(d) Portable abrasive wheels used for internal grinding 
((shalHt)) must be provided with safety flanges (protection 
flanges) meeting the requirements of subdivision (f) of this 
subsection, except as follows: 

(i) When wheels two inches or less in diameter which are 
securely mounted on the end of a steel mandrel are used; 
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(11) If the wheel is entirely within the work being ground 
while in use. 

(e) When safety guards are required, they ((shalt)) must 
be so mounted as to maintain proper alignment with the 
wheel, and the guard and its fastenings ((shall)) must be of 
sufficient strength to retain fragments of the wheel in case of 
accidental breakage. The maximum angular exposure of the 
grinding wheel periphery and sides ((shalt)) must not exceed 
180°. 

(£) When safety flanges are required, they ((shaH)) must 
be used only with wheels designed to fit the flanges. Only 
safety flanges, of a type and design and properly assembled 
so as to ensure that the pieces of the wheel will be retained in 
case of accidental breakage, ((shal})) must be used. 

(g) You must closely inspect all abrasive wheels ((shaH 

)) and ring-tested before mounting to 
ensure that they are free from cracks or defects. 

(h) Grinding wheels ((shaH)) must fit freely on the spin- 
dle and ((shaH)) must not be forced on. The spindle nut 
((shaH)) must be tightened only enough to hold the wheel in 
place. 

(i) All employees using abrasive wheels ((shaH)) must be 
protected by eye protection equipment in accordance with the 
requirements of Part C of this chapter, except when adequate 
eye protection is afforded by eye shields which are perma- 
nently attached to the bench or floor stand. 

(4) Other requirements. All abrasive wheels and tools 
used by employees ((shaH)) must meet other applicable 
requirements of American National Standards Institute, 
B7.1-1978, Safety Code for the Use, Care and Protection of 
Abrasive Wheels. 


AMENDATORY SECTION (Amending WSR 05-03-093, 
filed 1/18/05, effective 3/1/05) 


WAC 296-155-367 Masonry saws. (1) Guarding. 

(a) Masonry saws ((shaH)) must be guarded by semicir- 
cular enclosures over the blade. 

(b) A method for retaining blade fragments ((shaH)) must 
be incorporated into the design of the semicircular enclosure. 

(2) Safety latch. A safety latch ((shaH)) must be installed 
on notched saws to prevent the motor and cutting head 
assembly from lifting out of the notches. 

(3) Blade speed. You must maintain blade speed (shal 
bemaintained)) in accordance with the manufacturer's speci- 
fications. 

(4) Exhaust and eye protection. 

(a) All table mounted masonry saws ((shaH)) must be 
equipped with a mechanical means of exhausting dust into a 
covered receptacle or be provided with water on the saw 
blade for dust control. The operator and any nearby worker 
((shaH)) must wear appropriate eye protection in accordance 
with WAC 296-155-215. 

(b) All portable hand-held masonry saw operators 
((shaH)) must wear appropriate eye and respiratory protection 
in accordance with WAC 296-155-215 and chapter 296-842 
WAC. 

(5) Grounding. The motor frames of all stationary saws 
((shaH)) must be grounded through conduit, water pipe, or a 
driven ground. Portable saws ((shaH)) must be grounded 
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through ((three-pele)) 3-pole cords attached to grounded 
electrical systems. 


(6) Inspection. You must inspect masonry saws ((shaH 
be-+nspected)) at regular intervals and maintained in safe 
operating condition. 


AMENDATORY SECTION (Amending WSR 89-11-035, 
filed 5/15/89, effective 6/30/89) 


WAC 296-155-370 Woodworking tools. (1) Speeds. 
((Ne-saw-shall be eperated)) You must not operate any saw in 
excess of the manufacturers recommended speed. 

(2) Guarding. All portable, hand held power-driven cir- 
cular saws ((shaH)) must be equipped with guards above and 
below the base plate or shoe. The upper guard ((shaH)) must 
cover the saw to the depth of the teeth, except for the mini- 
mum arc required to permit the base to be tilted for bevel 
cuts. The lower guard ((shaH)) must cover the saw to the 
depth of the teeth, except for the minimum arc required to 
allow proper retraction and contact with the work. When the 
tool is withdrawn from the work, the lower guard ((shaH)) 
must automatically and instantly return to the covering posi- 
tion. 

(3) Hand-fed table saws. 

(a) Each circular hand-fed table saw ((shall)) must be 
provided with a hood-type guard that will cover the blade at 
all times when the blade is not in use. This may be accom- 
plished by the use of a guard that will automatically adjust to 
the thickness of the material being cut, or by a fixed or man- 
ually adjusted guard. If a fixed or manually adjusted guard is 
used, the space between the bottom of the guard and the 
material being cut ((shaH)) must not exceed 3/8 inch if 1-1/2 
inches or more from the blade, and 1/4 inch if closer than 1- 
1/2 inches. 

(b) When the blade is in use, the hood-type guard 
((shaH)) must enclose that portion of the blade above the 
material. 

(c) Hood-type guards ((shaH)) must be so designed and 
constructed as to resist blows and strains incidental to reason- 
able operation, adjusting, and handling, in order to protect the 
operator from flying splinters and broken saw teeth. 

(d) The hood ((skat+)) must be so mounted as to ensure 
that its operation will be positive, reliable, and in alignment 
with the saw. The mounting ((shaH)) must be adequate to 
resist any reasonable side thrust or other force that would dis- 
rupt alignment. 

(e) Where a hood-type guard cannot be used because of 
unusual shapes or cuts, you must use a jig or fixture that will 
provide equal safety for the operator ((shallbe-used)). On the 
completion of such operations, you must immediately replace 
the guard ((shall be immediately replaced)). 

(£) You must use a push stick ((skaH-be-used)) on short or 
narrow stock when there is a possibility of the hand contact- 
ing the cutting tool. 

(g) Each hand-fed circular ripsaw ((shal)) must be 
equipped with a spreader to minimize the possibility of mate- 
rial squeezing the saw or of material kickbacks. The spreader 
((shaH)) must be made of tempered steel, or its equivalent, 
and ((skhaH)) must be slightly thinner than the saw kerf. It 
((shaH)) must be of sufficient width to provide adequate stiff- 
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ness or rigidity to resist any reasonable side thrust or blow 
tending to bend or throw it out of position. The spreader 
((shaH)) must be attached so that it will remain in true align- 
ment with the blade, even when either the saw or table is 
tilted, and should be placed so that there is not more than 1/2- 
inch space between the spreader and the back of the blade 
when the recommended saw blade is in its maximum "up" 
position. If a blade smaller than the maximum permissible 
size is used, you must move the spreader ((shaH be-meved)) 
to within 1/2 inch of the blade. The provision of a spreader in 
connection with grooving, dadoing, or rabbeting is not 
required. On the completion of such operations, you must 
immediately replace the spreader ((shaHbe+mmediately 
replaced)). 

(h) Each hand-fed circular ripsaw ((shaH)) must be pro- 
vided with antikickback devices so located as to oppose the 
thrust or tendency of the saw blade to pick up the material or 
throw it back toward the operator. These devices ((shal)) 
must be designed to provide holding power for all the thick- 
nesses of material being cut. 


(4) Radial saws. 


(a) Hoods and guards. Each saw ((sha})) must be pro- 
vided with a device that will completely enclose the upper 
portion of the blade down to a point that includes the end of 
the saw arbor. The upper hood ((shaH)) must be so con- 
structed as to protect the operator from flying splinters and 
broken saw teeth, and to deflect sawdust away from the oper- 
ator. The sides of the lower exposed portion of the saw blade 
((shaH)) must be guarded from the tips of the blade teeth 
inward radially with no greater than 3/8-inch gullet exposure. 
The device ((shaH)) must automatically adjust itself to the 
thickness of the stock and remain in contact with the stock 
being cut for the 90° blade positions (0° bevel) throughout 
the full working range of miter position. A permanent label 
not less than 1-1/2 inches X 3/4 inch ((shaH)) must be affixed 
to the guard visible from the normal operating position, read- 
ing as follows: 


WARNING: TO AVOID INJURY, SHUT OFF POWER BEFORE 
CLEARING A JAMMED LOWER GUARD 


Such a label ((shaH)) must be colored standard danger red or 
orange in accordance with American National Standard 
Safety Color Code for Marking Physical Hazards, Z53.1- 
1979. 


(b) Spreaders. When radial saws are used for ripping, a 
spreader ((shaH)) must be provided and ((shaH)) must be 
aligned with the saw blade. 


(c) Antikickback devices. You must use antikickback 
devices located on both sides of the saw blade on the outfeed 
side, so as to oppose the thrust or tendency of the blade to 
pick up the material or to throw it back toward the operator, 
((shal-beused)) on each radial saw used for ripping. These 
devices ((shaH)) must be designed to provide adequate hold- 
ing power for all the thicknesses of material being cut. 

(d) Adjustable stops and return devices. An adjustable 
stop ((shaH)) must be provided to prevent the forward travel 
of the blade beyond the position necessary to complete the 
cut. A limit chain or other equally effective device ((shaH)) 
must be provided to prevent the saw blade from sliding 
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beyond the edge of the table; or the table ((shaH)) must be 
extended to eliminate over-run. 

(e) On any manually operated saw, installation ((sha})) 
must be such that the front of the machine is slightly higher 
than the rear, or some other means ((shaH)) must be provided 
so that the cutting head will not roll or move out on the arm 
away from the column as a result of gravity or vibration. A 
permanent label not less than 1-1/2 inches X 3/4 inch ((shaH)) 
must be affixed to the cutting head visible from the normal 
crosscut operating position, reading as follows: 


WARNING: TO AVOID INJURY, RETURN CARRIAGE TO THE 
FULL REAR POSITION AFTER EACH CROSSCUT TYPE OF OPERA- 
TION 


Such a label ((shaH)) must be colored standard caution yel- 
low in accordance with American National Standard Z53.1- 
1979. 


(f) Direction of feed. Ripping and ploughing ((sha})) 
must be against the direction in which the saw blade turns. 
The direction of the saw blade rotation ((shaH)) must be con- 
spicuously marked on the hoods. In addition, a permanent 
label not less than 1-1/2 inches X 3/4 inch ((skaH)) must be 
affixed to the end of the guard at which the blade teeth exit 
the upper guard during operation. The label ((shaH)) must be 
at approximately the level of the arbor and ((shaH)) must read 
as follows: 


DANGER: TO AVOID INJURY, DO NOT FEED MATERIAL INTO 
CUTTING TOOL FROM THIS END 


Such a label ((sha})) must be colored standard red or orange 
in accordance with American National Standard, Z53.1- 
1979. 


(5) All woodworking tools and machinery ((shaH})) must 
meet any other applicable requirements of American 
National Standards Institute, 01.1-1971, Safety Code for 
Woodworking Machinery. 


(6) The control switch on all stationary radial arm saws 
((shatt)) must be placed at the front of the saw or table and 
((shaH)) must be properly recessed or hooded to prevent acci- 
dental contact. 


(a) You must provide a firm level working area ((shal-be 
provided)) at the front of all stationary radial arm saws. You 
must keep the area ((shallbekept)) free of all stumbling haz- 
ards. 

(b) You must use a push stick or similar device ((sha})) 
must be used for pushing short material through power saws. 

(7) Circular power miter saws. The requirements of 
subsection (4)(a) of this section applies to guarding circular 
power miter saws. 

(8) Personal protective equipment. All personal pro- 
tective equipment required for use ((skeH)) must conform to 
the requirements of Part C of this chapter. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-375 Jacks—Lever and ratchet, screw, 
and hydraulic. General requirements. 
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(1) The manufacturer's rated capacity ((shaH)) must be 
legibly marked on all jacks and you must not exceed this 
capacity ((shaH net-be-exceeded)). 

(2) All jacks ((shaH)) must have a positive stop to pre- 
vent over-travel. 

(3) Specially designed jacks constructed for specific pur- 
poses ((shaH)) must meet the approval of the department of 
labor and industries before being placed in service. 

(4) Control parts ((shatt)) must be so designed that the 
operator will not be subjected to hazard. 

(5) Blocking. When it is necessary to provide a firm 
foundation, you must block or crib the base of the jack ((skall 
be-blecked-or-eribbed)). Where there is a possibility of slip- 
page of the metal cap of the jack, you must place a wood 
block ((shalbe-placed)) between the cap and the load. 

(6) Operation and maintenance. 

(a) After the load has been raised, ((#shaH immediately 
be-cribbed blocked or otherwise-seeured)) you must imme- 
diately crib, block, or otherwise secure it. 

(b) You must supply hydraulic jacks exposed to freezing 
temperatures ((shal-be-suppHed)) with an adequate antifreeze 
liquid. 

(c) You must properly lubricate all jacks ((shalH-be-prop- 
erbytibrieated)) at regular intervals. You should follow the 
lubricating instructions of the manufacturer ((sheuld be-fel 
lewed)), and only lubricants recommended by the manufac- 
turer should be used. 

(7) You must thoroughly inspect each jack ((shaHbe 

i )) at times which depend upon the ser- 
vice conditions. ((Inspeetions- shall be notless frequentthan)) 
You must perform inspections at least_as frequently as the 
following: 

(a) For constant or intermittent use at one locality, once 
every ((stx)) 6 months; 

(b) For jacks sent out of shop for special work, when sent 
out and when returned; 

(c) For a jack subjected to abnormal load or shock, 
immediately before and immediately thereafter. 

(8) You must examine repair or replacement parts ((shaH 
be-examined)) for possible defects. 

(9) You must tag jacks which are out of order ((shal-be 
tagged)) accordingly, and ((shaH net-be+ised)) you must not 
use them until repairs are made. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-380 Air receivers. (1) Application. 
This section applies to compressed air receivers, and other 
equipment used in providing and utilizing compressed air for 
performing operations such as cleaning, drilling, hoisting, 
and chipping. On the other hand, however, this section does 
not deal with the special problems created by using com- 
pressed air to convey materials nor the problems created 
when persons work in compressed air as in tunnels and cais- 
sons. These standards are not intended to apply to com- 
pressed air machinery and equipment used on transportation 
vehicles such as steam railroad cars, electric railway cars, and 
automotive equipment. 
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(2) New and existing equipment. 

(a) All new air receivers installed after the effective date 
of these standards ((shaH)) must be constructed in accordance 
with the 1968 Edition of the A.S.M.E. Boiler and Pressure 
Vessel Code, section VIII. 

(b) All safety valves used ((shaH)) must be constructed, 
installed, and maintained in accordance with the A.S.M.E. 
Boiler and Pressure Vessel Code, section VIII Edition 1968. 

(3) Installation. Air receivers ((skaH)) must be so 
installed that all drains, handholes, and manholes therein are 
easily accessible. Air receivers should be supported with suf- 
ficient clearance to permit a complete external inspection and 
to avoid corrosion of external surfaces. Under no circum- 
stances ((shalt)) must an air receiver be buried underground 
or located in an inaccessible place. The receiver should be 
located as close to the compressor or after-cooler as is possi- 
ble in order to keep the discharge pipe short. 

(4) Drains and traps. All air receivers having an inter- 
nal and external operating pressure exceeding 15 psi with no 
limitation on size, and air receivers having an inside diameter 
exceeding ((s#)) 6 inches, with no limitation on pressure, if 
subject to corrosion, ((skal)) must be supplied with a drain 
pipe and valve at the lowest point in the vessel; or a pipe may 
be used extending inward from any other location to within 
((ene-quarter)) 1/4 inch of the lowest point. Adequate auto- 
matic traps may be installed in addition to drain valves. The 
drain valve on the air receiver ((shalt)) must be opened and 
the receiver completely drained frequently and at such inter- 
vals as to prevent the accumulation of oil and water in the 
receiver. 

(5) Gages and valves. 

(a) Every air receiver ((shal)) must be equipped with an 
indicating pressure gage (so located as to be readily visible) 
and with one or more spring-loaded safety valves. The total 
relieving capacity of such safety valves ((skaH})) must be such 
as to prevent pressure in the receiver from exceeding the 
maximum allowable working pressure of the receiver by 
more than ((ten-pereent)) 10%. 

(b) ((Ne)) You must not place any valve of any type 
((shaH be-pleced)) between the air receiver and its safety 
valve or valves. 

(c) Safety appliances, such as safety valves, indicating 
devices and controlling devices, ((shaH)) must be con- 
structed, located, and installed so that they cannot be readily 
rendered inoperative by any means, including the elements. 

(d) You must test all safety valves ((shaH-be-+ested)) fre- 
quently and at regular intervals to determine whether they are 
in good operating condition. 


AMENDATORY SECTION (Amending WSR 06-16-106, 
filed 8/1/06, effective 9/1/06) 


WAC 296-155-400 Gas welding and cutting. (1) 
Transporting, moving, and storing compressed gas cylin- 
ders. 

(a) You must ensure that valve protection caps ((shalt 
be)) are in place and secured. 


(b) When cylinders are hoisted, ((they-shal-be-secured)) 


you must secure them on a cradle, slingboard, or pallet. 
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((Fhey-shaH)) You must not ((be-hetsted or transported)) 


hoist or transport them by means of magnets or choker slings. 

(c) You must move cylinders ((shalbe-meved)) by tilt- 
ing and rolling them on their bottom edges. (Fhey shalt not 
be)) You must not intentionally (( ; 
ted)) drop, strike, or permit them to strike each other vio- 
lently. 

(d) When cylinders are transported by powered vehicles, 
((they shal be-seeured)) you must secure them in a vertical 
position. 

(e) You must not use valve protection caps ((skaH net be 
used)) for lifting cylinders from one vertical position to 
another. ((Bars-shalH net beused)) You must not use bars 
under valves or valve protection caps to pry cylinders loose 
when frozen. You must use warm, not boiling, water ((shaH 
be+used)) to thaw cylinders loose. 

(f) Unless cylinders are firmly secured on a special car- 
rier intended for this purpose, you must remove regulators 
((shalbe+emeved)) and put valve protection caps ((put)) in 
place before cylinders are moved. 

(g) You must use a suitable cylinder truck, chain, or 
other steadying device ((shalbe-used)) to keep cylinders 
from being knocked over while in use. Such cylinders are not 
considered to be "in storage." 

(h) When a job is finished, when cylinders are empty or 
when cylinders are moved at any time, you must close the 
cylinder valve ((skaH-be-elesed)). 

(i) You must secure compressed gas cylinders ((shal-be 
seeured)) in an upright position at all times except, if neces- 
sary, for short periods of time while cylinders are actually 
being hoisted or carried. 

(j) Oxygen. You must separate oxygen cylinders in stor- 
age ((shal-be-separated)) from fuel-gas cylinders or combus- 
tible materials (especially oil or grease), a minimum distance 
of ((t#venty)) 20 feet or by a noncombustible barrier at least 
((f#ve)) 5 feet high having a fire-resistance rating of at least 
((ene-hal)) 1/2 hour. 

(2) Placing cylinders. 

(a) ((Gylinders-shalbekept)) You must keep cylinders 
far enough away from the actual welding or cutting operation 
so that sparks, hot slag, or flame will not reach them. When 
this is impractical, fire resistant shields ((shaH)) must be pro- 
vided. 

(b) You must place cylinders ((shal-be-placed)) where 
they cannot become part of an electrical circuit. You must not 
strike electrodes ((shall netbe-struck)) against a cylinder to 
strike an arc. 

(c) You must place fuel gas cylinders ((shal be-placed)) 
with valve end up whenever they are in use. (( 
be-placed)) You must not place them in a location where they 
would be subject to open flame, hot metal, or other sources of 
artificial heat. 

(d) You must not take cylinders containing oxygen or 
acetylene or other fuel gas ((shall net-betaken)) into confined 
spaces. 

(3) Treatment of cylinders. 

(a) You must not use cylinders, whether full or empty, 
((shal net-be-used)) as rollers or supports. 

(b) No person other than the gas supplier ((shaH)) is per- 
mitted to attempt to mix gases in a cylinder. No one except 
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the owner of the cylinder or person authorized by the owner, 
((shaH)) is permitted to refill a cylinder. No one ((shaH)) is 
permitted to use a cylinder's contents for purposes other than 
those intended by the supplier. All cylinders used ((shaH)) 
must meet the department of transportation requirements, 
Specification for Cylinders, (49 C.F.R. Part 178, Subpart C). 


(c) ((Ne)) You must not use any damaged or defective 
cylinder ((shal be-ased)). 

(4) Use of fuel gas. ((Fhe-empleyer-shal)) You must 
thoroughly instruct employees in the safe use of fuel gas, as 
follows: 


(a) Before a regulator to a cylinder valve is connected, 
you must open the valve ((shaH-be-epened)) slightly and 
((elesed)) close it immediately. (This action is generally 
termed "cracking" and is intended to clear the valve of dust or 
dirt that might otherwise enter the regulator.) The person 
cracking the valve ((shaH)) must stand to one side of the out- 
let, not in front of it. You must not crack the valve of a fuel 
gas cylinder ((shal net-be-cracked)) where the gas would 
reach welding work, sparks, flame, or other possible sources 
of ignition. 


(b) You must always open the cylinder valve ((shalt 
abways-be-epened)) slowly to prevent damage to the regula- 
tor. For quick closing, you must not open valves on fuel gas 
cylinders ((shaH netbe-epened)) more than 1 1/2 turns. When 
a special wrench is required, ((#+shaHbetef#)) you must leave 
it in position on the stem of the valve while the cylinder is in 
use so that the fuel gas flow can be shut off quickly in case of 
an emergency. In the case of manifolded or coupled cylin- 
ders, at least one such wrench ((skhaH)) must always be avail- 
able for immediate use. ((Nethire-shal be-placed)) You must 
not place anything on top of a fuel gas cylinder, when in use, 
which may damage the safety device or interfere with the 
quick closing of the valve. 


(c) You must not use fuel gas ((shal net be-used)) from 
cylinders through torches or other devices which are 
equipped with shutoff valves without reducing the pressure 
through a suitable regulator attached to the cylinder valve or 
manifold. 


(d) Before a regulator is removed from a cylinder valve, 


you must always close the cylinder valve ((shaH-abways—be 
elesed)) and release the gas ((released)) from the regulator. 


(e) If, when the valve on a fuel gas cylinder is opened, 
there is found to be a leak around the valve stem, you must 
close the valve ((shal-be-elesed)) and tighten the gland nut 


((tightened)). If this action does not stop the leak, you must 
discontinue the use of the cylinder ((shal be-diseontinued, 


)), and you must 
properly tag and remove it from the work area. In the event 
that fuel gas should leak from the cylinder valve, rather than 
from the valve stem, and the gas cannot be shut off, you must 
properly tag and remove the cylinder ((shaH-be-property 
tageed and +remeved)) from the work area. If a regulator 


attached to a cylinder valve will effectively stop a leak 
through the valve seat, the cylinder need not be removed 
from the work area. 


(f) If a leak should develop at a fuse plug or other safety 
device, you must remove the cylinder ((shal be remeved)) 
from the work area. 
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(g) Cylinders not having fixed hand wheels ((sha})) 
must have keys, handles, or nonadjustable wrenches on valve 
stems while in service. In multiple cylinder installations one 
and only one key or handle is required for each manifold. 

(5) Fuel gas and oxygen manifolds. 

(a) Fuel gas and oxygen manifolds ((shatt)) must bear the 
name of the substance they contain in letters at least 1-inch 
high which ((shaH)) must be either painted on the manifold or 
on a sign permanently attached to it. 

(b) You must place fuel gas and oxygen manifolds 
((shaH be-placed)) in safe, well ventilated, and accessible 
locations. ((Fheyshal net betoeated)) You must not located 


them within enclosed spaces. 

(c) Manifold hose connections, including both ends of 
the supply hose that lead to the manifold, ((shaH)) must be 
such that the hose cannot be interchanged between fuel gas 
and oxygen manifolds and supply header connections. 
((Adapters-shal net-be-ased)) You must not use adapters to 
permit the interchange of hose. You must keep hose connec- 
tions ((shal-bekept)) free of grease and oil. 

(d) When not in use, you must cap manifold and header 
hose connections ((shal-be-eapped)). 

(e) ((Nething-shalbe-placed)) You must not place any- 


thing on top of a manifold, when in use, which will damage 
the manifold or interfere with the quick closing of the valves. 

(6) Hose. 

(a) Fuel gas hose and oxygen hose ((skaH})) must be eas- 
ily distinguishable from each other. The contrast may be 
made by different colors or by surface characteristics readily 
distinguishable by the sense of touch. Oxygen and fuel gas 
hoses ((shaH)) must not be interchangeable. You must not use 
a single hose having more than one gas passage ((shaH net be 
used)). 

(b) When parallel sections of oxygen and fuel gas hose 
are taped together, you must not cover more than ((feur)) 4 
inches out of ((#¥velve)) 12 inches ((shaH-be-cevered)) by 
tape. 

(c) You must inspect all hose in use, carrying acetylene, 
oxygen, natural or manufactured fuel gas, or any gas or sub- 
stance which may ignite or enter into combustion, or be in 
any way harmful to employees, ((shaH-be4nspected)) at the 
beginning of each working shift. ((Defeetive-hese-shal-be 
remeved)) You must remove defective hose from service. 

(d) You must test hose which has been subject to flash- 
back, or which shows evidence of severe wear or damage, 
((shaH-be-+tested)) to twice the normal pressure to which it is 
subject, but in no case less than 300 p.s.i. You must not use 
defective hose, or hose in doubtful condition((-shal net be 
used)). 

(e) Hose couplings ((shaH)) must be of the type that can- 
not be unlocked or disconnected by means of a straight pull 
without rotary motion. 

(f) Boxes used for the storage of gas hose ((skaH})) must 
be ventilated. 

(g) You must keep hoses, cables, and other equipment 
((shaH-bekept)) clear of passageways, ladders and stairs. 

(7) Torches. 

(a) You must clean clogged torch tip openings ((shal-be 
eleaned)) with suitable cleaning wires, drills, or other devices 
designed for such purpose. 
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(b) You must inspect torches in use ((skal-be+mspeeted)) 
at the beginning of each working shift for leaking shutoff 


valves, hose couplings, and tip connections. You must not 
use defective torches ((shalnotbewsed)). 

(c) You must light torches ((shal-betighted)) by friction 
lighters or other approved devices, and not by matches or 
from hot work. 

(8) Regulators and gauges. Oxygen and fuel gas pres- 
sure regulators, including their related gauges, ((shaH)) must 
be in proper working order while in use. 

(9) Oil and grease hazards. You must keep oxygen cyl- 
inders and fittings ((shaH-bekept)) away from oil or grease. 
You must keep cylinders, cylinder caps and valves, cou- 
plings, regulators, hose, and apparatus ((shal-be-kept)) free 
from oil or greasy substances and ((shal netbe handled)) you 
must not handle them with oily hands or gloves. You must 
not direct oxygen ((shaH net be-directed)) at oily surfaces, 
greasy clothes, or within a fuel oil or other storage tank or 
vessel. 

(10) Additional rules. For additional details not covered 
in this Part, applicable portions of American National Stan- 
dards Institute, Z49.1-1973, Safety in Welding and Cutting, 
((shaH-epply)) applies. 

You ((ate-alserequiredte)) must also protect employees 
from exposure to hexavalent chromium during the stainless 
steel welding process. See WAC 296-62-08003, Hexavalent 
chromium for specific criteria. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-405 Arc welding and cutting. (1) Man- 
ual electrode holders. 

(a) ((Onty)) You must only use manual electrode holders 
which are specifically designed for arc welding and cutting, 
and are of a capacity capable of safely handling the maximum 
rated current required by the electrodes((-shaH beused)). 

(b) Any current-carrying parts passing through the por- 
tion of the holder which the arc welder or cutter grips in the 
hand, and the outer surfaces of the jaws of the holder, 
((shaH)) must be fully insulated against the maximum voltage 
encountered to ground. 

(2) Welding cables and connectors. 

(a) All arc welding and cutting cables ((sha)) must be of 
the completely insulated, flexible type, capable of handling 
the maximum current requirements of the work in progress, 
taking into account the duty cycle under which the arc welder 
or cutter is working. 

(b) ((Onty)) You must only use cable free from repair or 
splices for a minimum distance of ((tea)) 10 feet from the 
cable end to which the electrode holder is connected ((shaH 
be-ased)), except that cables with standard insulated connec- 
tors or with splices whose insulating quality is equal to that of 
the cable are permitted. 

(c) When it becomes necessary to connect or splice 
lengths of cable one to another, you must use substantial 
insulated connectors of a capacity at least equivalent to that 
of the cable ((shal-be-used)). If connections are effected by 
means of cable lugs, ((they-shal be-securelyfastened)) you 
must securely fasten them together to give good electrical 
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contact, and the exposed metal parts of the lugs ((shaH)) must 
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must open the power supply switch to the equipment ((shalt 


be completely insulated. 

(d) You must not use cables in need of repair ((shal}- net 
beused)). When a cable, other than the cable lead referred to 
in subdivision (b) of this subsection, becomes worn to the 
extent of exposing bare conductors, you must protect the por- 
tion thus exposed ((skhal-be-pretected)) by means of rubber 
and friction tape or other equivalent insulation. 

(3) Ground returns and machine grounding. 

(a) A ground return cable ((sha)) must have a safe cur- 
rent carrying capacity equal to or exceeding the specified 
maximum output capacity of the arc welding or cutting unit 
which it services. When a single ground return cable services 
more than one unit, its safe current-carrying capacity ((sha})) 
must equal or exceed the total specified maximum output 
capacities of all the units which it services. 

(b) You must not use pipelines containing gases or flam- 
mable liquids, or conduits containing electrical circuits, 
((shaH net be+used)) as a ground return. For welding on natu- 
ral gas pipelines, the technical portions of regulations issued 
by the Department of Transportation, Office of Pipeline 
Safety, Minimum Federal Safety Standards for Gas Pipelines 
((shaH)) apply. (49 C.F.R. Part 192, Subpart C.) 

(c) When a structure or pipeline is employed as a ground 
return circuit, ((#-shal-be-determined)) you must determine 
that the required electrical contact exist at all joints. The gen- 
eration of an arc, sparks, or heat at any point ((shal})) must 
cause rejection of the structures as a ground circuit. 

(d) When a structure or pipeline is continuously 
employed as a ground return circuit, all joints ((skaH)) must 
be bonded, and you must conduct periodic inspections ((shaH 
be-conducted)) to ensure that no condition of electrolysis or 
fire hazard exists by virtue of such use. 

(e) You must ground the frames of all arc welding and 
cutting machines ((shal-be-greunded)) either through a third 
wire in the cable containing the circuit conductor or through 
a separate wire which is grounded at the source of the current. 
You must check grounding circuits, other than by means of 
the structure, ((shal-be-cheeked)) to ensure that the circuit 
between the ground and the grounded power conductor has 
resistance low enough to permit sufficient current to flow to 
cause the fuse or circuit breaker to interrupt the current. 

(f£) You must inspect all ground connections ((shalbe 
taspected)) to ensure that they are mechanically strong and 
electrically adequate for the required current. 

(4) Operating instructions. ((Empleyers—shaH)) You 
must instruct employees in the safe means of arc welding and 
cutting as follows: 

(a) When electrode holders are to be left unattended, you 
must remove the electrodes ((shalbe+emeved)) and place or 
protect the holders ((shaH-be-se-placed-or-pretected)) so that 
they cannot make electrical contact with employees or con- 
ducting objects. 

(b) You must not dip hot electrode holders ((shal net be 
dipped)) in water; to do so may expose the arc welder or cut- 
ter to electric shock. 

(c) When the arc welder or cutter has occasion to leave 
work or to stop work for any appreciable length of time, or 
when the arc welding or cutting machine is to be moved, you 
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be-epened)). 

(d) Employees must report any faulty or defective equip- 
ment ((shal-be reperted)) to the supervisor. 

(e) See WAC 296-155-452 for additional requirements. 

(5) Shielding. Whenever practical, you must shield all 
arc welding and cutting operations ((shal be-shielded)) by 
noncombustible or flameproof screens which will protect 
employees and other persons working in the vicinity from the 
direct rays of the arc. 

(6) Employee protection. Where welding or cutting 
operations are being performed in areas where it is possible 
for molten slag to contact other employees, you must protect 
those employees ((shal be-pretected)) from being burned by 
providing overhead protection, barricading the impact area, 
or other effective means. 


AMENDATORY SECTION (Amending WSR 01-11-038, 
filed 5/9/01, effective 9/1/01) 


WAC 296-155-407 Protective clothing. (1) General 
requirements. You must protect employees exposed to the 
hazards created by welding, cutting, or brazing operations 
((shal be-pretected)) by personal protective equipment in 
accordance with the requirements of chapter 296-800 WAC, 
chapter 296-24 WAC, Part I and WAC 296-800-160. Appro- 
priate protective clothing required for any welding operation 
will vary with the size, nature and location of the work to be 
performed. 

(2) Specified protective clothing. Protective means 
which ((maybe-empleyed)) you may employ are as follows: 

(a) Except when engaged in light work, all welders 
should wear flameproof gauntlet gloves. 

(b) Flameproof aprons made of leather, or other suitable 
material may also be desirable as protection against radiated 
heat and sparks. 

(c) Woolen clothing preferable to cotton because it is not 
so readily ignited and helps protect the welder from changes 
in temperature. Cotton clothing, if used, should be chemically 
treated to reduce its combustibility. All outer clothing such as 
jumpers or overalls should be reasonably free from oil or 
grease. 

(d) Sparks may lodge in rolled-up sleeves or pockets of 
clothing, or cuffs of overalls or trousers. It is therefore recom- 
mended that sleeves and collars be kept buttoned and pockets 
be eliminated from the front of overalls and aprons. Trousers 
or overalls should not be turned up on the outside. 


Note: For heavy work, fire-resistant leggings, high boots, or other 
equivalent means should be used. 


(e) In production work a sheet metal screen in front of 
the worker's legs can provide further protection against 
sparks and molten metal in cutting operations. 

(f) Capes or shoulder covers made of leather or other 
suitable materials should be worn during overhead welding 
or cutting operations. Leather skull caps may be worn under 
helmets to prevent head burns. 

(g) Where there is exposure to sharp or heavy falling 
objects, or a hazard of bumping in confined spaces, you must 
use hard hats or head protectors ((shalbe+used)). 
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AMENDATORY SECTION (Amending Order 74-26, filed 
5/7/74, effective 6/6/74) 


WAC 296-155-410 Fire prevention. (1) When practi- 
cal, you must move objects to be welded, cut, or heated 
((shal be-moved)) to a designated safe location or, if the 
objects to be welded, cut, or heated cannot be readily moved, 
you must take all movable fire hazards in the vicinity ((shall 
betaken)) to a safe place, or otherwise protected. 

(2) If the object to be welded, cut, or heated cannot be 
moved and if all the fire hazards cannot be removed, you 
must take positive means ((shaH-be+taken)) to confine the 
heat, sparks, and slag, and to protect the immovable fire haz- 
ards from them. 

(3) ((Ne)) You must not perform any welding, cutting, or 
heating ((shal-be-dene)) where the application of flammable 
paints, or the presence of other flammable compounds, or 
heavy dust concentrations creates a hazard. 

(4) You must ensure that suitable fire extinguishing 
equipment ((shal-be)) is immediately available in the work 
area and ((shall be-maintained)) you must maintain it in a 
state of readiness for instant use. 

(5) When the welding, cutting, or heating operation is 
such that normal fire prevention precautions are not suffi- 
cient, you must assign additional personnel ((shaHbe 
assigned)) to guard against fire while the actual welding, cut- 
ting, or heating operation is being performed, and for a suffi- 
cient period of time after completion of the work to ensure 
that no possibility of fire exists. You must instruct such per- 
sonnel ((shal-be-imstructed)) as to the specific anticipated fire 
hazards and how the firefighting equipment provided is to be 
used. 

(6) When welding, cutting, or heating is performed on 
walls, floors, and ceilings, since direct penetration of sparks 
or heat transfer may introduce a fire hazard to an adjacent 
area, you must take the same precautions ((shal-be+taken)) on 
the opposite side as are taken on the side on which the weld- 
ing is being performed. 

(7) For the elimination of possible fire in enclosed spaces 
as a result of gas escaping through leaking or improperly 
closed torch valves, you must positively shut off the gas sup- 
ply to the torch ((shal-be-pesitively-shut- eff)) at some point 
outside the enclosed space whenever the torch is not to be 
used or whenever the torch is left unattended for a substantial 
period of time, such as during the lunch period. Overnight 
and at the change of shifts, you must remove the torch and 
hose ((shal-be+remeved)) from the confined space. You must 
immediately remove open end fuel gas and oxygen hoses 
((shal be +mmediately remeved)) from enclosed spaces when 
they are disconnected from the torch or other gas-consuming 
device. 

(8) Except when the contents are being removed or trans- 
ferred, you must keep drums, pails, and other containers, 
which contain or have contained flammable liquids, ((skalHbe 
kept)) closed. You must remove empty containers ((skal-be 
remeved)) to a safe area apart from hot work operations or 
open flames. 

(9) Drums, containers, or hollow structures which have 
contained toxic or flammable substances ((shaH)) must, 
before welding, cutting, or heating is undertaken on them, 
either be filled with water or thoroughly cleaned of such sub- 
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stances and ventilated and tested. For welding, cutting and 
heating on steel pipelines containing natural gas, the pertinent 
portions of regulations issued by the Department of Trans- 
portation, Office of Pipeline Safety, Minimum Federal Safety 
Standards for Gas Pipelines((-skha})) apply. (49 C.F.R. Part 
192, Subpart C.) 

(10) Before heat is applied to a drum, container, or hol- 
low structure, you must provide a vent or opening ((shall be 
previded)) for the release of any built-up pressure during the 
application of heat. 


AMENDATORY SECTION (Amending Order 74-26, filed 
5/7/74, effective 6/6/74) 


WAC 296-155-415 Ventilation and protection in 
welding, cutting, and heating. (1) Mechanical ventilation. 
For purposes of this section, mechanical ventilation ((skaH)) 
must meet the following requirements: 

(a) Mechanical ventilation ((sha)) must consist of either 
general mechanical ventilation systems or local exhaust sys- 
tems. 

(b) General mechanical ventilation ((shaH)) must be of 
sufficient capacity and so arranged as to produce the number 
of air changes necessary to maintain welding fumes and 
smoke within safe limits, as defined in Part B of this chapter. 

(c) Local exhaust ventilation ((shaH)) must consist of 
freely movable hoods intended to be placed by the welder or 
burner as close as practicable to the work. This system 
((shaH)) must be of sufficient capacity and so arranged as to 
remove fumes and smoke at the source and keep the concen- 
tration of them in the breathing zone within safe limits as 
defined in Part B of this chapter. 

(d) Contaminated air exhausted from a working space 
((shaH)) must be discharged into the open air or otherwise 
clear of the source of intake air. 

(e) All air replacing that withdrawn ((shaH)) must be 
clean and respirable. 

(£) You must not use oxygen ((shaH net-be-ased)) for 
ventilation purposes, comfort cooling, blowing dust from 
clothing, or for cleaning the work area. 

(2) Welding, cutting, and heating in confined spaces. 

(a) Except as provided in subdivision (b) of this subsec- 
tion and subdivision (b) of subsection (3) of this section, you 
must provide either general mechanical or local exhaust ven- 
tilation meeting the requirements of subsection (1) of this 
section ((shal-be-previded)) whenever welding, cutting, or 
heating is performed in a confined space. 

(b) When sufficient ventilation cannot be obtained with- 
out blocking the means of access, you must protect employ- 
ees in the confined space ((shalbe-pretected)) by air line res- 
pirators in accordance with the requirements of Part C of this 
chapter, and you must assign an employee on the outside of 
such a confined space ((shaH-be-assigned)) to maintain com- 
munication with those working within it and to aid them in an 
emergency. 

(3) Welding, cutting, or heating of metals of toxic sig- 
nificance. 

(a) You must perform welding, cutting, or heating in any 
enclosed spaces involving the metals specified in this subsec- 


tion ((shallbe-perfermed)) with either general mechanical or 
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local exhaust ventilation meeting the requirements of subsec- 
tion (1) of this section: 

(i) Zinc-bearing base or filler metals or metals coated 
with zinc-bearing materials. 

(11) Lead base metals; 

(iii) Cadmium-bearing filler materials; 

(iv) Chromium-bearing metals or metals coated with 
chromium-bearing materials. 

(b) You must perform welding, cutting, or heating in any 
enclosed spaces involving the metals specified in this subdi- 


vision ((shal-be-perfermed)) with local exhaust ventilation in 


accordance with the requirements of subsection (1) of this 
section, or you must protect employees ((shal-be protected)) 
by air line respirators in accordance with the requirements of 
Part C of this chapter. 

(1) Metals containing lead, other than as an impurity, or 
metals coated with lead-bearing materials; 

(11) Cadmium-bearing or cadmium-coated base metals; 

(iii) Metals coated with mercury-bearing metals; 

(iv) Beryllium-containing base or filler metals. 
Because of its high toxicity, you must perform work involv- 
ing beryllium ((shaH-be-dene)) with both local exhaust venti- 
lation and air line respirators. 

(c) You must protect employees performing such opera- 
tions in the open air ((shal be-pretected)) by filter-type respi- 
rators in accordance with the requirements of Part C of this 
chapter, except that you must protect employees performing 
such operations on beryllium-containing base or filler metals 
((shal-be-pretected)) by air line respirators in accordance 
with the requirements of Part C of this chapter. 

(d) You must protect other employees exposed to the 
same atmosphere as the welders or burners ((shal}-be-pre- 
teeted)) in the same manner as the welder or burner. 

(4) Inert-gas metal-arc welding. 

(a) Since the inert-gas metal-arc welding process 
involves the production of ultraviolet radiation of intensities 
of ((fivetethity)) 5 to 30 times that produced during 
shielded metal-arc welding, the decomposition of chlorinated 
solvents by ultraviolet rays, and the liberation of toxic fuels 
and gases, you must not permit employees ((shal- net be-per- 
mitted)) to engage in, or be exposed to the process until the 
following special precautions have been taken: 

(i) You must keep the use of chlorinated solvents ((shaH 
bekept)) at least 200 feet, unless shielded, from the exposed 
arc, and surfaces prepared with chlorinated solvents ((skal)) 
must be thoroughly dry before welding is permitted on such 
surfaces. 

(ii) You must protect employees in the area not protected 
from the arc by screening ((shal-be-pretected)) by filter 
lenses meeting the requirements of Part C of this chapter. 
When two or more welders are exposed to each other's arc, 
filter lens goggles of a suitable type, meeting the require- 
ments of Part C of this chapter ((skaH-be-vern)) you must 
wear under welding helmets. You must use hand shields to 
protect the welder against flashes and radiant energy ((shaH 
be-used)) when either the helmet is lifted or the shield is 
removed. 

(iii) You must suitably protect welders and other 


employees who are exposed to radiation ((shalH-be-suitably 
pretected)) so that the skin is covered completely to prevent 
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burns and other damage by ultraviolet rays. Welding helmets 
and hand shields ((sha)) must be free of leaks and openings, 
and free of highly reflective surfaces. 

(iv) When inert-gas metal-arc welding is being per- 
formed on stainless steel, you must meet the requirements of 
subdivision (b) of subsection (3) of this section ((shal-be 
met)) to protect against dangerous concentrations of nitrogen 
dioxide. 

(5) General welding, cutting, and heating. 

(a) Welding, cutting, and heating, not involving condi- 
tions or materials described in subsections (2), (3), or (4) of 
this section, may normally be done without mechanical ven- 
tilation or respiratory protective equipment, but where, 
because of unusual physical or atmospheric conditions, an 
unsafe accumulation of contaminants exists, you must pro- 
vide suitable mechanical ventilation or respiratory protective 
equipment ((shall be-previded)). 

(b) You must protect employees performing any type of 
welding, cutting, or heating ((shal-be-pretected)) by suitable 
eye protective equipment in accordance with the require- 
ments of Part C of this chapter. 


AMENDATORY SECTION (Amending Order 74-26, filed 
5/7/74, effective 6/6/74) 


WAC 296-155-420 Welding, cutting, and heating in 
way of preservative coatings. (1) Before welding, cutting, 
or heating is commenced on any surface covered by a preser- 
vative coating whose flammability is not known, a test 
((shaH)) must be made by a competent person to determine its 
flammability. You must consider preservative coatings 
((shalbe-considered)) to be highly flammable when scrap- 
ings burn with extreme rapidity. 

(2) You must take precautions ((shal+be-+taken)) to pre- 
vent ignition of highly flammable hardened preservative 
coatings. When coatings are determined to be highly flamma- 
ble, ((they-shall be-stripped)) you must strip them from the 
area to be heated to prevent ignition. 

(3) Protection against toxic preservative coatings: 

(a) In enclosed spaces, you must strip all surfaces cov- 
ered with toxic preservatives ((shal-be-stripped)) of all toxic 
coatings for a distance of at least ((feur)) 4 inches from the 
area of heat application, or you must protect the employees 
((shal-be-pretected)) by air line respirators, meeting the 
requirements of Part C of this chapter. 

(b) In the open air, you must protect employees ((shalbe 
pretected)) by a respirator, in accordance with requirements 
of Part C of this chapter. 

(4) You must remove the preservative coatings ((shaH-be 
remeved)) a sufficient distance from the area to be heated to 
ensure that the temperature of the unstripped metal will not 
be appreciably raised. Artificial cooling of the metal sur- 
rounding the heating area may be used to limit the size of the 
area required to be cleaned. 


AMENDATORY SECTION (Amending WSR 88-11-021, 
filed 5/11/88) 


WAC 296-155-426 Introduction. This part addresses 
electrical safety requirements that are necessary for the prac- 
tical safeguarding of employees involved in construction 
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work and is divided into ((feur)) 4 major divisions and appli- 
cable definitions as follows: 

(1) Introduction and definitions. Definitions applica- 
ble to this part are contained in WAC 296-155-462. 

(2) Installation safety requirements. Installation safety 
requirements are contained in WAC 296-155-441 through 
296-155-459. Included in this category are electric equip- 
ment and installations used to provide electric power and 
light on ((jebsite)) job site. 

(3) Safety-related work practices. Safety-related work 
practices are contained in WAC 296-155-428 and 296-155- 
429. In addition to covering the hazards arising from the use 
of electricity at ((jebsites)) job sites, these regulations also 
cover the hazards arising from the accidental contact, direct 
or indirect, by employees with all energized lines, above or 
below ground, passing through or near the ((jebsite)) job site. 

(4) Safety-related maintenance and environmental 
considerations. Safety-related maintenance and environ- 
mental considerations are contained in WAC 296-155-432 
and 296-155-434. 

(5) Safety requirements for special equipment. Safety 
requirements for special equipment are contained in WAC 
296-155-437. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-428 General requirements. (1) Protec- 
tion of employees. 

(a) ((Ne-empleyer—shal)) You must not permit an 
employee to work in such proximity to any part of an electric 
power circuit that the employee could contact the electric 
power circuit in the course of work, unless the employee is 
protected against electric shock by ((de-energizing)) deener- 
gizing the circuit and grounding it or by guarding it effec- 
tively by insulation or other means. 

(b) ((Ne-person, tiem, corporation, or agent_of same; 
shall)) You must not require or permit any employee to per- 
form any function in proximity to electrical conductors or to 
engage in any excavation, construction, demolition, repair, or 
other operation, unless and until danger from accidental con- 
tact with said electrical conductors has been effectively 
guarded by ((de-energizing)) deenergizing the circuit and 
grounding it or by guarding it by effective insulation or other 
effective means. 

(c) In work areas where the exact location of under- 
ground electric powerlines is unknown, ((e)) you must not 
begin any activity which may bring employees into contact 
with those powerlines ((shalbegin)) until the powerlines 
have been positively and unmistakably ((de-energized)) 
deenergized and grounded. 

(d) Before work is begun the ((emplteyershal})) you must 
ascertain by inquiry or direct observation, or by instruments, 
whether any part of an energized electric power circuit, 
exposed or concealed, is so located that the performance of 
the work may bring any person, tool, or machine into physi- 
cal or electrical contact with the electric power circuit. (Fhe 
empleyershaH)) You must post and maintain proper warning 
signs where such a circuit exists. ((Fhe-empleyershall)) You 
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must advise employees of the location of such lines, the haz- 
ards involved, and the protective measures to be taken. 


f ASE a Pe pe ones: ne meee alle 


R OR N TNE EEN ONES 


You must not perform any work, nor are you permitted to 
pile, store or otherwise handle any material, nor are you per- 
mitted to erect or dismantle any scaffolding, commercial 
signs, or structures, nor are you permitted to operate any 
tools, machinery or equipment ((eperated)) within the speci- 
fied minimum distances from any energized high voltage 
electrical conductor capable of energizing the material or 
equipment; except where the electrical distribution and trans- 
mission lines have been ((de-energized)) deenergized and 
visibly grounded at point of work, or where insulating barri- 
ers not a part of or an attachment to the equipment have been 
erected, to prevent physical contact with the lines, you must 
operate equipment ((shaH-be-eperated)) proximate to, under, 
over, by, or near energized conductors only in accordance 
with the following: 

(1) For lines rated 50 kV. or below, minimum clearance 
between the lines and any part of the equipment or load 
((shaH-be+ten)) must be 10 feet. 

(ii) For lines rated over 50 kV. minimum, clearance 
between the lines and any part of the equipment or load 
((shal- be+ten)) must be 10 feet plus 0.4 inch or each 1 kV. 
over 50 KV., or twice the length of the line insulator but never 
less than ((ter)) 10 feet. 

(f) Work on energized equipment. Only qualified per- 
sons ((sha)) are permitted to work on electric circuit parts of 
equipment that have not been deenergized under the proce- 
dures of WAC 296-155-429(4). Such persons ((shalt)) must 
be capable of working safely on energized circuits and 
((shaH)) must be familiar with the proper use of special pre- 
cautionary techniques, personal protective equipment, insu- 
lating and shielding materials, and insulated tools. 

(g) Overhead electric lines. Where overhead electric 
conductors are encountered in proximity to a work area, ((the 
emptoyershall)) you must be responsible for: 

(1) Ascertaining the voltage and minimum clearance dis- 
tance required; and 

(11) Maintaining the minimum clearance distance; and 

(iii) Ensuring that the requirements of this section are 
complied with. 

(h) If relocation of the electrical conductors is necessary, 
you must make arrangements ((shaH-be-made)) with the own- 
ers of the lines for such relocation. 

(i) Barriers. 

(i) Barriers ((shaH)) must be of such character and con- 
struction as to effectively provide the necessary protection 
without creating other hazards or jeopardizing the operation 
of the electrical circuits. 

(ii) ((BartiersnstaHed)) You must only install barriers 
within the ((ten)) 10 feet clearance from conductors ((shal-be 
installed onty)) under the supervision of authorized and qual- 
ified persons and this ((shaH)) must include a representative 
of the electrical utility or owner involved. 

(j) Exceptions. 

(i) These rules do not apply to the construction, recon- 
struction, operation, and maintenance, of overhead electrical 
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lines, structures, and associated equipment by authorized and 
qualified electrical workers. 

(11) These rules do not apply to authorized and qualified 
employees engaged in the construction, reconstruction, oper- 
ation, and maintenance, of overhead electrical circuits or con- 
ductors and associated equipment of rail transportation sys- 
tems or electrical generating, transmission, distribution and 
communication systems which are covered by chapters 296- 
45 and 296-32 WAC. 

(k) You must take special precautions ((must—be 
taken)). 

(1) When handling any winch lines, guy wires, or other 
free cable, wire or rope in the vicinity of any electrical con- 
ductors. 

(ii) When pulling a winch line, or other cable or rope 
under energized electrical conductors from a boom, mast, 
pile driver, etc., in such a manner as to make possible an 
approach to within ((ten)) 10 feet of a conductor. 

(iii) When there is possibility of a winch line, cable, etc., 
either becoming disconnected or breaking under load because 
of excessive strain and flipping up into overhead conductors. 

(iv) When placing steel, concrete reinforcement, wire 
mesh, etc. 

(v) When handling pipe or rod sections in connection 
with digging wells or test holes. 

(vi) When moving construction equipment, apparatus, 
machinery, etc., all such movements must avoid striking sup- 
porting structures, guy wires, or other elements of the electri- 
cal utility system causing the conductors to so swing or move 
as to decrease clearances to less than ((ten)) 10 feet from con- 
struction equipment, or to cause them to come together. 

(1) Warning sign required. 

(1) (A#)) You must post and maintain approved durable 
warning sign legible at ((#velve)) 12 feet, reading "It is 
unlawful to operate this equipment within ((ten)) 10 feet of 
electrical conductors" ((shal-be-pested_and-maintained)) in 
plain view of the operator at the controls of each crane, der- 
rick, shovel, drilling rig, pile driver or similar apparatus 
which is capable of vertical, lateral or swinging motion. 

(ii) You must install a similar sign ((shall-benstaHed)) 
on the outside of the equipment and located as to be readily 
visible to mechanics or other persons engaged in the work 
operation. 

(iii) Signs ((shaH})) must be not less than 6" x 8" dimen- 
sions with the word "WARNING" or "DANGER" in large letters 
and painted red across the top and the other letters in black 
painted on yellow background. 

(m) You must consider any overhead wire ((shal-be-con- 
sidered)) to be an energized line until the owner of such line 
or the electrical utility authorities indicate that it is not an 
energized line and it has been visibly grounded. 

(2) Passageways and open spaces. 

(a) You must provide barriers or other means of guarding 
((shal-be-previded)) to ensure that workspace for electrical 
equipment will not be used as a passageway during periods 
when energized parts of electrical equipment are exposed. 

(b) You must keep working spaces, walkways, and simi- 
lar locations ((shal-bekept)) clear of cords so as not to create 
a tripping hazard to employees. 


Permanent [ 190 ] 


Washington State Register, Issue 16-09 


(3) Load ratings. In existing installations, ((ne)) you 
must not make any changes in circuit protection ((shaH-be 
made)) to increase the load in excess of the load rating of the 
circuit wiring. 

(4) Fuses. When fuses are installed or removed with one 
or both terminals energized, you must use special tools insu- 
lated for the voltage ((shalbe-used)). 

(5) Cords and cables. 

(a) (AVern)) You must not use work or frayed electric 
cords or cables ((shal net be-ased)). 

(b) You must not fasten extension cords ((shal-netbe 
fastened)) with staples, ((huag)) hang them from nails, or 
((suspended)) suspend them by wire. 

(6) Interlocks. Only a qualified person following the 
requirements of this section may defeat an electrical safety 
interlock, and then only temporarily while they are working 
on the equipment. The interlock systems ((skaH)) must be 
returned to its operable condition when this work is com- 
pleted. 

(7) Portable electric equipment((—))_- Handling. You 
must handle portable equipment ((shaHtbe-handled)) in a 
manner which will not cause damage. You must not use flex- 
ible electric cords connected to equipment ((shaH netbe 
used)) for raising or lowering the equipment. You must not 
fasten flexible cords ((shaH-netbefastened)) with staples or 
otherwise ((hung)) hang them in such a fashion as could dam- 
age the outer jacket or insulation. 

(8) Visual inspection. When an attachment plug is to be 
connected to a receptacle (including any on a cord set), you 
must first check the relationship of the plug and receptacle 
contacts ((shaH-firstbe-checked)) to ensure they are of proper 
mating configurations. 

(9) Connecting attachment plugs. 

(a) ((Empleyeesthands-shal)) Your hands must not be 
wet when plugging and unplugging flexible cords and cord- 
and plug-connected equipment, if energized equipment is 
involved. 

(b) You must only handle energized plug and receptacle 
connections ((shal-be-handled-only)) with insulating protec- 
tive equipment if the condition of the connection could pro- 
vide a conducting path to the employee's hand (if, for exam- 
ple, a cord connector is wet from being immersed in water). 

(c) You must properly secure locking-type connectors 
((shal be-properly-secured)) after connection. 

(10) Routine opening and closing circuits. You must 
use load rated switches, circuit breakers, or other devices spe- 
cifically designed as disconnecting means ((shal-be-used)) 
for the opening, reversing, or closing of circuits under load 
conditions. You must not use cable connectors not of the 
load-break type, fuses, terminal lugs, and cable splice con- 
nections ((shal- net-be-used)) for such purposes, except in an 
emergency. 

(11) Reclosing circuits after protective device opera- 
tion. After a circuit is deenergized by a circuit protective 
device, you must not manually reenergize the circuit ((shall 
not be- manually reenereized)) until it has been determined 
that the equipment and circuit can be safety energized. This 
repetitive manual reclosing of circuit breakers or reenergiz- 
ing circuits through replaced fuses is prohibited. 
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Note: When it can be determined from the design of the circuit and 
the overcurrent devices involved that the automatic operation 
of a device was caused by an overload rather than a fault con- 
nection, no examination of the circuit or connected equipment 
is needed before the circuit is reenergized. 


(12) Test instruments and equipment((—))_- Use. 
Only qualified persons ((shaH)) must perform testing work on 
electric circuits or equipment. 

(13) Visual inspection. You must visually inspect test 
instruments and equipment and all associated test leads, 
cables, power cords, probes, and connectors ((shalbe-visu- 
aly-tnspeeted) ) for external defects and damage before the 
equipment is used. If there is a defect or evidence of damage 
that might expose an employee to injury, you must remove 
the defective or damaged item ((shal-beremeved)) from ser- 
vice, and you must ensure that no employee ((skaHise)) uses 
it until necessary repairs and tests to render the equipment 
safe have been made. 

(14) Rating of equipment. Test instruments and equip- 
ment and their accessories ((skalt)) must be rated for the cir- 
cuits and equipment to which they will be connected and 
((shaH)) must be designed for the environment in which they 
will be used. 

(15) Occasional use of flammable or ignitible materi- 
als. Where flammable materials are present only occasion- 
ally, you must not use electric equipment capable of igniting 
them ((shaH net-be-used)), unless measures are taken to pre- 
vent hazardous conditions from developing. Such materials 
include, but are not limited to: Flammable gases, vapors, or 
liquids; combustible dust; and ignitible fibers or flyings. 

(16) Work on energized equipment. Only qualified 
persons ((shaH)) must work on electric circuit parts of equip- 
ment that have not been deenergized under the procedures of 
WAC 296-155-429(4). Such persons ((shaH)) must be capa- 
ble of working safely on energized circuits and ((shaH)) must 
be familiar with the proper use of special precautionary tech- 
niques, personal protective equipment, insulating and shield- 
ing materials, and insulated tools. 

(17) Overhead lines. If work is to be performed near 
overhead lines, you must deenergize and ground the lines 
((shall be-deenergizedand-grounded)), or you must provide 


other protective measures ((shal-be-previded)) before work 
is started. If the lines are to be deenergized, you must make 


arrangements ((shal-be-made)) with the person or organiza- 
tion that operates or controls the electric circuits involved to 
deenergize and ground them. If protective measures, such as 
guarding, isolating, or insulating, these precautions ((shaH)) 
must prevent employees from contacting such lines directly 
with any part of their body or indirectly through conductive 
materials, tools, or equipment. 

(18) Unqualified persons. When an unqualified person 
is working in an elevated position, or on the ground, near 
overhead lines, the location ((sha})) must be such that the 
person and the longest conductive object they may contact 
cannot come closer to any unguarded, energized overhead 
line than the following distances: 


(a) For voltages to ground 50kV or below—10 ft.; 


(b) For voltages to ground over 50kV—10 ft. plus 0.4 
inch for every 1kV over 50kV. 
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(19) Qualified persons. When a qualified person is 
working in the vicinity of overhead lines, whether in an ele- 
vated position or on the ground, the person ((shałH)) must not 
approach or take any conductive object without an approved 
insulating handle closer to exposed energized parts that are 
shown in subsection (1)(e) of this section unless: 

(a) The person is insulated from the energized part 
(gloves, with sleeves if necessary), rated for the voltage 
involved are considered to be insulation of the person from 
the energized part on which work is performed; or 

(b) The energized part is insulated both from all other 
conductive objects at a different potential and from the per- 
son; or 

(c) The person is insulated from all conductive objects at 
a potential different from that of the energized part. 

(20) Vehicular and mechanical equipment. 

(a) You must operate any vehicle or mechanical equip- 
ment capable of having parts of its structure elevated near 
energized overhead lines ((shal-be-operated)) so that a clear- 
ance of 10 ft. is maintained. If the voltage is higher than 
50kV, you must increase the clearance ((shalH-be+mereased)) 
0.4 inch for every 1kV over the voltage. However, under any 
of the following conditions, the clearance may be reduced: 

(1) If the vehicle is in transit with its structure lowered, 
the clearance may be reduced to 4 ft. If the voltage is higher 
than 50kV, you must increase the clearance ((shal-be 
inereased)) 0.4 inch for every 1kV over that voltage. 

(11) If insulating barriers are installed to prevent contact 
with the lines, and if the barriers are rated for the voltage of 
the line being guarded and are not a part of or an attachment 
to the vehicle or its raised structure, the clearance may be 
reduced to a distance within the designed working dimen- 
sions of the insulating barrier. 

(b) If the equipment is an aerial lift insulated for the volt- 
age involved, and if the work is performed by a qualified per- 
son, the clearance (between the uninsulated portion of the 
aerial lift and the power line) may be reduced to the distance 
given in (a) through (d) of this subsection. 

(c) Employees standing on the ground ((skha#})) must not 
contact the vehicle or mechanical equipment or any of its 
attachments, unless: 

(1) The employee is using protective equipment rated for 
the voltage; or 

(11) The equipment is located so that no uninsulated part 
of its structure (that portion of the structure that provides a 
conductive path to employees on the ground) can come closer 
to the line than permitted in this section. 

(d) If any vehicle or mechanical equipment capable of 
having parts of its structure elevated near energized overhead 
lines is of grounding ((sha})) must not stand at the grounding 
location whenever there is a possibility of overhead line con- 
tact. You must take additional precautions, such as the use of 
barricades or insulation, ((skaH-betakenr)) to protect employ- 
ees from hazardous ground potentials, depending on earth 
resistivity and fault currents, which can develop within the 
first few feet or more outward from the grounding point. 

(21) Illumination. 

(a) Employees ((shaH)) must not enter spaces containing 
exposed energized parts, unless illumination is provided that 
enables the employees to perform the work safely. 
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(b) Where lack of illumination or an obstruction pre- 
cludes observation of the work to be performed, employees 
((shaH)) must not perform tasks near exposed energized parts. 
Employees ((sha)) must not reach blindly into areas which 
may contain energized parts. 

(22) Confined or enclosed space (such as a manhole or 
vault) that contains exposed energized parts, ((the-empleyer 
shall)) you must provide, and the employee ((skaH)) must 
use, protective shields, protective barriers, or insulating 
materials as necessary to avoid inadvertent contact with these 
parts. You must secure doors, hinged panels, and the like 
((shaH be-seeured)) to prevent their swinging into an 
employee and causing the employee to contact exposed ener- 
gized parts. 

(23) Conductive materials and equipment. You must 
handle conductive materials and equipment that are in con- 
tact with any part of an employee's body ((shaH-be-handled)) 
in a manner that will prevent them from contacting exposed 
energized conductors or circuit parts. If an employee handles 
long dimensional conductive objects (such as ducts and 
pipes) practices (such as the use of insulation, guarding, and 
material handling techniques) which will minimize the haz- 
ard. 


(24) Portable ladders. Portable ladders ((shaH)) must 
have nonconductive siderails if they are used where the 
employee or the ladder could contact exposed energized 
parts. 

(25) Conductive apparel. You must not wear conduc- 
tive articles of jewelry and clothing (such as watch bands, 
bracelets, rings, key chains, necklaces, metalized aprons, 
cloth with conductive thread, or metal headgear) ((shaH-net 
be-vern)) if they might contact exposed energized parts. 

(26) Housekeeping duties. 

(a) Where live parts present an electrical contact hazard, 
employees ((shaH)) must not perform housekeeping duties at 
such close distances to the parts that there is a possibility of 
contact, unless adequate safeguards (such as insulating 
equipment or barriers) are provided. 

(b) You must not use electrically conductive cleaning 
materials (including conductive solids such as steel wool, 
metalized cloth, and silicon carbide, as well as conductive 
liquid solutions) ((shaH-net-be-used)) in proximity to ener- 
gized parts unless procedures are followed which will pre- 
vent electrical contact. 


AMENDATORY SECTION (Amending WSR 04-15-105, 
filed 7/20/04, effective 11/1/04) 


WAC 296-155-429 Lockout and tagging of circuits. 
(1) Controls. You must tag and padlock controls that are 
deactivated during the course of work on energized or deen- 
ergized equipment or circuits ((shaH betagged-and-pad 
leeked)) in the open position. 

(2) Equipment and circuits. You must render equip- 
ment or circuits that are deenergized ((shal be+endered)) 
inoperative and ((have)) attach tags and locked padlocks 
((attached)) at all points where such equipment or circuits can 
be energized. 


(3) Tags. You must place tags ((shalbe-placed)) to iden- 
tify plainly the equipment or circuits being worked on. 
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(4) Lockout and tagging. While any employee is 
exposed to contact with parts of fixed electric equipment or 
circuits which have been deenergized, you must lock out, tag, 
or both the circuits energizing the parts ((shaH-beteecked out 
ertageed or beth)) according to the requirements of this sec- 
tion. You must follow the requirements ((shal -be-feHewed)) 
in the order in which they are presented (i.e., (a) of this sub- 
section first, then (b) of this subsection). 


Note 1: As used in this section, fixed equipment refers to equipment 
fastened in connected by permanent wiring methods. 

Note 2: Lockout and tagging procedures that comply with chapter 296- 

803 WAC will also be deemed to comply with this subsection 

provided that: 

1. The procedures address the electrical safety hazards covered 

by this part; and 

2. The procedures also incorporate the requirements of (c)(iv) 

and (d)(ii) of this subsection. 


(a) Procedures. ((Fhe-empleyershal)) You must main- 


tain a written copy of the procedures outlined in this subsec- 
tion and ((shal)) you must make it available for inspection by 
employees and by the director and his/her authorized repre- 
sentative. 


Note: The written procedures may be in the form of a copy of this 
section, WAC 296-155-429. 
(b) Deenergizing equipment. 


(1) ((Safe)) You must determine procedures for deener- 
gizing circuits and equipment ((shaH-be-determined)) before 
circuits or equipment are deenergized. 


(ii) You must disconnect the circuits and equipment to be 
worked on ((shall- be-diseonnected)) from all electric energy 
sources. You must not use control circuit devices, such as 
push buttons, selector switches, and interlocks, ((shalH netbe 
used)) as the sole means for deenergizing circuits or equip- 
ment. You must not use interlocks for electric equipment 
((shalH net beused)) as a substitute for lockout and tagging 
procedures. 


(iii) You must release stored electric energy which might 
endanger personnel ((shal be released—Capaciters-shal be 


discharged-and)). You must discharge capacitors and you 
must short-circuit and ground high capacitance elements 


((shal-be short-circuited and ereunded)), if the stored electric 


energy might endanger personnel. 


Note: If the capacitors or associated equipment are handled in meet- 


ing this requirement, ((they-shal-be+treated)) you must treat 
them as energized. 


(iv) You must block or relieve stored nonelectrical 
energy in devices that could reenergize electric circuit parts 
((shal be-blecked or releved)) to the extent that the circuit 
parts could not be accidentally energized by the device. 


(c) Application of locks and tags. 


(i) You must place a lock and a tag ((shal-be-placed)) on 
each disconnecting means used to deenergize circuits and 


equipment on which work is to be performed, except as pro- 
vided in (c)(iii) and (v) of this subsection. You must attach 
the lock ((shal be-attached)) to prevent persons from operat- 
ing the disconnecting means unless they resort to undue force 
or the use of tools. 
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(ii) Each tag ((shaH)) must contain a statement prohibit- 
ing unauthorized operation of the disconnecting means and 
removal of the tag. 

(iii) If a lock cannot be applied, or if ((the-empleyer)) 
you can demonstrate that tagging procedures will provide a 
level of safety equivalent to that obtained by the use of a lock, 
a tag may be used without a lock. 

(iv) You must supplement a tag used without a lock, as 
permitted by item (iii) of this subsection, ((shall be-supple- 
mented)) by at least one additional safety measure that pro- 
vides a level of safety equivalent to that obtained by the use 
of a lock. Examples of additional safety measures include the 
removal of an isolating circuit element, blocking of a con- 
trolling switch, or opening of an extra disconnecting device. 

(v) A lock may be placed without a tag only under the 
following conditions: 

(A) Only one circuit or piece of equipment is deener- 
gized; and 

(B) The lockout period does not extend beyond the work 
shifts; and 

(C) Employees exposed to the hazards associated with 
reenergizing the circuit or equipment are familiar with this 
procedure. 

(d) Verification of deenergized condition. You must 
meet the requirements of this subsection ((shal-be-met)) 
before any circuits or equipment can be considered and 
worked as deenergized. 

(i) A qualified person ((shaH)) must operate the equip- 
ment operating controls or otherwise verify that the equip- 
ment cannot be restarted. 

(ii) A qualified person ((shaH)) must use test equipment 
to test the circuit elements and electrical parts of equipment 
to which employees will be exposed and ((shaH)) must verify 
that the circuit elements and equipment parts are deenergized. 
The test ((shaH)) must also determine if any energized condi- 
tions exists as a result of inadvertently induced voltage or 
unrelated voltage backfeed even though specific parts of the 
circuit have been deenergized and presumed to be safe. If the 
circuit to be tested is over 600 volts, nominal, the test equip- 
ment ((shaH)) must be checked for proper operation immedi- 
ately before and immediately after this test. 

(e) Reenergizing equipment. These requirements 
((shaH)) must be met, in the order given, before circuits or 
equipment are reenergized, even temporarily. 

(i) A qualified person ((shaH)) must conduct tests and 
visual inspections, as necessary, to verify that all tools, elec- 
trical jumpers, shorts, grounds, and other such devices have 
been removed, so that the circuits and equipment can be 
safely energized. 

(ii) You must warn employees exposed to the hazards 
associated with reenergizing the circuit or equipment ((shaH 
be-warned)) to stay clear of circuits and equipment. 

(iii) Each lock and tag ((shalt)) must be removed by the 
employee who applied it or under his or her direct supervi- 
sion. However, if this employee is absent from the work 
place, then the lock or tag may be removed by a qualified per- 
son designated to perform this task provided that: 

(A) (¢ )) You ensure that the 
employee who applied the lock or tag is not available at the 
work place; and 
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(B) ((Fhe—empleyer—ensures)) You ensure that the 


employee is aware that the lock or tag has been removed 
before he or she resumes work at that work place. 

(iv) There ((shaH)) must be a visual determination that 
all employees are clear of the circuits and equipment. 


AMENDATORY SECTION (Amending WSR 88-11-021, 
filed 5/11/88) 


WAC 296-155-432 Maintenance of equipment. ((Fhe 
empleyershalt)) You must ensure that all wiring components 
and utilization equipment in hazardous locations are main- 
tained in a dust-tight, dust-ignition-proof, or explosion-proof 
condition, as appropriate. There ((shałt)) must be no loose or 
missing screws, gaskets, threaded connections, seals, or other 
impairments to a tight condition. 


AMENDATORY SECTION (Amending WSR 88-11-021, 
filed 5/11/88) 


WAC 296-155-434 Environmental deterioration of 
equipment. (1) Deteriorating agents. 

(a) Unless identified for use in the operating environ- 
ment, ((ne)) you must not locate any conductors or equip- 
ment ((shaH-beteeated)): 

(1) In damp or wet locations; 

(ii) Where exposed to gases, fumes, vapors, liquids, or 
other agents having a deteriorating effect on the conductors 
or equipment; or 

(iii) Where exposed to excessive temperatures. 

(b) You must protect control equipment, utilization 
equipment, and busways approved for use in dry locations 
only ((shaH-be-pretected)) against damage from the weather 
during building construction. 

(2) Protection against corrosion. Metal raceways, 
cable armor, boxes, cable sheathing, cabinets, elbows, cou- 
plings, fittings, supports, and support hardware ((shaH)) must 
be of materials appropriate for the environment in which they 
are to be installed. 


AMENDATORY SECTION (Amending WSR 88-11-021, 
filed 5/11/88) 


WAC 296-155-437 Batteries and battery charging. 
(1) General requirements. 

(a) You must locate batteries of the unsealed type ((shalt 
beteeated)) in enclosures with outside vents or in well venti- 
lated rooms and ((shal be-arranged)) you must arrange them 
so as to prevent the escape of fumes, gases, or electrolyte 
spray into other areas. 

(b) You must provide ventilation ((shal-be-previded)) to 
ensure diffusion of the gases from the battery and to prevent 
the accumulation of an explosive mixture. 

(c) Racks and trays ((shaH)) must be substantial and 
((shaH)) must be treated to make them resistant to the electro- 
lyte. 

(d) Floors ((shalt)) must be of acid resistant construction 
unless protected from acid accumulations. 

(e) You must provide face shields, aprons, and rubber 


gloves ((shal-be previded-forandsvern by)) for workers han- 


dling acids or batteries and workers must wear them. 
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(f) You must provide facilities for quick drenching of the 
eyes and body ((shal be previdedawithin orentyfire)) within 
25 feet (7.62 m) of battery handling areas. 

(g) You must provide facilities ((shal-be-previded)) for 
flushing and neutralizing spilled electrolyte and for fire pro- 
tection. 

(2) Charging. 

(a) Battery charging installations ((shaH)) must be 
located in areas designated for that purpose. 

(b) You must protect charging apparatus ((shaH-be-pre- 
teeted)) from damage by trucks. 

(c) When batteries are being charged, you must keep the 
vent caps ((shall bekept)) in place to avoid electrolyte spray. 
You must maintain vent caps ((shaH-be+maitained)) in func- 
tioning condition. 


AMENDATORY SECTION (Amending WSR 02-12-098, 
filed 6/5/02, effective 8/1/02) 


WAC 296-155-441 Applicability. (1) Covered. WAC 
296-155-441 through 296-155-459 contain installation safety 
requirements for electrical equipment and installations used 
to provide electric power and light at the ((jebs#te)) job site. 
These sections apply to installations, both temporary and per- 
manent, used on the ((jebsite)) job site; but these sections do 
not apply to existing permanent installations that were in 
place before the construction activity commenced. 

Note: If the electrical installation is made in accordance with the 
National Electrical Code ANSI/NFPA 70-1984, exclusive of 
formal interpretations and tentative interim amendments, it will 
be deemed to be in compliance with WAC 296-155-444 
through 296-155-459, except for WAC 296-155-447 (2)(a) and 
296-155-449 (1)(b)(ii)(E), (F), (G), and (J). 


(2) Not covered. WAC 296-155-441 through 296-155- 
459 do not cover installations used for the generation, trans- 
mission, and distribution of electric energy, including related 
communication, metering, control, and transformation instal- 
lations. (However, these regulations do cover portable and 
vehicle-mounted generators used to provide power for equip- 
ment used at the ((jebsite)) job site.) See the National Electri- 
cal Safety Code (NESC). 


AMENDATORY SECTION (Amending WSR 93-19-142, 
filed 9/22/93, effective 11/1/93) 


WAC 296-155-444 General requirements. (1) 
Approval. All electrical conductors and equipment ((ska})) 
must be approved. 

(2) Examination, installation, and use of equipment. 

(a) Examination. ((Fhe-empleyer—shaH)) You must 
ensure that electrical equipment is free from recognized haz- 
ards that are likely to cause death or serious physical harm to 
employees. You must determine safety of equipment ((shaH 
be-determined)) on the basis of the following considerations: 

(1) Suitability for installation and use in conformity with 
the provisions of this part. Suitability of equipment for an 
identified purpose may be evidenced by listing, labeling, or 
certification for that identified purpose. 

(ii) Mechanical strength and durability, including, for 
parts designed to enclose and protect other equipment, the 
adequacy of the protection thus provided. 
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(iii) Electrical insulation. 

(iv) Heating effects under conditions of use. 

(v) Arcing effects. 

(vi) Classification by type, size, voltage, current capac- 
ity, specific use. 

(vii) Other factors which contribute to the practical safe- 
guarding of employees using or likely to come in contact with 
the equipment. 

(b) Installation and use. You must install listed, 
labeled, or certified equipment ((shal-beinstaHed)) and used 
in accordance with instructions included in the listing, label- 
ing, or certification. 

(3) Interrupting rating. Equipment intended to break 
current ((shaH)) must have an interrupting rating at system 
voltage sufficient for the current that must be interrupted. 

(4) Mounting and cooling of equipment. 

(a) Mounting. You must firmly secure electric equip- 
ment ((shal-be-frmby-seeured)) to the surface on which it is 
mounted. You must not use wooden plugs driven into holes 
in masonry, concrete, plaster, or similar materials ((shal-net 
be-used)). 

(b) Cooling. You must install electrical equipment 
which depends upon the natural circulation of air and convec- 
tion principles for cooling of exposed surfaces ((shal-be 
instatted)) so that room air flow over such surfaces is not pre- 
vented by walls or by adjacent installed equipment. For 
equipment designed for floor mounting, you must provide 
clearance between top surfaces and adjacent surfaces ((shalt 
be-previded)) to dissipate rising warm air. You must install 
electrical equipment provided with ventilating openings 
((shal-be-+mstaHed)) so that walls or other obstructions do not 
prevent the free circulation of air through the equipment. 

(5) Splices. You must splice or join conductors ((shalbe 
splced-orjeined)) with splicing devices designed for the use 
or by brazing, welding, or soldering with a fusible metal or 
alloy. ((Seldered-splees-shal first be-se-spleed or yoined)) 
You must first splice or join soldered splices so as to be 
mechanically and electrically secure without solder and then 
soldered. All splices and joints and the free ends of conduc- 
tors ((shaH)) must be covered with an insulation equivalent to 
that of the conductors or with an insulating device designed 
for the purpose. 

(6) Arcing parts. Parts of electric equipment which in 
ordinary operation produce arcs, sparks, flames, or molten 
metal ((shaH)) must be enclosed or separated and isolated 
from all combustible material. 

(7) Marking. You must not use electrical equipment 
((shaH netbe-ased)) unless the manufacturer's name, trade- 
mark, or other descriptive marking by which the organization 
responsible for the product may be identified is placed on the 
equipment and unless other markings are provided giving 
voltage, current, wattage, or other ratings as necessary. The 
marking((sha)) must be of sufficient durability to withstand 
the environment involved. 

(8) Identification of disconnecting means and cir- 
cuits. You must legibly mark each disconnecting means 
required by this part for motors and appliances ((shaHbetegs- 
ibly-marked)) to indicate its purpose, unless located and 
arranged so the purpose is evident. You must legibly mark 
each service, feeder, and branch circuit, at its disconnecting 
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means or overcurrent device, ((shal betesibly marked)) to 


indicate its purpose, unless located and arranged so the pur- 
pose is evident. These markings ((shaH)) must be of sufficient 
durability to withstand the environment involved. 

(9) Construction site. You must take precautions ((shaH 
be-+taken)) to make any necessary open wiring inaccessible to 
unauthorized personnel. 

(10) 600 volts, nominal, or less. This subsection applies 
to equipment operating at 600 volts, nominal, or less. 

(a) Working space about electric equipment. You 
must provide sufficient access and working space ((shal- be 
previded)) and maintained about all electric equipment to 
permit ready and safe operation and maintenance of such 
equipment. 

(i) Working clearances. Except as required or permitted 
elsewhere in this part, the dimension of the working space in 
the direction of access to live parts operating at 600 volts or 
less and likely to require examination, adjustment, servicing, 
or maintenance while alive ((shaH)) must not be less than 
indicated in Table I-1. In addition to the dimensions shown in 
Table I-1, workspace ((shalt)) must not be less than ((thitty)) 
30 inches (762 mm) wide in front of the electric equipment. 
You must measure distances ((shal-be-measured)) from the 
live parts if they are exposed, or from the enclosure front or 
opening if the live parts are enclosed. Walls constructed of 
concrete, brick, or tile are considered to be grounded. Work- 
ing space is not required in back of assemblies such as dead- 
front switchboards or motor control centers where there are 
no renewable or adjustable parts such as fuses or switches on 
the back and where all connections are accessible from loca- 
tions other than the back. 


Table I-1 
Working Clearances 


Minimum Clear Distance for 


Nominal Voltage Conditions ' 

to Ground (a) (b) (c) 
Feet ? Feet? Feet? 

02150 E 3 3 3 3 

151-600 ........... 3 31/2 4 


1 Conditions (a), (b), and (c) are as follows: (a) Exposed live parts on one 
side and no live or grounded parts on the other side of the working space, 
or exposed live parts on both sides effectively guarded by insulating 
material. Insulated wire or insulated busbars operating at not over 300 
volts are not considered live parts. (b) Exposed live parts on one side and 
grounded parts on the other side. (c) Exposed live parts on both sides of 
the workspace not guarded provided in condition (a) with the operator 
between. 


2 Note: For International System of Units (S1): One foot = 0.3048m. 


(ii) Clear spaces. You must not use working space 
required by this part ((shal- nette)) used for storage. When 
normally enclosed live parts are exposed for inspection or 
servicing, you must guard the working space, if in a passage- 
way or general open space((;-shaH-be-guarded)). 

(iii) Access and entrance to working space. You must 


provide at least one entrance ((shaH-be-previded)) to give 
access to the working space about electric equipment. 
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(iv) Front working space. Where there are live parts 
normally exposed on the front of switchboards or motor con- 
trol centers, the working space in front of such equipment 
((shaH)) must not be less than ((three)) 3 feet (914 mm). 

(v) Headroom. The minimum headroom of working 
spaces about service equipment, switchboards, panelboards, 
or motor control centers ((shaH-be-sixfeetthree)) must be 6 
feet 3 inches (1.91 m). 

(b) Guarding of live parts. 

(i) Except as required or permitted elsewhere in this part, 
you must guard live parts of electric equipment operating at 
50 volts or more ((shal-be-guarded)) against accidental con- 
tact by cabinets or other forms of enclosures, or by any of the 
following means: 

(A) By location in a room, vault, or similar enclosure 
that is accessible only to qualified persons. 

(B) By partitions or screens so arranged that only quali- 
fied persons will have access to the space within reach of the 
live parts. Any openings in such partitions or screens ((shaH)) 
must be so sized and located that persons are not likely to 
come into accidental contact with the live parts or to bring 
conducting objects into contact with them. 

(C) By location on a balcony, gallery, or platform so ele- 
vated and arranged as to exclude unqualified persons. 

(D) By elevation of ((eight)) 8 feet (2.44 m) or more 
above the floor or other working surface and so installed as to 
exclude unqualified persons. 

(ii) In locations where electric equipment would be 
exposed to physical damage, you must arrange enclosures or 
guards ((shalH-be-se-arranged)) and ensure that they are of 
such strength so as to prevent such damage. 

(iii) You must mark entrances to rooms and other 
guarded locations containing exposed live parts ((shal-be 
marked)) with conspicuous warning signs forbidding unqual- 
ified persons to enter. 

(11) Over 600 volts, nominal. 

(a) General. Conductors and equipment used on circuits 
exceeding 600 volts, nominal, ((skaHt)) must comply with all 
applicable provisions of subsections (1) through (7) of this 
section and with the following provisions which supplement 
or modify those requirements. The provisions of (b), (c), and 
(d) of this subsection do not apply to equipment on the supply 
side of the service conductors. 

(b) Enclosure for electrical installations. Electrical 
installations in a vault, room, closet or in an area surrounded 
by a wall, screen, or fence, access to which is controlled by 
lock and key or other equivalent means, are considered to be 
accessible to qualified persons only. A wall, screen, or fence 
less than ((eight)) 8 feet (2.44 m) in height is not considered 
adequate to prevent access unless it has other features that 
provide a degree of isolation equivalent to an ((e#¢ht-feet)) 8- 
foot (2.44 m) fence. You must keep the entrances to all build- 
ings, rooms or enclosures containing exposed live parts or 
exposed conductors operating at over 600 volts, nominal, 
((shall be-kept)) locked or ((shaH)) they must be under the 
observation of a qualified person at all times. 

(1) Installations accessible to qualified persons only. 
Electrical installations having exposed live parts ((skhaH)) 
must be accessible to qualified persons only and ((shaH)) 
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must comply with the applicable provisions of (c) of this sub- 
section. 

(ii) Installations accessible to unqualified persons. 
Electrical installations that are open to unqualified persons 
((shaH)) must be made with metal-enclosed equipment or 
((shaH)) must be enclosed in a vault or in an area, access to 
which is controlled by a lock. Metal-enclosed switchgear, 
unit substations, transformers, pull boxes, connection boxes, 
and other similar associated equipment ((skal)) must be 
marked with appropriate caution signs. If equipment is 
exposed to physical damage from vehicular traffic, you must 
provide guards ((shalbe-previded)) to prevent such damage. 
Ventilating or similar openings in metal-enclosed equipment 
((shalH)) must be designed so that foreign objects inserted 
through these openings will be deflected from energized 
parts. 

(c) Workspace about equipment. You must provide 
and maintain sufficient space ((shal be-previded and matt 
tained)) about electric equipment to permit ready and safe 
operation and maintenance of such equipment. Where ener- 
gized parts are exposed, the minimum clear workspace 
((shaH)) must not be less than ((s#x -feet-six)) 6 feet 6 inches 
(1.98 m) high (measured vertically from the floor or plat- 
form,) or less than ((three)) 3 feet (914 mm) wide (measured 
parallel to the equipment.) The depth ((sha#)) must be as 
required in Table I-2. The workspace ((shaH})) must be ade- 
quate to permit at least a ((nmety)) 90 degree opening of 
doors or hinged panels. 

(1) Working space. The minimum clear working space 
in front of electric equipment such as switchboards, control 
panels, switches, circuit breakers, motor controllers, relays, 
and similar equipment ((sha)) must not be less than speci- 
fied in Table I-2 unless otherwise specified in this part. You 
must measure distances ((shal-be-measured)) from the live 
parts if they are exposed, or from the enclosure front or open- 
ing if the live parts are enclosed. However, working space is 
not required in back of equipment such as deadfront switch- 
boards or control assemblies where there are no renewable or 
adjustable parts (such as fuses or switches) on the back and 
where all connections are accessible from locations other 
than the back. Where rear access is required to work on ((de- 


enersized)) deenergized parts on the back of enclosed equip- 
ment, you must provide a minimum working space of 


((thirty)) 30 inches (762 mm) horizontally ((shaH -be-pre- 


Table I-2 
Minimum Depth of Clear Working 
Space in Front of Electric Equipment 


Minimum Clear Distance for 


Nominal Voltage Conditions ' 
to Ground (a) (b) (c) 
Feet ? Feet? Feet? 
601 to 2,500 ............06. 3 4 5 
2,501 to 9,000 .............. 4 5 6 
9,001 to 25,000 ............. 5 6 9 
25,001 to 75kKV ............. 6 8 10 
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Minimum Clear Distance for 


Nominal Voltage Conditions ' 
to Ground (a) (b) (c) 
Feet ? Feet? Feet? 
Above 75kV ...........204. 8 10 12 


1 Conditions (a), (b), and (c) are as follows: (a) Exposed live parts on one 
side and no live or grounded parts on the other side of the working space, 
or exposed live parts on both sides effectively guarded by insulating 
materials. Insulated wire or insulated busbars operating at not over 300 
volts are not considered live parts. (b) Exposed live parts on one side and 
grounded parts on the other side. Walls constructed of concrete, brick, or 
the tile are considered to be grounded surfaces. (c) Exposed live parts on 
both sides of the workspace (not guarded as provided in Condition (a)) 
with the operator between. 


2 Note: For S1 units: One foot = 0.3048m. 


(ii) Lighting outlets and points of control. You must 
arrange the lighting outlets ((shal-be-se-arranged)) so that 
persons changing lamps or making repairs on the lighting 
system will not be endangered by live parts or other equip- 
ment. You must locate the points of control ((shaH-bese 
leeated)) so that persons are not likely to come in contact 
with any live part or moving part of the equipment while 
turning on the lights. 

(iii) Elevation of unguarded live parts. ((Unguarded)) 
You must maintain live parts above working space ((shal-be 
maintained)) at elevations not less than specified in Table I-3. 


Table I-3 
Elevation of Unguarded 
Energized Parts Above Working Space 


Nominal Voltage to 


Between Phases Minimum Elevation 


601 to 7,500 ...............0. 8 feet 6 inches! 

7,501 to 35,000 .............00. 9 feet 

Over. 35kV cee5t200%e Li hies aa 9 feet + 0.37 inches 
per kV above 35kV 


1 Note: For S1 units: One inch = 25.4mm, one foot = 0.3048m. 


(d) Entrance and access to workspace. You must pro- 
vide at least one entrance not less than ((twenty—feur)) 24 
inches (610 mm) wide and ((stxfeet-six)) 6 feet 6 inches 
(1.98 m) high ((shall be-previded)) to give access to the work- 
ing space about electric equipment. On switchboard and con- 
trol panels exceeding ((ferty-etght)) 48 inches (1.22 m) in 
width, there ((shaH)) must be one entrance at each end of such 
board where practicable. Where bare energized parts at any 
voltage or insulated energized parts above 600 volts are 


located adjacent to such entrance, ((they-shal-be-euarded)) 


you must guard them. 


(12) Welding and cutting equipment. Welding and cut- 
ting equipment ((shaH)) must meet the requirements specified 
in Parts D and H of this chapter. 
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AMENDATORY SECTION (Amending WSR 93-19-142, 
filed 9/22/93, effective 11/1/93) 


WAC 296-155-447 Wiring design and protection. (1) 
Use and identification of grounded and grounding con- 
ductors. 

(a) Identification of conductors. A conductor used as a 
grounded conductor ((skaH)) must be identifiable and distin- 
guishable from all other conductors. A conductor used as an 
equipment grounding conductor ((shaH)) must be identifiable 
and distinguishable from all other conductors. 

(b) Polarity of connections. ((Ne)) You must not attach 
any grounded conductor ((shaH-be-attached)) to any terminal 
or lead so as to reverse designated polarity. 

(c) Use of grounding terminals and devices. You must 
not use a grounding terminal or grounding-type device on a 
receptacle, cord connector, or attachment plug ((shalH-netbe 
used)) for purposes other than grounding. 

(2) Branch circuits. 

(a) Ground-fault protection. 

(i) General. ((Fhe-employer-shal)) You must use either 
ground-fault circuit interrupters as specified in (a)(ii) of this 
subsection or an assured equipment grounding conductor 
program as specified in (a)(iii) of this subsection to protect 
employees on construction sites. These requirements are in 
addition to any other requirements for equipment grounding 
conductors. 

(ii) Ground-fault circuit interrupters. All 120-volt, 
single-phase, 15-ampere and 20-ampere receptacle outlets on 
construction sites, which are not a part of the permanent wir- 
ing of the building or structure and which are in use by 
employees, ((shal})) must have approved ground-fault circuit 
interrupters for personnel protection. Receptacles on a two- 
wire, single-phase portable or vehicle-mounted generator 
rated not more than 5kW, where the circuit conductors of the 
generator are insulated from the generator frame and all other 
grounded surfaces, need not be protected with ground-fault 
circuit interrupters. 

(iii) Assured equipment grounding conductor pro- 
gram. ((Fhe-empleyershall)) You must establish and imple- 
ment an assured equipment grounding conductor program on 
construction sites covering all cord sets, receptacles which 
are not a part of the building or structure, and equipment con- 
nected by cord and plug which are available for use or used 
by employees. This program ((shaH)) must comply with the 
following minimum requirements: 

(A) A written description of the program, including the 
specific procedures adopted by ((the-empleyershall})) you, 
must be available at the ((jebsite)) job site for inspection and 
copying by the director and any affected employee. 

(B) ((Fhe-empleyer-shaH)) You must designate one or 
more competent persons (as defined in WAC 296-155- 
012(4)) to implement the program, and to perform continuing 
tests and inspections as required. 

(C) You must visually inspect each cord set, attachment 
cap, plug and receptacle of cord sets, and any equipment con- 
nected by cord and plug, except cord sets and receptacles 
which are fixed and not exposed to damage, ((shalbe-visu- 
allyinspeeted)) before each day’ s use for external defects, 
such as deformed or missing pins or insulation damage, and 
for indications of possible internal damage. You must not use 
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equipment found damaged or defective ((shalnotbe-used)) 
until repaired. 

(D) You must perform the following tests ((shalH-be-per- 
fermed)) on all cord sets, receptacles which are not a part of 
the permanent wiring of the building or structure, and cord- 
connected and plug-connected equipment required to be 
grounded: 

(I) You must test all equipment grounding conductors 
((shal betested)) for continuity and ((shaH)) found to be 
electrically continuous. 

(II) You must test each receptacle and attachment cap or 
plug ((shaH-be+tested)) for correct attachment of the equip- 
ment grounding conductor. The equipment grounding con- 
ductor((shal})) must be connected to its proper terminal. 

(HI) You must test each outlet receptacle, or power 
source ((shal-be-+tested)) to ensure proper polarity. 

(E) You must perform all required tests ((shall-be-per- 
formed)): 

(I) Before first use; 

(II) Before equipment is returned to service following 
any repairs; 

(HI) Before equipment is used after any incident which 
can be reasonably suspected to have caused damage (for 
example, when a cord set is run over); and 

(IV) At intervals not to exceed ((three)) 3 months, except 
that you must test cord sets and receptacles which are fixed 
and not exposed to damage ((shal-be+tested)) at intervals not 
exceeding 6 months. 

(F) ((Fhe-empteyershal})) You must not make available 
or permit the use by employees of any equipment which has 
not met the requirements of (a)(iii) of this subsection. 

(G) You must record tests performed as required in this 
subsection ((shaH-be+eeorded)). This test record ((shaH)) 
must identify each receptacle, cord set, and cord-connected 
and plug-connected equipment that passed the test and 
((shaH)) must indicate the last date it was tested or the inter- 
val for which it was tested. You must keep this record ((shaH 
be-kept)) by means of logs, color coding, or other effective 
means and ((shal-be-maintained)) you must maintain it until 
replaced by a more current record. You must make the record 
((shalbe-made)) available on the ((jebs#te)) job site for 
inspection by the director and any affected employee. 

(b) Outlet devices. Outlet devices ((shal})) must have an 
ampere rating not less than the load to be served and ((skaH)) 
must comply with the following: 

(1) Single receptacles. A single receptacle installed on 
an individual branch circuit ((shaH)) must have an ampere 
rating of not less than that of the branch circuit. 

(ii) Two or more receptacles. Where connected to a 
branch circuit supplying two or more receptacles or outlets, 
receptacle ratings ((shaH)) must conform to the values listed 
in Table I-4. 

(iii) Receptacles used for the connection of motors. 
The rating of an attachment plug or receptacle used for cord- 
connection and plug-connection of a motor to a branch circuit 
((shaH)) must not exceed 15 amperes at 125 volts or 10 
amperes at 250 volts if individual overload protection is 
omitted. 
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Table I-4 
Receptacle Ratings for Various Size 
Circuits 
Receptacle 
Rating 

Circuit Rating Amperes Amperes 
TS Macon, Sens so denlinn ae aD epee eA Sasa ee eels ae Ca ake Not Over 15 
QO EE Sa Mie he a hate bd abies? MAIEe He eed 15 or 20 
SOn carte tai E e AT A Ara Cain Ne Na 30 
WO dss rats aCavbr shane aoe E a tive e, aR AT a ier eae 40 or 50 
Se a yrkt aana tee eee sea wet 50 


(3) Outside conductors and lamps. 

(a) 600 volts, nominal, or less. (a)(i) through (iv)(D) of 
this subsection apply to branch circuit, feeder, and service 
conductors rated 600 volts, nominal, or less and run outdoors 
as open conductors. 

(1) Conductors on poles. Conductors supported on poles 
((shaH)) must provide a horizontal climbing space not less 
than the following: 

(A) Power conductors below communication conduc- 
tors: 30 inches (762 mm). 

(B) Power conductors alone or above communication 
conductors: 300 volts or less—24 inches (610 mm); more 
than 300 volts—30 inches (762 mm). 

(C) Communication conductors below power conduc- 
tors: With power conductors 300 volts or less—24 inches 
(610 mm); more than 300 volts—30 inches (762 mm). 

(ii) Clearance from ground. Open conductors ((sha})) 
must conform to the following minimum clearances: 

(A) 10 feet (3.05 m)—above finished grade, sidewalks, 
or from any platform or projection from which they might be 
reached. 

(B) 12 feet (3.66 m)—over areas subject to vehicular 
traffic other than truck traffic. 

(C) 15 feet (4.57 m)—over areas other than those speci- 
fied in (a)(i1)(D) of this subsection that are subject to truck 
traffic. 

(D) 18 feet (5.49 m)—over public streets, alleys, roads, 
and driveways. 

(iii) Clearance from building openings. Conductors 
((shall)) must have a clearance of at least 3 feet (914 mm) 
from windows, doors, fire escapes, or similar locations. Con- 
ductors run above the top level of a window are considered to 
be out of reach from that window and, therefore, do not have 
to be 3 feet (914 mm) away. 

(iv) Clearance over roofs. Conductors above roof space 
accessible to employees on foot ((shaH)) must have a clear- 
ance from the highest point of the roof surface of not less than 
8 feet (2.44 m) vertical clearance for insulated conductors, 
not less than 10 feet (3.05 m) vertical or diagonal clearance 
for covered conductors, and not less than 15 feet (4.57 m) for 
bare conductors, except that: 

(A) Where the roof space is also accessible to vehicular 
traffic, the vertical clearance ((shaH)) must not be less than 18 
feet (5.49 m); or 

(B) Where the roof space is not normally accessible to 
employees on foot, fully insulated conductors ((shaH)) must 
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have a vertical or diagonal clearance of not less than 3 feet 
(914 mm); or 

(C) Where the voltage between conductors is 300 volts 
or less and the roof has a slope of not less than 4 inches (102 
mm) in 12 inches (305 mm), the clearance from roofs 
((shaH)) must be at least 3 feet (914 mm); or 

(D) Where the voltage between conductors is 300 volts 
or less and the conductors do not pass over more than 4 feet 
(1.22 m) of the overhang portion of the roof and they are ter- 
minated at a through-the-roof raceway or support, the clear- 
ance from roofs ((shaH)) must be at least 18 inches (457 mm). 

(b) Location of outdoor lamps. Lamps for outdoor 
lighting ((shaH)) must be located below all live conductors, 
transformers, or other electric equipment, unless such equip- 
ment is controlled by a disconnecting means that can be 
locked in the open position or unless adequate clearances or 
other safeguards are provided for relamping operations. 

(4) Services. 

(a) Disconnecting means. 

(i) General. You must provide means ((shalbe-pre- 
vided)) to disconnect all conductors in a building or other 
structure from the service-entrance conductors. The discon- 
necting means ((skaH)) must plainly indicate whether it is in 
the open or closed position and ((shaH)) must be installed at a 
readily accessible location nearest the point of entrance of the 
service-entrance conductors. 

(ii) Simultaneous opening of poles. Each service dis- 
connecting means ((skaH)) must simultaneously disconnect 
all ungrounded conductors. 

(b) Services over 600 volts, nominal. The following 
additional requirements apply to services over 600 volts, 
nominal. 

(i) Guarding. You must guard service-entrance conduc- 
tors installed as open wires ((shal-be-guarded)) to make them 
accessible only to qualified persons. 

(11) Warning signs. You must post signs warning of high 
voltage ((shalbe-pested)) where unauthorized employees 
might come in contact with live parts. 

(5) Overcurrent protection. 

(a) 600 volts, nominal, or less. The following require- 
ments apply to overcurrent protection of circuits rated 600 
volts, nominal, or less. 

(1) Protection of conductors and equipment. Conduc- 
tors and equipment ((shaH)) must be protected from overcur- 
rent in accordance with their ability to safely conduct current. 
Conductors ((shal)) must have sufficient ampacity to carry 
the load. 

(ii) Grounded conductors. Except for motor-running 
overload protection, overcurrent devices ((shalt)) must not 
interrupt the continuity of the grounded conductor unless all 
conductors of the circuit are opened simultaneously. 

(iii) Disconnection of fuses and thermal cutouts. 
Except for devices provided for current-limiting on the sup- 
ply side of the service disconnecting means, all cartridge 
fuses which are accessible to other than qualified persons and 
all fuses and thermal cutouts on circuits over 150 volts to 
ground ((shaH)) must be provided with disconnecting means. 
You must install this disconnecting means ((shaH be 
instaHed)) so that the fuse or thermal cutout can be discon- 
nected from its supply without disrupting service to equip- 
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ment and circuits unrelated to those protected by the overcur- 
rent device. 

(iv) Location in or on premises. Overcurrent devices 
((skaH)) must be readily accessible. You must not locate 
overcurrent devices ((shaH-net-beteeated)) where they could 
create an employee safety hazard by being exposed to physi- 
cal damage or located in the vicinity of easily ignitible mate- 
rial. 

(v) Arcing or suddenly moving parts. You must locate 
or shield fuses and circuit breakers ((shal-be-seteecatedor 
shielded)) so that employees will not be burned or otherwise 
injured by their operation. 

(vi) Circuit breakers. 

(A) Circuit breakers ((shaH)) must clearly indicate 
whether they are in the open (off) or closed (on) position. 

(B) Where circuit breaker handles on switchboards are 
operated vertically rather than horizontally or rotationally, 
the up position of the handle ((skaH)) must be the closed (on) 
position. 

(C) If used as switches in 120-volt, fluorescent lighting 
circuits, circuit breakers ((shall)) must be marked "SWD." 

(b) Over 600 volts, nominal. Feeders and branch cir- 
cuits over 600 volts, nominal, ((shaH)) must have short-cir- 
cuit protection. 

(6) Effective grounding. The path from circuits, equip- 
ment, structures, and conduit or enclosures to ground ((skaH)) 
must be permanent and continuous; have ample carrying 
capacity to conduct safely the currents liable to be imposed 
on it; and have the impedance sufficiently low to limit the 
potential above ground and to result in the operation of the 
overcurrent devices in the circuit. (a) through (k) of this sub- 
section contain grounding requirements for systems, circuits, 
and equipment. 

(a) Systems to be grounded. You must ground the fol- 
lowing systems which supply premises wiring ((shaHbe 
grounded)): 

(i) ((Fhree-wire)) 3-wire DC systems. All ((three- 
wire)) 3-wire DC systems ((shaH)) must have their neutral 
conductor grounded. 

(ii) (GEwe-wire)) 2-wire DC systems. ((Fwe-wite)) 2- 
wire DC systems operating at over 50 volts through 300 volts 
between conductors ((shaH)) must be grounded unless they 
are rectifier-derived from an AC system complying with 
(a)(iii), (iv), and (v) of this subsection. 

(iii) AC circuits, less than 50 volts. AC circuits of less 
than 50 volts ((shaH)) must be grounded if they are installed 
as overhead conductors outside of buildings or if they are 
supplied by transformers and the transformer primary supply 
system is ungrounded or exceeds 150 volts to ground. 

(iv) AC systems, 50 volts to 1000 volts. AC systems of 
50 volts to 1000 volts ((shal)) must be grounded under any of 
the following conditions, unless exempted by (a)(v) of this 
subsection: 

(A) If the system can be so grounded that the maximum 
voltage to ground on the ungrounded conductors does not 
exceed 150 volts; 

(B) If the system is nominally rated 480Y/277 volt, 3- 
phase, 4-wire in which the neutral is used as a circuit conduc- 
tor; 
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(C) If the system is nominally rated 240/120 volt, 3- 
phase, 4-wire in which the midpoint of one phase is used as a 
circuit conductor; or 

(D) If a service conductor is uninsulated. 

(v) Exceptions. AC systems of 50 volts to 1000 volts are 
not required to be grounded if the system is separately 
derived and is supplied by a transformer that has a primary 
voltage rating less than 1000 volts, provided all of the follow- 
ing conditions are met: 

(A) The system is used exclusively for control circuits; 

(B) The conditions of maintenance and supervision 
assure that only qualified persons will service the installation; 

(C) Continuity of control power is required; and 

(D) Ground detectors are installed on the control system. 

(b) Separately derived systems. Where (a) of this sub- 
section requires grounding of wiring systems whose power is 
derived from generator, transformer, or converter windings 
and has no direct electrical connection, including a solidly 
connected grounded circuit conductor, to supply conductors 
originating in another system, (e) of this subsection ((skaH)) 
must also apply. 

(c) Portable and vehicle-mounted generators. 

(i) Portable generators. Under the following condi- 
tions, the frame of a portable generator need not be grounded 
and may serve as the grounding electrode for a system sup- 
plied by the generator: 

(A) The generator supplies only equipment mounted on 
the generator and/or cord-connected and plug-connected 
equipment through receptacles mounted on the generator; 
and 

(B) The noncurrent-carrying metal parts of equipment 
and the equipment grounding conductor terminals of the 
receptacles are bonded to the generator frame. 

(ii) Vehicle-mounted generators. Under the following 
conditions the frame of a vehicle may serve as the grounding 
electrode for a system supplied by a generator located on the 
vehicle: 

(A) The frame of the generator is bonded to the vehicle 
frame; and 

(B) The generator supplies only equipment located on 
the vehicle and/or cord-connected and plug-connected equip- 
ment through receptacles mounted on the vehicle or on the 
generator; and 

(C) The noncurrent-carrying metal parts of equipment 
and the equipment grounding conductor terminals of the 
receptacles are bonded to the generator frame; and 

(D) The system complies with all other provisions of this 
section. 

(iii) Neutral conductor bonding. A neutral conductor 
((shaH)) must be bonded to the generator frame if the genera- 
tor is a component of a separately derived system. No other 
conductor need be bonded to the generator frame. 

(d) Conductors to be grounded. For AC premises wir- 
ing systems you must ground the identified conductor ((shaH 
be-grounded)). 


(e) Grounding connections. 

(1) Grounded system. For a grounded system, you must 
use a grounding electrode conductor ((shal-be-used)) to con- 
nect both the equipment grounding conductor and the 
grounded circuit conductor to the grounding electrode. You 
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must connect both the equipment grounding conductor and 
the grounding electrode conductor ((shal-be-cennected)) to 
the grounded circuit conductor on the supply side of the ser- 
vice disconnecting means, or on the supply side of the system 
disconnecting means or overcurrent devices if the system is 
separately derived. 

(ii) Ungrounded systems. For an ungrounded service- 
supplied system, you must connect the equipment grounding 
conductor ((shal-be-cennected)) to the grounding electrode 
conductor at the service equipment. For an ungrounded sepa- 
rately derived system, you must connect the equipment 
grounding conductor ((shal-be-cennected)) to the grounding 
electrode conductor at, or ahead of, the system disconnecting 
means or overcurrent devices. 

(f) Grounding path. The path to ground from circuits, 
equipment, and enclosures ((shaH)) must be permanent and 
continuous. 

(g) Supports, enclosures, and equipment to be 
grounded. 

(i) Supports and enclosures for conductors. Metal 
cable trays, metal raceways, and metal enclosures for con- 
ductors ((skalt)) must be grounded, except that: 

(A) Metal enclosures such as sleeves that are used to pro- 
tect cable assemblies from physical damage need not be 
grounded; and 

(B) Metal enclosures for conductors added to existing 
installations of open wire, knob-and-tube wiring, and nonme- 
tallic-sheathed cable need not be grounded if all of the fol- 
lowing conditions are met: 

(D) Runs are less than 25 feet (7.62 m); 

(II) Enclosures are free from probable contact with 
ground, grounded metal, metal laths, or other conductive 
materials; and 

(HI) Enclosures are guarded against employee contact. 

(11) Service equipment enclosures. Metal enclosures for 
service equipment ((shaH)) must be grounded. 

(iii) Fixed equipment. Exposed noncurrent-carrying 
metal parts of fixed equipment which may become energized 
((shaH)) must be grounded under any of the following condi- 
tions: 

(A) If within 8 feet (2.44 m) vertically or 5 feet (1.52 m) 
horizontally of ground or grounded metal objects and subject 
to employee contact. 

(B) If located in a wet or damp location and subject to 
employee contact. 

(C) If in electrical contact with metal. 

(D) If in a hazardous (classified) location. 

(E) If supplied by a metal-clad, metal-sheathed, or 
grounded metal raceway wiring method. 

(F) If equipment operates with any terminal at over 150 
volts to ground; however, the following need not be 
grounded: 

(I) Enclosures for switches or circuit breakers used for 
other than service equipment and accessible to qualified per- 
sons only; 

(II) Metal frames of electrically heated appliances which 
are permanently and effectively insulated from ground; and 

(HI) The cases of distribution apparatus such as trans- 
formers and capacitors mounted on wooden poles at a height 
exceeding 8 feet (2.44 m) above ground or grade level. 
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(iv) Equipment connected by cord and plug. Under 
any of the conditions described in (g)(iv) (A) through (C) of 
this subsection, exposed noncurrent-carrying metal parts of 
cord-connected and plug-connected equipment which may 
become energized ((sha}})) must be grounded: 

(A) If in a hazardous (classified) location (see WAC 
296-155-444). 

(B) If operated at over 150 volts to ground, except for 
guarded motors and metal frames of electrically heated appli- 
ances if the appliance frames are permanently and effectively 
insulated from ground. 

(C) If the equipment is one of the types listed in 
(g)(iv)(C)() through (V) of this subsection. However, even 
though the equipment may be one of these types, it need not 
be grounded if it is exempted by (g)(iv)(C)(VI) of this sub- 
section. 

(I) Hand held motor-operated tools; 

(II) Cord-connected and plug-connected equipment used 
in damp or wet locations or by employees standing on the 
ground or on metal floors or working inside of metal tanks or 
boilers; 

(III) Portable and mobile X ray and associated equip- 
ment; 

(IV) Tools likely to be used in wet and/or conductive 
locations; and 

(V) Portable hand lamps. 

(VI) Tools likely to be used in wet and/or conductive 
locations need not be grounded if supplied through an isolat- 
ing transformer with an ungrounded secondary of not over 50 
volts. Listed or labeled portable tools and appliances pro- 
tected by a system of double insulation, or its equivalent, 
need not be grounded. If such a system is employed, you 
must distinctively mark the equipment ((shal be distinetively 
maarked)) to indicate that the tool or appliance utilizes a sys- 
tem of double insulation. 

(v) Nonelectrical equipment. The metal parts of the fol- 
lowing nonelectrical equipment ((skaH)) must be grounded: 
Frames and tracks of electrically operated cranes; frames of 
nonelectrically driven elevator cars to which electric conduc- 
tors are attached; hand-operated metal shifting ropes or 
cables of electric elevators, and metal partitions, grill work, 
and similar metal enclosures around equipment of over 
((Ae¥)) 1 kV between conductors. 

(h) Methods of grounding equipment. 

(i) With circuit conductors. Noncurrent-carrying metal 
parts of fixed equipment, if required to be grounded by this 
part, ((shaH)) must be grounded by an equipment grounding 
conductor which is contained within the same raceway, 
cable, or cord, or runs with or encloses the circuit conductors. 
For DC circuits only, the equipment grounding conductor 
may be run separately from the circuit conductors. 

(ii) Grounding conductor. A conductor used for 
grounding fixed or movable equipment ((skaH)) must have 
capacity to conduct safely any fault current which may be 
imposed on it. 

(iii) Equipment considered effectively grounded. 
Electric equipment is considered to be effectively grounded if 
it is secured to, and in electrical contact with, a metal rack or 
structure that is provided for its support and the metal rack or 
structure is grounded by the method specified for the noncur- 
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rent-carrying metal parts of fixed equipment in (h)(i) of this 
subsection. Metal car frames supported by metal hoisting 
cables attached to or running over metal sheaves or drums of 
grounded elevator machines are also considered to be effec- 
tively grounded. 

(1) Bonding. 

(1) If bonding conductors are used to assure electrical 
continuity, they ((shaH)) must have the capacity to conduct 
any fault current which may be imposed. 

(ii) When attaching bonding and grounding clamps or 
clips, you must make a secure and positive metal-to-metal 
contact ((skal-be-made)). You must make such attachments 
((shaH-be-made)) before closures are opened and material 
movements are started and ((skal})) they must not be broken 
until after material movements are stopped and closures are 
made. 

(j) Made electrodes. If made electrodes are used, they 
((shal)) must be free from nonconductive coatings, such as 
paint or enamel; and, if practicable, they ((shal})) must be 
embedded below permanent moisture level. A single elec- 
trode consisting of a rod, pipe or plate which has a resistance 
to ground greater than 25 ohms ((skaH)) must be augmented 
by one additional electrode installed no closer than 6 feet 
(1.83 m) to the first electrode. 

(k) Grounding of systems and circuits of 1000 volts 
and over (high voltage). 

(i) General. If high voltage systems are grounded, they 
((shaH)) must comply with all applicable provisions of (a) 
through (j) of this subsection as supplemented and modified 
by (k) of this subsection. 

(ii) Grounding of systems supplying portable or 
mobile equipment. Systems supplying portable or mobile 
high voltage equipment, other than substations installed on a 
temporary basis, ((shaH)) must comply with the following: 

(A) Portable and mobile high voltage equipment ((shaH)) 
must be supplied from a system having its neutral grounded 
through an impedance. If a delta-connected high voltage sys- 
tem is used to supply the equipment, a system neutral 
((shaH)) must be derived. 

(B) You must connect exposed noncurrent-carrying 
metal parts of portable and mobile equipment ((shaH-be-con- 
nected)) by an equipment grounding conductor to the point at 
which the system neutral impedance is grounded. 

(C) You must provide ground-fault detection and relay- 
ing ((shaH-be-provided)) to automatically deenergize any 
high voltage system component which has developed a 
ground fault. You must continuously monitor the continuity 
of the equipment grounding conductor ((shal be-contine- 

)) so as to ((de-energize)) deenergize auto- 
matically the high voltage feeder to the portable equipment 
upon loss of continuity of the equipment grounding conduc- 
tor. 

(D) The grounding electrode to which the portable or 
mobile equipment system neutral impedance is connected 
((shaH)) must be isolated from and separated in the ground by 
at least 20 feet (6.1 m) from any other system or equipment 
grounding electrode, and there ((shaH)) must be no direct 
connection between the grounding electrodes, such as buried 
pipe, fence or like objects. 
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(iii) Grounding of equipment. All noncurrent-carrying 
metal parts of portable equipment and fixed equipment 
including their associated fences, housings, enclosures, and 
supporting structures ((shat)) must be grounded. However, 
equipment which is guarded by location and isolated from 
ground need not be grounded. Additionally, pole-mounted 
distribution apparatus at a height exceeding 8 feet (2.44 m) 
above ground or grade level need not be grounded. 


AMENDATORY SECTION (Amending WSR 93-19-142, 
filed 9/22/93, effective 11/1/93) 


WAC 296-155-449 Wiring methods, components, 
and equipment for general use. (1) Wiring methods. The 
provisions of this subsection do not apply to conductors 
which form an integral part of equipment such as motors, 
controllers, motor control centers and like equipment. 

(a) General requirements. 

(1) Electrical continuity of metal raceways and enclo- 
sures. Metal raceways, cable armor, and other metal enclo- 
sures for conductors ((skaH)) must be metallically joined 
together into a continuous electric conductor and ((shaH)) 
must be so connected to all boxes, fittings, and cabinets as to 
provide effective electrical continuity. 

(ii) Wiring in ducts. ((Ne)) You must not install any 
wiring systems of any type ((shat-be4nstaHed)) in ducts used 
to transport dust, loose stock or flammable vapors. ((Ne)) 
You must not install any wiring system of any type ((shal-be 
instatted)) in any duct used for vapor removal or in any shaft 
containing only such ducts. 

(iii) Receptacles for attachment plugs ((shaH)) must be 
approved, concealed contact type with a contact for extend- 
ing ground continuity and ((sha)) must be so designed and 
constructed that the plug may be pulled out without leaving 
any live parts exposed to accidental contact. All temporary 
outlet boxes ((shal!)) must be of a type suitable for use in wet 
or damp locations. 

(iv) Attachment plugs or other connectors supplying 
equipment at more than 300 volts ((shal})) must be of the 
skirted type or otherwise so designed that arcs will be con- 
fined. 

(b) Temporary wiring. 

(i) Scope. The provisions of (b) of this subsection apply 
to temporary electrical power and lighting wiring methods 
which may be of a class less than would be required for a per- 
manent installation. Except as specifically modified in (b) of 
this subsection, all other requirements of this part for perma- 
nent wiring ((shaH)) must apply to temporary wiring installa- 
tions. You must remove temporary wiring ((shaH be 
removed)) immediately upon completion of construction or 
the purpose for which the wiring was installed. 

(11) General requirements for temporary wiring. 

(A) Feeders ((shaH)) must originate in a distribution cen- 
ter. The conductors ((skal})) must be run as multiconductor 
cord or cable assemblies or within raceways; or, where not 
subject to physical damage, they may be run as open conduc- 
tors on insulators not more than ((te#)) 10 feet (3.05 m) apart. 

(B) Branch circuits ((shaH)) must originate in a power 
outlet or panelboard. Conductors ((shaH)) must be run as 
multiconductor cord or cable assemblies or open conductors, 
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or ((shaH)) must be run in raceways. You must protect all 
conductors ((shal-be-preteeted)) by overcurrent devices at 
their ampacity. You must locate runs of open conductors 
((shaH-betoeated)) where the conductors will not be subject 
to physical damage, and the conductors ((shaH)) must be fas- 
tened at intervals not exceeding ((te#)) 10 feet (3.05 m). 
((Ne)) You must not lay any branch-circuit conductors ((shaH 
betaid)) on the floor. Each branch circuit that supplies recep- 
tacles or fixed equipment ((shaĦ)) must contain a separate 
equipment grounding conductor if the branch circuit is run as 
open conductors. 

(C) Receptacles ((shaH)) must be of the grounding type. 
Unless installed in a complete metallic raceway, each branch 
circuit ((shaH)) must contain a separate equipment grounding 
conductor, and all receptacles ((shaH)) must be electrically 
connected to the grounding conductor. You must not install 
receptacles for uses other than temporary lighting ((shall net 
benstaHed)) on branch circuits which supply temporary 
lighting. You not connect receptacles ((shal-netbe-cen- 
nected)) to the same ungrounded conductor of multiwire cir- 
cuits which supply temporary lighting. 

(D) You must install disconnecting switches or plug con- 
nectors ((shal-be+nstaHed)) to permit the disconnection of all 
ungrounded conductors of each temporary circuit. 


(E) You must protect all lamps for general illumination 
((shal-be-pretected)) from accidental contact or breakage. 
Metal-case sockets ((shaH)) must be grounded. 

(F) Temporary lights ((shall)) must be equipped with 
hard usage (S or SJ types) electric cords with connections and 
insulation maintained in safe condition. "Brewery" cord (type 
CBO or NB) may be substituted for hard usage cord provided 
it is protected from physical damages. You must not suspend 
temporary lights ((shal net-be-suspended)) by their electric 
cords unless cords and lights are designed for this means of 
suspension. Splices ((skal})) must retain the insulation, outer 
sheath properties, flexibility, and usage characteristics of the 
cord being spliced. 

When pin-type connectors or lampholders are utilized, 
the area of perforations caused by lampholder removal 
((shaH)) must be restored to the insulation capabilities of the 
cord. 


(G) You must operate portable electric lighting used in 
wet and/or other conductive locations, as for example, drums, 
tanks, and vessels((,-shal-be-eperated)) at 12 volts or less. 
However, 120-volt lights may be used if protected by a 
ground-fault circuit interrupter. 

(H) You must use a box ((shal-be-used)) wherever a 
change is made to a raceway system or a cable system which 
is metal clad or metal sheathed. 

(1) You must protect flexible cords and cables ((shalite 
pretected)) from damage. You must avoid sharp corners and 
projections ((shaH-be-aveided)). Flexible cords and cables 
may pass through doorways or other pinch points, if protec- 
tion is provided to avoid damage. 

(J) Extension cord sets used with portable electric tools 
and appliances ((shall)) must be of ((three-wire)) 3-wire type 
and ((shaH)) must be designed for hard or extra-hard usage. 
Flexible cords used with temporary and portable lights 
((shaH)) must be designed for hard or extra-hard usage. 
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Note: The National Electrical Code, ANSI/NFPA 70, in Article 400, 
Table 400-4, lists various types of flexible cords, some of 
which are noted as being designed for hard or extra-hard usage. 
Examples of these types of flexible cords include hard service 
cord (types S, ST, SO, STO) and junior hard service cord (types 
SJ, SJO, SJT, SJTO). 


(iii) Guarding. For temporary wiring over 600 volts, 
you must provide nominal, fencing, barriers, or other effec- 
tive means ((shall be-previded)) to prevent access of other 
than authorized and qualified personnel. 

(2) Cabinets, boxes, and fittings. 

(a) Conductors entering boxes, cabinets, or fittings. 
You must protect conductors entering boxes, cabinets, or fit- 
tings (shall -be-protected)) from abrasion, and you must 

effectively close openings through which conductors enter 

((shall be effectively closed Unused). You must also effec- 

tively close e openings in cabinets, boxes, and fittings ((shaH 
)). 

(b) Covers and canopies. You must provide all pull 
boxes, junction boxes, and fittings ((shalbe-previded)) with 
covers. If metal covers are used, they ((shaH)) must be 
grounded. In energized installations each outlet box ((ska)) 
must have a cover, faceplate, or fixture canopy. You must 
provide covers of outlet boxes having holes through which 
flexible cord pendants pass ((shalbe-previded)) with bush- 
ings designed for the purpose or ((shaH)) they must have 
smooth, well-rounded surfaces on which the cords may bear. 

(c) Pull and junction boxes for systems over 600 volts, 
nominal. In addition to other requirements in this section for 
pull and junction boxes, the following ((skaH)) must apply to 
these boxes for systems over 600 volts, nominal: 

(i) Complete enclosure. Boxes ((sha)) must provide a 
complete enclosure for the contained conductors or cables. 

(ii) Covers. You must close boxes ((shat-be-elesed)) by 
covers securely fastened in place. Underground box covers 
that weigh over 100 pounds (43.6 kg) meet this requirement. 
You must permanently mark covers for boxes ((shall be-per- 
manenthymarked)) "HIGH VOLTAGE." The marking ((shal})) 
must be on the outside of the box cover and ((skaH})) must be 
readily visible and legible. 

(3) Knife switches. Single-throw knife switches ((sha})) 
must be so connected that the blades are dead when the 
switch is in the open position. Single-throw knife switches 
((shaH)) must be so placed that gravity will not tend to close 
them. You must provide single-throw knife switches 
approved for use in the inverted position ((shal-be previded)) 
with a locking device that will ensure that the blades remain 
in the open position when so set. Double-throw knife 
switches may be mounted so that the throw will be either ver- 
tical or horizontal. However, if the throw is vertical, you must 
provide a locking device ((shal- be-previded)) to ensure that 
the blades remain in the open position when so set. 

(4) Switchboards and panelboards. You must locate 
switchboards that have any exposed live parts ((shal-be 
leeated)) in permanently dry locations and accessible only to 
qualified persons. You must mount panelboards ((shalH-be 
meounted)) in cabinets, cutout boxes, or enclosures designed 
for the purpose and ((shalt)) they must be dead front. How- 
ever, panelboards other than the dead front ((externaly-oper- 
able)) externally operable type are permitted where accessi- 
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ble only to qualified persons. Exposed blades of knife 
switches ((shaĦH)) must be dead when open. 

(5) Enclosures for damp or wet locations. 

(a) Cabinets, fittings, and boxes. You must install cab- 
inets, cutout boxes, fittings, boxes, and panelboard enclo- 
sures in damp or wet locations ((shal-benstaHed)) so as to 
prevent moisture or water from entering and accumulating 
within the enclosures. In wet locations the enclosures 
((shaH)) must be weatherproof. 

(b) Switches and circuit breakers. Switches, circuit 
breakers, and switchboards installed in wet locations ((sha})) 
must be enclosed in weatherproof enclosures. 

(6) Conductors for general wiring. All conductors used 
for general wiring ((shaH)) must be insulated unless other- 
wise permitted in this part. The conductor insulation ((ska)) 
must be of a type that is suitable for the voltage, operating 
temperature, and location of use. Insulated conductors 
((shaH)) must be distinguishable by appropriate color or other 
means as being grounded conductors, ungrounded conduc- 
tors, or equipment grounding conductors. 

(7) Flexible cords and cables. 

(a) Use of flexible cords and cables. 

(i) Permitted uses. Flexible cords and cables ((sha})) 
must be suitable for conditions of use and location. You must 
use flexible cords and cables ((shaH-be-used)) only for: 

(A) Pendants; 

(B) Wiring of fixtures; 

(C) Connection of portable lamps or appliances; 

(D) Elevator cables; 

(E) Wiring of cranes and hoists; 

(F) Connection of stationary equipment to facilitate their 
frequent interchange; 

(G) Prevention of the transmission of noise or vibration; 


or 

(H) Appliances where the fastening means and mechan- 
ical connections are designed to permit removal for mainte- 
nance and repair. 

(ii) Attachment plugs for cords. If used as permitted in 
(a)(i)(C), (F), or (H) of this subsection, the flexible cord 
((skaH)) must be equipped with an attachment plug and 
((shaH)) must be energized from a receptacle outlet. 

(iii) Prohibited uses. Unless necessary for a use permit- 
ted in (a)(i) of this subsection, flexible cords and cables 
((shaH)) must not be used: 

(A) As a substitute for the fixed wiring of a structure; 

(B) Where run through holes in walls, ceilings, or floors; 

(C) Where run through doorways, windows, or similar 
openings, except as permitted in subsection (1)(b)(ii)(D) of 
this section; 

(D) Where attached to building surfaces; or 

(E) Where concealed behind building walls, ceilings, or 
floors. 

(b) Identification, splices, and terminations. 

(1) Identification. A conductor of a flexible cord or cable 
that is used as a grounded conductor or an equipment ground- 
ing conductor ((shaH)) must be distinguishable from other 
conductors. 

(ii) Marking. You must not use type SJ, SJO, SJT, 
SJTO, S, SO, ST, and STO cords ((shaH net-beased)) unless 
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durably marked on the surface with the type designation, 
size, and number of conductors. 

(iii) Splices. You must only use flexible cords ((shaltbe 
used enty)) in continuous lengths without splice or tap. Hard 
service flexible cords No. 12 or larger may be repaired if 
spliced so that the splice retains the insulation, outer sheath 
properties, and usage characteristics of the cord being 
spliced. 

(iv) Strain relief. You must connect flexible cords 
((shal-be-cennected)) to devices and fittings so that strain 
relief is provided which will prevent pull from being directly 
transmitted to joints or terminal screws. 

(v) Cords passing through holes. You must protect 
flexible cords and cables ((shaH-be-pretected)) by bushings or 
fittings where passing through holes in covers, outlet boxes, 
or similar enclosures. 

(vi) Trailing cables ((skal)) must be protected from 
damage. 

(vii) You must cover or elevate cord and cable passing 
through work areas ((shal-be-covered-orelevated)) to protect 
it from damage which would create a hazard to employees. 

(8) Portable cables over 600 volts, nominal. Multicon- 
ductor portable cable for use in supplying power to portable 
or mobile equipment at over 600 volts, nominal, ((skaH)) 
must consist of No. 8 or larger conductors employing flexible 
stranding. You must shield cables operated at over 2000 volts 
((shaH-be-shielded)) for the purpose of confining the voltage 
stresses to the insulation. You must provide grounding con- 
ductors ((shalH-be-previded)). Connectors for these cables 
((shaH)) must be of a locking type with provisions to prevent 
their opening or closing while energized. You must provide 
strain relief ((shaH-be-provided)) at connections and termina- 
tions. You must not operate portable cables ((shal-netbe 
eperated)) with splices unless the splices are of the perma- 
nent molded, vulcanized, or other equivalent type. Termina- 
tion enclosures ((shaH)) must be marked with a high voltage 
hazard warning, and terminations ((shal)) must be accessible 
only to authorized and qualified personnel. 

(9) Fixture wires. 

(a) General. Fixture wires ((shaH)) must be suitable for 
the voltage, temperature, and location of use. You must iden- 
tify a fixture wire which is used as a grounded conductor 
((shal be identified)). 

(b) Uses permitted. Fixture wires may be used: 

(i) For installation in lighting, fixtures and in similar 
equipment where enclosed or protected and not subject to 
bending or twisting in use; or 

(11) For connecting lighting fixtures to the branch-circuit 
conductors supplying the fixtures. 

(c) Uses not permitted. You must not use fixture wires 
((shal netbeased)) as branch-circuit conductors except as 
permitted for Class 1 power-limited circuits. 

(10) Equipment for general use. 

(a) Lighting fixtures, lampholders, lamps, and recepta- 
cles. 

(i) Live parts. Fixtures, lampholders, lamps, rosettes, 
and receptacles ((shal})) must have no live parts normally 
exposed to employee contact. However, rosettes and cleat- 
type lampholders and receptacles located at least 8 feet (2.44 
m) above the floor may have exposed parts. 
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(ii) Support. Fixtures, lampholders, rosettes, and recep- 
tacles ((shaH)) must be securely supported. A fixture that 
weighs more than ((s#<)) 6 pounds (2.72 kg) or exceeds ((s#e 
teen)) 16 inches (406 mm) in any dimension ((shaH)) must 
not be supported by the screw shell of a lampholder. 

(iii) Portable lamps. Portable lamps ((shaH)) must be 
wired with flexible cord and an attachment plug of the polar- 
ized or grounding type. If the portable lamp uses an Edison- 
based lampholder, the grounded conductor ((shaH)) must be 
identified and attached to the screw shell and the identified 
blade of the attachment plug. In addition, portable handlamps 
((shaH)) must comply with the following: 

(A) You must not use metal shell, paperlined lamphold- 
ers ((shali net beused)); 

(B) Handlamps ((skalt)) must be equipped with a handle 
of molded composition or other insulating material; 

(C) Handlamps ((shaH)) must be equipped with a sub- 
stantial guard attached to the lampholder or handle; 

(D) Metallic guards ((shalt)) must be grounded by the 
means of an equipment grounding conductor run within the 
power supply cord. 

(iv) Lampholders. You must install lampholders of the 
screw-shell type ((shal-beinstaHed)) for use as lampholders 
only. Lampholders installed in wet or damp locations 
((shaH)) must be of the weatherproof type. 

(v) Fixtures. You must identify fixtures installed in wet 
or damp locations ((shal-be+dentified)) for the purpose and 
((shaH-beinstaHed)) you must install them so that water can- 
not enter or accumulate in wireways, lampholders, or other 
electrical parts. 

(b) Receptacles, cord connectors, and attachment 
plugs (caps). 

(i) Configuration. Receptacles, cord connectors, and 
attachment plugs ((shaH)) must be constructed so that no 
receptacle or cord connector will accept an attachment plug 
with a different voltage or current rating than that for which 
the device is intended. However, a 20-ampere T-slot recepta- 
cle or cord connector may accept a 15-ampere attachment 
plug of the same voltage rating. Receptacles connected to cir- 
cuits having different voltages, frequencies, or types of cur- 
rent (AC or DC) on the same premises ((shal})) must be of 
such design that the attachment plugs used on these circuits 
are not interchangeable. 

(11) Damp and wet locations. A receptacle installed in a 
wet or damp location ((shaH)) must be designed for the loca- 
tion. 

(c) Appliances. 

(1) Live parts. Appliances, other than those in which the 
current-carrying parts at high temperatures are necessarily 
exposed, ((shaH)) must have no live parts normally exposed 
to employee contact. 

(ii) Disconnecting means. You must provide a means 
((shal-be-previded)) to disconnect each appliance. 

(iii) Rating. Each appliance ((shaH)) must be marked 
with its rating in volts and amperes or volts and watts. 

(d) Motors. This subdivision applies to motors, motor 
circuits, and controllers. 

(i) In sight from. If specified that one piece of equip- 
ment ((shaH)) must be "in sight from" another piece of equip- 
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ment, one ((shaH)) must be visible and not more than ((f#t¥)) 
50 feet (15.2 m) from the other. 

(11) Disconnecting means. 

(A) You must locate a disconnecting means ((shal-be 
leeated)) in sight from the controller location. The controller 
disconnecting means for motor branch circuits over 600 
volts, nominal, may be out of sight of the controller, if the 
controller is marked with a warning label giving the location 
and identification of the disconnecting means which is to be 
locked in the open position. 

(B) The disconnecting means ((shaH)) must disconnect 
the motor and the controller from all ungrounded supply con- 
ductors and ((shal!)) must be so designed that no pole can be 
operated independently. 

(C) If a motor and the driven machinery are not in sight 
from the controller location, the installation ((skaH)) must 
comply with one of the following conditions: 

(1) The controller disconnecting means ((skaH})) must be 
capable of being locked in the open position. 

(II) You must place a manually operable switch that will 
disconnect the motor from its source of supply ((shal-be 
ptaced)) in sight from the motor location. 

(D) The disconnecting means ((sha})) must plainly indi- 
cate whether it is in the open (off) or closed (on) position. 

(E) The disconnecting means ((shaH)) must be readily 
accessible. If more than one disconnect is provided for the 
same equipment, only one need be readily accessible. 

(F) You must provide an individual disconnecting means 
((shal-be-previded)) for each motor, but a single disconnect- 
ing means may be used for a group of motors under any one 
of the following conditions: 

(1) If a number of motors drive special parts of a single 
machine or piece of apparatus, such as a metal or woodwork- 
ing machine, crane, or hoist; 

(II) If a group of motors is under the protection of one set 
of branch-circuit protective devices; or 

(HI) Ifa group of motors is in a single room in sight from 
the location of the disconnecting means. 

(iii) Motor overload, short-circuit, and ground-fault 
protection. You must protect motors, motor-control appara- 
tus, and motor branch-circuit conductors ((shaH-be-pre- 
teeted)) against overheating due to motor overloads or failure 
to start, and against short-circuits or ground faults. These pro- 
visions do not require overload protection that will stop a 
motor where a shutdown is likely to introduce additional or 
increased hazards, as in the case of fire pumps, or where con- 
tinued operation of a motor is necessary for a safe shutdown 
of equipment or process and motor overload sensing devices 
are connected to a supervised alarm. 

(iv) Protection of live parts((—))_- All voltages. 

(A) Stationary motors having commutators, collectors, 
and brush rigging located inside of motor end brackets and 
not conductively connected to supply circuits operating at 
more than 150 volts to ground need not have such parts 
guarded. Exposed live parts of motors and controllers operat- 
ing at 50 volts or more between terminals ((shaH)) must be 
guarded against accidental contact by any of the following: 

(I) By installation in a room or enclosure that is accessi- 
ble only to qualified persons; 
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(II) By installation on a balcony, gallery, or platform, so 
elevated and arranged as to exclude unqualified persons; or 

(IIT) By elevation ((eight)) 8 feet (2.44 m) or more above 
the floor. 

(B) Where live parts of motors or controllers operating at 
over 150 volts to ground are guarded against accidental con- 
tact only by location, and where adjustment or other atten- 
dance may be necessary during the operation of the appara- 
tus, insulating mats or platforms ((shaH)) must be provided so 
that the attendant cannot readily touch live parts unless stand- 
ing on the mats or platforms. 

(e) Transformers. 

(i) Application. The following subsections cover the 
installation of all transformers, except: 

(A) Current transformers; 

(B) Dry-type transformers installed as a component part 
of other apparatus; 

(C) Transformers which are an integral part of an X-ray, 
high frequency, or electrostatic-coating apparatus; 

(D) Transformers used with Class 2 and Class 3 circuits, 
sign and outline lighting, electric discharge lighting, and 
power-limited fire-protective signaling circuits. 

(ii) Operating voltage. The operating voltage of 
exposed live parts of transformer installations ((shaH)) must 
be indicated by warning signs or visible markings on the 
equipment or structure. 

(iii) Transformers over 35 kV. Dry-type, high fire point 
liquid-insulated, and askarel-insulated transformers installed 
indoors and rated over 35 kV ((shaH})) must be in a vault. 

(iv) Oil-insulated transformers. If they present a fire 
hazard to employees, oil-insulated transformers installed 
indoors ((shaH)) must be in a vault. 

(v) Fire protection. You must safeguard combustible 
material, combustible buildings and parts of buildings, fire 
escapes, and door and window openings ((shaH be-safe- 
guarded)) from fires which may originate in oil-insulated 
transformers attached to or adjacent to a building or combus- 
tible material. 

(vi) Transformer vaults. Transformer vaults ((sha})) 
must be constructed so as to contain fire and combustible liq- 
uids within the vault and to prevent unauthorized access. You 
must arrange locks and latches ((shaH-be-se-arranged)) so that 
a vault door can be readily opened from the inside. 

(vii) Pipes and ducts. Any pipe or duct system foreign 
to the vault installation ((shaH)) must not enter or pass 
through a transformer vault. 

(viii) Material storage. You must not store materials 
((shalinetbe-stered)) in transformer vaults. 

(f) Capacitors. 

(i) Drainage of stored charge. You must provide all 
capacitors, except surge capacitors or capacitors included as 
a component part of other apparatus, ((shal-be-provided)) 
with an automatic means of draining the stored charge and 
maintaining the discharged state after the capacitor is discon- 
nected from its source of supply. 

(ii) Over 600 volts. Capacitors rated over 600 volts, 
nominal, ((shaH)) must comply with the following additional 
requirements: 

(A) Isolating or disconnecting switches (with no inter- 
rupting rating) ((shaH)) must be interlocked with the load 
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interrupting device or ((shal-be-previded)) you must provide 
them with prominently displayed caution signs to prevent 


switching load current. 

(B) For series capacitors the proper switching ((sha})) 
must be assured by use of at least one of the following: 

(1) Mechanically sequenced isolating and bypass 
switches; 

(II) Interlocks; or 

(HI) Switching procedure prominently displayed at the 
switching location. 


AMENDATORY SECTION (Amending WSR 06-05-027, 
filed 2/7/06, effective 4/1/06) 


WAC 296-155-452 Specific purpose equipment and 
installations. (1) Cranes and hoists. This subsection applies 
to the installation of electric equipment and wiring used in 
connection with cranes, monorail hoists, hoists, and all run- 
ways. 

(a) Disconnecting means. 

(1) Runway conductor disconnecting means. You must 
provide a readily accessible disconnecting means ((sha be 
previded)) between the runway contact conductors and the 
power supply. 

(ii) Disconnecting means for cranes and monorail 
hoists. You must provide a disconnecting means, capable of 
being locked in the open position, ((shaH-be-previded)) in the 
leads from the runway contact conductors or other power 
supply on any crane or monorail hoist. 

(A) If this additional disconnecting means is not readily 
accessible from the crane or monorail hoist operating station, 
you must provide means ((shalbe-previded)) at the operating 
station to open the power circuit to all motors of the crane or 
monorail hoist. 

(B) The additional disconnect may be omitted if a mono- 
rail hoist or hand-propelled crane bridge installation meets all 
of the following: 

(1) The unit is floor controlled; 

(II) The unit is within view of the power supply discon- 
necting means; and 

(HI) No fixed work platform has been provided for ser- 
vicing the unit. 

(b) Control. You must provide a limit switch or other 
device ((shal be-previded)) to prevent the load block from 
passing the safe upper limit of travel of any hoisting mecha- 
nism. 

(c) Clearance. The dimension of the working space in 
the direction of access to live parts which may require exam- 
ination, adjustment, servicing, or maintenance while ((alive 
shal)) live must be a minimum of two feet ((stx)) 6 inches 
(762 mm). Where controls are enclosed in cabinets, the 
door(s)((shaH!)) must open at least 90 degrees or be remov- 
able, or the installation ((shaH)) must provide equivalent 
access. 

(d) Grounding. All exposed metal parts of cranes, 
monorail hoists, hoists and accessories including pendant 
controls ((ska)) must be metallically joined together into a 
continuous electrical conductor so that the entire crane or 
hoist will be grounded in accordance with WAC 296-155- 
447(6). Moving parts, other than removable accessories or 
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attachments, having metal-to-metal bearing surfaces ((skaH)) 
must be considered to be electrically connected to each other 
through the bearing surfaces for grounding purposes. The 
trolley frame and bridge frame ((sha})) must be considered as 
electrically grounded through the bridge and trolley wheels 
and its respective tracks unless conditions such as paint or 
other insulating materials prevent reliable metal-to-metal 
contact. In this case you must provide a separate bonding 
conductor ((shall)) must be provided. 

(2) Elevators, escalators, and moving walks. 

(a) Disconnecting means. Elevators, escalators, and 
moving walks ((shaH)) must have a single means for discon- 
necting all ungrounded main power supply conductors for 
each unit. 

(b) Control panels. If control panels are not located in 
the same space as the drive machine, they ((shalJ)) must be 
located in cabinets with doors or panels capable of being 
locked closed. 

(3) Electric welders((—))_- Disconnecting means. 

(a) Motor-generator, AC transformer, and DC recti- 
fier arc welders. You must provide a disconnecting means 
((shal- be-previded)) in the supply circuit for each motor-gen- 
erator arc welder, and for each AC transformer and DC recti- 
fier arc welder which is not equipped with a disconnect 
mounted as an integral part of the welder. 

(b) Resistance welders. You must provide a switch or 
circuit breaker ((shaH-be-previded)) by which each resistance 
welder and its control equipment can be isolated from the 
supply circuit. The ampere rating of this disconnecting means 
((shaH)) must not be less than the supply conductor ampacity. 

(4) X-ray equipment. 

(a) Disconnecting means. 

(i) General. You must provide a disconnecting means 
((shal-be-provided)) in the supply circuit. The disconnecting 
means ((shaH)) must be operable from a location readily 
accessible from the X-ray control. For equipment connected 
to a 120-volt branch circuit of 30 amperes or less, a ground- 
ing-type attachment plug cap and receptacle of proper rating 
may serve as a disconnecting means. 

(ii) More than one piece of equipment. If more than 
one piece of equipment is operated from the same high-volt- 
age circuit, you must provide each piece or each group of 
equipment as a unit ((shal'be-previded)) with a high-voltage 
switch or equivalent disconnecting means. This disconnect- 
ing means ((shaH})) must be constructed, enclosed, or located 
so as to avoid contact by employees with its live parts. 

(b) Control-radiographic and fluoroscopic types. 
Radiographic and fluoroscopic-type equipment ((shalt)) must 
be effectively enclosed or ((shal})) must have interlocks that 
deenergize the equipment automatically to prevent ready 
access to live current-carrying parts. 


AMENDATORY SECTION (Amending WSR 07-03-163, 
filed 1/24/07, effective 4/1/07) 


WAC 296-155-456 Hazardous (classified) locations. 
(1) Scope. This section sets forth requirements for electric 
equipment and wiring in locations which are classified 
depending on the properties of the flammable vapors, liquids 
or gases, or combustible dusts or fibers which may be present 
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therein and the likelihood that a flammable or combustible 
concentration or quantity is present. Each room, section or 
area ((shaH)) must be considered individually in determining 
its classification. These hazardous (classified) locations are 
assigned ((s#x)) 6 designations as follows: Class I, Division 1; 
Class I, Division 2; Class II, Division 1; Class II, Division 2; 
Class III, Division 1; Class III, Division 2. For definitions of 
these locations see WAC 296-155-462. All applicable 
requirements in this part apply to all hazardous (classified) 
locations, unless modified by provisions of this section. 

(a) You must choose all components and utilization 
equipment used in a hazardous location ((shal-be-chesen)) 
from among those listed by a nationally recognized testing 
laboratory, such as Underwriters' Laboratories, Inc., or Fac- 
tory Mutual Engineering Corp., except custom-made compo- 
nents and utilization equipment. 

(b) You must not install or intermix equipment approved 
for a specific hazardous location ((shaH netbemstaled ot 
intermixed)) with equipment approved for another specific 
hazardous location. 

(2) Electrical installations. Equipment, wiring meth- 
ods, and installations of equipment in hazardous (classified) 
locations ((shall)) must be approved as intrinsically safe or 
approved for the hazardous (classified) location or safe for 
the hazardous (classified) location. Requirements for each of 
these options are as follows: 

(a) Intrinsically safe. Equipment and associated wiring 
approved as intrinsically safe is permitted in any hazardous 
(classified) location included in its listing or labeling. 

(b) Approved for the hazardous (classified) location. 

(i) General. Equipment ((shal)) must be approved not 
only for the class of location but also for the ignitible or com- 
bustible properties of the specific gas, vapor, dust, or fiber 
that will be present. 

Note: NFPA 70, the National Electrical Code, lists or defines hazard- 
ous gases, vapors, and dusts by "groups" characterized by their 
ignitible or combustible properties. 


(ii) Marking. ((Equipmentshal netbe+used)) You must 
not use equipment unless it is marked to show the class, 
group, and operating temperature or temperature range, based 
on operation in a 40°C ambient, for which it is approved. The 
temperature marking ((shaH)) must not exceed the ignition 
temperature of the specific gas, vapor, or dust to be encoun- 
tered. However, the following provisions modify this mark- 
ing requirement for specific equipment: 

(A) Equipment of the nonheat-producing type (such as 
junction boxes, conduit, and fitting) and equipment of the 
heat-producing type having a maximum temperature of not 
more than 100°C (212°F) need not have a marked operating 
temperature or temperature range. 

(B) Fixed lighting fixtures marked for use only in Class 
I, Division 2 locations need not be marked to indicate the 
group. 

(C) Fixed general-purpose equipment in Class I loca- 
tions, other than lighting fixtures, which is acceptable for use 
in Class I, Division 2 locations need not be marked with the 
class, group, division, or operating temperature. 

(D) Fixed dust-tight equipment, other than lighting fix- 
tures, which is acceptable for use in Class II, Division 2 and 


[ 206 ] 


Washington State Register, Issue 16-09 


Class II locations need not be marked with the class, group, 
division, or operating temperature. 


(c) Safe for the hazardous (classified) location. Equip- 
ment which is safe for the location ((shaH})) must be of a type 


and design which ((the-empleyer)) you demonstrate((s)) will 
provide protection from the hazards arising from the combus- 


tibility and flammability of vapors, liquids, gases, dusts, or 
fibers. 


Note: The National Electrical Code, NFPA 70, contains guidelines 
for determining the type and design of equipment and installa- 
tions which will meet this requirement. The guidelines of this 
document address electric wiring, equipment, and systems 
installed in hazardous (classified) locations and contain spe- 
cific provisions for the following: Wiring methods, wiring con- 
nections, conductor insulation, flexible cords, sealing and 
drainage, transformers, capacitors, switches, circuit breakers, 
fuses, motor controllers, receptacles, attachment plugs, meters, 
relays, instruments, resistors, generators, motors, lighting fix- 
tures, storage battery charging equipment, electric cranes, elec- 
tric hoists and similar equipment, utilization equipment, signal- 
ing systems, alarm systems, remote control systems, local loud 
speaker and communication systems, ventilation piping, live 
parts, lightning surge protection, and grounding. Compliance 
with these guidelines will constitute one means, but not the 
only means, of compliance with this subsection. 


(3) Conduits. All conduits ((shaH)) must be threaded 
and ((shaH)) must be made wrench-tight. Where it is imprac- 
tical to make a threaded joint tight, you must utilize a bonding 
jumper ((shall be+utiized)). 


AMENDATORY SECTION (Amending WSR 93-19-142, 
filed 9/22/93, effective 11/1/93) 


WAC 296-155-459 Special systems. (1) Systems over 
600 volts, nominal. (a) through (d) of this subsection contain 
general requirements for all circuits and equipment operated 
at over 600 volts. 


(a) Wiring methods for fixed installations. 


(i) Above ground. You must install above-ground con- 
ductors ((shal-benstaHed)) in rigid metal conduit, in inter- 
mediate metal conduit, in cable trays, in ((eable-bus)) cable- 
bus, in other suitable raceways, or as open runs of metal-clad 
cable designed for the use and purpose. However, open runs 
of nonmetallic-sheathed cable or of bare conductors or bus- 
bars may be installed in locations which are accessible only 
to qualified persons. Metallic shielding components, such as 
tapes, wires, or braids for conductors, ((shalt)) must be 
grounded. Open runs of insulated wires and cables having a 
bare lead sheath or a braided outer covering ((shatt)) must be 
supported in a manner designed to prevent physical damage 
to the braid or sheath. 


(11) Installations emerging from the ground. Conduc- 
tors emerging from the ground ((shatt)) must be enclosed in 
raceways. Raceways installed on poles ((shaH)) must be of 
rigid metal conduit, intermediate metal conduit, PVC sched- 
ule 80 or equivalent extending from the ground line up to a 
point ((eight)) 8 feet (2.44 m) above finished grade. You must 
protect conductors entering a building ((shal be -pretected)) 
by an enclosure from the ground line to the point of entrance. 
Metallic enclosures ((shaH)) must be grounded. 
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(b) Interrupting and isolating devices. 

(i) Circuit breakers. Circuit breakers located indoors 
((shaH)) must consist of metal-enclosed or fire-resistant, cell- 
mounted units. In locations accessible only to qualified per- 
sonnel, open mounting of circuit breakers is permitted. You 
must provide a means of indicating the open and closed posi- 
tion of circuit breakers ((shalH-be-previded)). 

(ii) Fused cutouts. Fused cutouts installed in buildings 
or transformer vaults ((sha)) must be of a type identified for 
the purpose. ((Fhey-shaH-be)) You must ensure that they are 
readily accessible for fuse replacement. 

(iii) Equipment isolating means. You must provide a 
means ((shaH-be-previded)) to completely isolate equipment 
for inspection and repairs. Isolating means which are not 
designed to interrupt the load current of the circuit ((skhaH)) 
must be either interlocked with a circuit interrupter or pro- 
vided with a sign warning against opening them under load. 

(c) Mobile and portable equipment. 

(1) Power cable connections to mobile machines. You 
must provide a metallic enclosure ((shalbe-previded)) on the 
mobile machine for enclosing the terminals of the power 
cable. The enclosure ((shal})) must include provisions for a 
solid connection for the ground wire(s) terminal to ground 
effectively the machine frame. The method of cable termina- 
tion used ((shal)) must prevent any strain or pull on the cable 
from stressing the electrical connections. The enclosure 
((shaH)) must have provision for locking so only authorized 
qualified persons may open it and ((shaĦ)) must be marked 
with a sign warning of the presence of energized parts. 

(ii) Guarding live parts. All energized switching and 
control parts ((shaH)) must be enclosed in effectively 
grounded metal cabinets or enclosures. Circuit breakers and 
protective equipment ((sha)) must have the operating means 
projecting through the metal cabinet or enclosure so these 
units can be reset without locked doors being opened. You 
must lock enclosures and metal cabinets ((shal-beteeked)) 
so that only authorized qualified persons have access and 
((shaH)) must be marked with a sign warning of the presence 
of energized parts. Collector ring assemblies on revolving- 
type machines (shovels, draglines, etc.) ((shalt)) must be 
guarded. 

(d) Tunnel installations. 

(i) Application. The provisions of this item apply to 
installation and use of high-voltage power distribution and 
utilization equipment which is associated with tunnels and 
which is portable and/or mobile, such as substations, trailers, 
cars, mobile shovels, draglines, hoists, drills, dredges, com- 
pressors, pumps, conveyors, and underground excavators. 

(11) Conductors. You must install conductors in tunnels 
((shal-beinstaHed)) in one or more of the following: 

(A) Metal conduit or other metal raceway; 

(B) Type MC cable; or 

(C) Other suitable multiconductor cable. 

((Condueters-shal alse-be-seteeated-or-suarded)) You 
must also locate or guard conductors so as to protect them 
from physical damage. Multiconductor portable cable may 
supply mobile equipment. An equipment grounding conduc- 
tor ((shall)) must be run with circuit conductors inside the 
metal raceway or inside the multiconductor cable jacket. The 
equipment grounding conductor may be insulated or bare. 


Permanent 


WSR 16-09-085 


(iii) Guarding live parts. Bare terminals of transform- 
ers, switches, motor controllers, and other equipment 
((shaH)) must be enclosed to prevent accidental contact with 
energized parts. Enclosures for use in tunnels ((sha)) must 
be drip-proof, weatherproof, or submersible as required by 
the environmental conditions. 

(iv) Disconnecting means. You must install a discon- 
necting means that simultaneously opens all ungrounded con- 
ductors ((shal-benstaHed)) at each transformer or motor 
location. 

(v) Grounding and bonding. All nonenergized metal 
parts of electric equipment and metal raceways and cable 
sheaths ((shat})) must be grounded and bonded to all metal 
pipes and rails at the portal and at intervals not exceeding 
1000 feet (305 m) throughout the tunnel. 

(2) Class 1, Class 2, and Class 3 remote control, sig- 
naling, and power-limited circuits. 

(a) Classification. Class 1, Class 2, or Class 3 remote 
control, signaling, or power-limited circuits are characterized 
by their usage and electrical power limitation which differen- 
tiates them from light and power circuits. These circuits are 
classified in accordance with their respective voltage and 
power limitations as summarized in (a)(1) through (iii) of this 
subsection. 

(1) Class 1 circuits. 

(A) A Class 1 power-limited circuit is supplied from a 
source having a rated output of not more than 30 volts and 
1000 volt-amperes. 

(B) A Class 1 remote control circuit or a Class 1 signal- 
ing circuit has a voltage which does not exceed 600 volts; 
however, the power output of the source need not be limited. 

(11) Class 2 and Class 3 circuits. 

(A) Power for Class 2 and Class 3 circuits is limited 
either inherently (in which no overcurrent protection is 
required) or by a combination of a power source and overcur- 
rent protection. 

(B) The maximum circuit voltage is 150 volts AC or DC 
for a Class 2 inherently limited power source, and 100 volts 
AC or DC for a Class 3 inherently limited power source. 

(C) The maximum circuit voltage is 30 volts AC and 60 
volts DC for a Class 2 power source limited by overcurrent 
protection, and 150 volts AC or DC for a Class 3 power 
source limited by overcurrent protection. 

(iii) Application. The maximum circuit voltages in (a)(i) 
and (ii) of this subsection apply to sinusoidal AC or continu- 
ous DC power sources, and where wet contact occurrence is 
not likely. 

(b) Marking. You must not use a Class 2 or Class 3 
power supply unit ((shal- net be-used)) unless it is durably 
marked where plainly visible to indicate the class of supply 
and its electrical rating. 

(3) Communications systems. 

(a) Scope. These provisions for communication systems 
apply to such systems as central-station-connected and non- 
central-station-connected telephone circuits, radio receiving 
and transmitting equipment, and outside wiring for fire and 
burglar alarm, and similar central station systems. These 
installations need not comply with the provisions of WAC 
296-155-444 through 296-155-459(2), except WAC 296- 
155-447 (3)(a)(ii) and 296-155-456. 
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(b) Protective devices. 

(i) Circuits exposed to power conductors. Communi- 
cation circuits so located as to be exposed to accidental con- 
tact with light or power conductors operating at over 300 
volts ((shaH)) must have each circuit so exposed provided 
with an approved protector. 

(ii) Antenna lead-ins. You must provide each conductor 
of a lead-in from an outdoor antenna ((shal-be-previded)) 
with an antenna discharge unit or other means that will drain 
static charges from the antenna system. 

(c) Conductor location. 

(1) Outside of buildings. 

(A) Receiving distribution lead-in or aerial-drop cables 
attached to buildings and lead-in conductors to radio trans- 
mitters ((shaH)) must be so installed as to avoid the possibil- 
ity of accidental contact with electric light or power conduc- 
tors. 

(B) The clearance between lead-in conductors and any 
lightning protection conductors ((shaH)) must not be less than 
6 feet (1.83 m). 

(ii) On poles. Where practicable, you must locate com- 
munication conductors on poles ((shaH-beteeated)) below the 
light or power conductors. You must not attach communica- 
tions conductors ((shal net-be-attached)) to a crossarm that 
carries light or power conductors. 

(iii) Inside of buildings. You must locate indoor anten- 
nas, lead-ins, and other communication conductors attached 
as open conductors to the inside of buildings ((shaH be 
leeated)) at least ((2)) two inches (50.8 mm) from conductors 
of any light or power or Class 1 circuits unless a special and 
equally protective method of conductor separation is 
employed. 

(d) Equipment location. You must locate outdoor metal 
structures supporting antennas, as well as self-supporting 
antennas such as vertical rods or dipole structures, ((skal-be 
leeated)) as far away from overhead conductors of electric 
light and power circuits of over 150 volts to ground as neces- 
sary to avoid the possibility of the antenna or structure falling 
into or making accidental contact with such circuits. 

(e) Grounding. 

(1) Lead-in conductors. If exposed to contact with elec- 
tric light or power conductors, the metal sheath of aerial 
cables entering buildings ((shaH)) must be grounded or 
((shaH)) must be interrupted close to the entrance to the build- 
ing by an insulating joint or equivalent device. Where protec- 
tive devices are used, they ((sha}t)) must be grounded. 

(ii) Antenna structures. Masts and metal structures sup- 
porting antennas ((shaH)) must be permanently and effec- 
tively grounded without splice or connection in the ground- 
ing conductor. 

(iii) Equipment enclosures. Transmitters ((shal)) must 
be enclosed in a metal frame or grill or separated from the 
operating space by a barrier, all metallic parts of which are 
effectively connected to ground. All external metal handles 
and controls accessible to the operating personnel ((shaH)) 
must be effectively grounded. Unpowered equipment and 
enclosures ((shaH)) must be considered grounded where con- 
nected to an attached coaxial cable with an effectively 
grounded metallic shield. 
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AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-462 Definitions applicable to this part. 
The definitions given in this section apply to the terms used 
in Part I. The definitions given here for "approved" and 
"qualified person" apply, instead of the definitions given in 
WAC 296-155-012, to the use of these terms in Part I. 

((G)*))Acceptable.((“)) An installation or equipment is 
acceptable to the director, and approved within the meaning 
of this Part I: 

((€a))) ¢ If it is accepted, certified, listed, labeled, or oth- 
erwise determined to be safe by a qualified testing laboratory 
capable of determining the suitability of materials and equip- 
ment for installation and use in accordance with this stan- 
dard; or 

((€6))) * With respect to an installation or equipment of a 
kind which no qualified testing laboratory accepts, certifies, 
lists, labels, or determines to be safe, if it is inspected or 
tested by another state agency, or by a federal, municipal, or 
other local authority responsible for enforcing occupational 
safety provisions of the National Electrical Code, and found 
in compliance with those provisions; or 

((())) ¢ With respect to custom-made equipment or 
related installations which are designed, fabricated for, and 
intended for use by a particular customer, if it is determined 
to be safe for its intended use by its manufacturer on the basis 
of test data which ((the-empleyer)) you keep((s)) and 
make((s)) available for inspection to the director and his/her 
authorized representatives. 

((@~))Accepted.((“)) An installation is "accepted" if it 
has been inspected and found to be safe by a qualified testing 
laboratory. 

((@}))Accessible.((*)) (As applied to wiring methods.) 
Capable of being removed or exposed without damaging the 
building structure or finish, or not permanently closed in by 
the structure or finish of the building. (See "concealed" and 
"exposed.") 

((4)—))Accessible.((")) (As applied to equipment.) 
Admitting close approach; not guarded by locked doors, ele- 
vation, or other effective means. (See "readily accessible.") 

((G))Ampacity.((*)) The current in amperes a con- 
ductor can carry continuously under the conditions of use 
without exceeding its temperature rating. 

((6}))Appliances.((*)) Utilization equipment, gener- 
ally other than industrial, normally built in standardized sizes 
or types, which is installed or connected as a unit to perform 
one or more functions. 

(((4)))Approved.((“)) Approved by the director of the 
department of labor and industries or his/her authorized rep- 
resentative: Provided, however, That should a provision of 
this chapter state that approval by an agency or organization 
other than the department of labor and industries is required, 
such as Underwriters' Laboratories, the Bureau of Mines, or 
Mine Safety and Health Administration (MSHA) and the 
National Institute for Occupational Safety and Health 
(NIOSH) the provisions of WAC 296-155-006 ((shaH)) must 
apply. 

((€8*))Askarel.((“)) A generic term for a group of non- 
flammable synthetic chlorinated hydrocarbons used as elec- 
trical insulating media. Askarels of various compositional 
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types are used. Under arcing conditions the gases produced, 
while consisting predominantly of noncombustible hydrogen 
chloride, can include varying amounts of combustible gases 
depending upon the askarel type. 

((©)—)Attachment plug (plug cap) (cap). (©) A 
device which, by insertion in a receptacle, establishes con- 
nection between the conductors of the attached flexible cord 
and the conductors connected permanently to the receptacle. 

((G0}"))Automatic.((“)) Self-acting, operating by its 
own mechanism when actuated by some impersonal influ- 
ence, as for example, a change in current strength, pressure, 
temperature, or mechanical configuration. 

((44*))Bare conductor.((“)) See "conductor." 

((G2)"))Bonding.((“)) The permanent joining of metal- 
lic parts to form an electrically conductive path which will 
assure electrical continuity and the capacity to conduct safely 
any current likely to be imposed. 

((G3“))Bonding jumper.((“)) A reliable conductor to 
assure the required electrical conductivity between metal 
parts required to be electrically connected. 

((G4))Branch circuits.((“)) That portion of a wiring 
system extending beyond the final overcurrent device pro- 
tecting the circuit. (A device not approved for branch circuit 
protection, such as thermal cutout or motor overload protec- 
tive device, is not considered as the overcurrent device pro- 
tecting the circuit.) 

((G45))Building.((*)) A structure which stands alone 
or which is cut off from adjoining structures by fire walls 
with all openings therein protected by approved fire doors. 

((46}"))Cabinet.((*)) An enclosure designed either for 
surface or flush mounting, and provided with a frame, mat, or 
trim in which a swinging door or doors are or may be hung. 

((G4))Certified.((“)) Equipment is "certified" if it: 

((€2))) ¢ Has been tested and found by a qualified testing 
laboratory to meet applicable test standards or to be safe for 
use in a specified manner; and 

((@))) ¢ Is of a kind whose production is periodically 
inspected by a qualified testing laboratory. Certified equip- 
ment must bear a label, tag, or other record of certification. 


((A8}“))Circuit breaker.((* 

(a))) ¢ (600 volts nominal, or less.) A device designed to 
open and close a circuit by nonautomatic means and to open 
the circuit automatically on a predetermined overcurrent 
without injury to itself when properly applied within its rat- 
ing. 

((€))) ¢ (Over 600 volts, nominal.) A switching device 
capable of making, carrying, and breaking currents under 
normal circuit conditions, and also making, carrying for a 
specified time, and breaking currents under specified abnor- 
mal circuit conditions, such as those of short circuit. 

((A9}))Class I locations.((*)) Class I locations are 
those in which flammable gases or vapors are or may be pres- 
ent in the air in quantities sufficient to produce explosive or 
ignitible mixtures. Class I locations include the following: 

((€a))) ¢ Class I, Division 1. A Class I, Division 1 loca- 
tion is a location: 

((@)) - In which ignitible concentrations of flammable 
gases or vapors may exist under normal operating conditions; 
or 
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((G¥)) - In which ignitible concentrations of such gases 
or vapors may exist frequently because of repair or mainte- 
nance operations or because of leakage; or 


(Œ) - In which breakdown or faulty operation of 
equipment or processes might release ignitible concentra- 
tions of flammable gases or vapors, and might also cause 
simultaneous failure of electric equipment. 


Note: This classification usually includes locations where volatile 
flammable liquids or liquefied flammable gases are transferred 
from one container to another; interiors of spray booths and 
areas in the vicinity of spraying and painting operations where 
volatile flammable solvents are used; locations containing 
open tanks or vats of volatile flammable liquids; drying rooms 
or compartments for the evaporation of flammable solvents; 
inadequately ventilated pump rooms for flammable gas or for 
volatile flammable liquids; and all other locations where 
ignitible concentrations of flammable vapors or gases are likely 
to occur in the course of normal operations. 


((€))) ¢ Class I, Division 2. A Class I, Division 2 loca- 
tion is a location: 

(®©) - In which volatile flammable liquids or flamma- 
ble gases are handled, processed, or used, but in which the 
hazardous liquids, vapors, or gases will normally be confined 
within closed containers or closed systems from which they 
can escape only in case of accidental rupture or breakdown of 
such containers or systems, or in case of abnormal operation 
of equipment; or 

((G¥)) - In which ignitible concentrations of gases or 
vapors are normally prevented by positive mechanical venti- 
lation, and which might become hazardous through failure or 
abnormal operations of the ventilating equipment; or 

(Œ) - That is adjacent to a Class I, Division 1 loca- 
tion, and to which ignitible concentrations of gases or vapors 
might occasionally be communicated unless such communi- 
cation is prevented by adequate positive-pressure ventilation 
from a source of clean air, and effective safeguards against 
ventilation failure are provided. 

Note: This classification usually includes locations where volatile 
flammable liquids or flammable gases or vapors are used, but 
which would become hazardous only in case of an accident or 
of some unusual operating condition. The quantity of flamma- 
ble material that might escape in case of accident, the adequacy 
of ventilating equipment, the total area involved, and the record 
of the industry or business with respect to explosions or fires 
are all factors that merit consideration in determining the clas- 
sification and extent of each location. 


Piping without valves, checks, meters, and similar 
devices would not ordinarily introduce a hazardous condition 
even though used for flammable liquids or gases. Locations 
used for the storage of flammable liquids or of liquefied or 
compressed gases in sealed containers would not normally be 
considered hazardous unless also subject to other hazardous 
conditions. 

Electrical conduits and their associated enclosures sepa- 
rated from process fluids by a single seal or barrier are 
classed as a Division 2 location if the outside of the conduit 
and enclosures is a nonhazardous location. 

((@0)}))Class II locations.((")) Class II locations are 
those that are hazardous because of the presence of combus- 
tible dust. Class II locations include the following: 
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((€a))) ¢ Class II, Division 1. A Class II, Division 1 loca- 
tion is a location: 

((@)) - In which combustible dust is or may be in sus- 
pension in the air under normal operating conditions, in quan- 
tities sufficient to produce explosive or ignitible mixtures; or 

((65)) - Where mechanical failure or abnormal operation 
of machinery or equipment might cause such explosive or 
ignitible mixtures to be produced, and might also provide a 
source of ignition through simultaneous failure of electric 
equipment, operation of protection devices, or from other 
Causes; or 

((Gi))) - In which combustible dusts of an electrically 
conductive nature may be present. 

Note: Combustible dusts which are electrically nonconductive 
include dusts produced in the handling and processing of grain 
and grain products, pulverized sugar and cocoa, dried egg and 
milk powders, pulverized spices, starch and pastes, potato and 
woodflour, oil meal from beans and seed, dried hay, and other 
organic materials which may produce combustible dusts when 
processed or handled. Dusts containing magnesium or alumi- 
num are particularly hazardous and the use of extreme caution 
is necessary to avoid ignition and explosion. 


((€))) ¢ Class II, Division 2. A Class II, Division 2 loca- 
tion is a location in which: 

(©) - Combustible dust will not normally be in suspen- 
sion in the air in quantities sufficient to produce explosive or 
ignitible mixtures, and dust accumulations are normally 
insufficient to interfere with the normal operation of electri- 
cal equipment or other apparatus; or 

((6Đ)) - Dust may be in suspension in the air as a result 
of infrequent malfunctioning of handling or processing 
equipment, and dust accumulations resulting therefrom may 
be ignitible by abnormal operation or failure of electrical 
equipment or other apparatus. 

Note: This classification includes locations where dangerous concen- 
trations of suspended dust would not be likely but where dust 
accumulations might form on or in the vicinity of electric 
equipment. These areas may contain equipment from which 
appreciable quantities of dust would escape under abnormal 
operating conditions or be adjacent to a Class II, Division 1 
location, as described above, into which an explosive or 
ignitible concentration of dust may be put into suspension 
under abnormal operating conditions. 


((@5H~))Class II locations.((“)) Class II locations are 
those that are hazardous because of the presence of easily 
ignitible fibers or flyings but in which such fibers or flyings 
are not likely to be in suspension in the air in quantities suffi- 
cient to produce ignitible mixtures. Class III locations include 
the following: 

(Ð) ¢ Class III, Division 1. A Class II, Division 1 
location is a location in which easily ignitible fibers or mate- 
rials producing combustible flyings are handled, manufac- 
tured, or used. 

Note: Easily ignitible fibers and flyings include rayon, cotton 
(including cotton linters and cotton waste), sisal or henequen, 
istle, jute, hemp, tow, cocoa fiber, oakum, baled waste kapok, 
Spanish moss, excelsior, sawdust, woodchips, and other mate- 
rial of similar nature. 


(())) ¢ Class II, Division 2. A Class III, Division 2 
location is a location in which easily ignitible fibers are 
stored or handled, except in process of manufacture. Collec- 
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tor ring. A collector ring is an assembly of slip rings for trans- 
ferring electrical energy from a stationary to a rotating mem- 
ber. 

((@4—))Collector ring.((*)) A collector ring is an 
assembly of slip rings for transferring electrical energy from 
a stationary to a rotating member. 

((23“))Concealed.((*)) Rendered inaccessible by the 
structure or finish of the building. Wires in concealed race- 
ways are considered concealed, even though they may 
become accessible by withdrawing them. See "accessible. 
(As applied to wiring methods.)" 

((24))Conductor.((* 

&) ¢ Bare. A conductor having no covering or electri- 
cal insulation whatsoever. 

((€))) ¢ Covered. A conductor encased within material 
of composition or thickness that is not recognized as electri- 
cal insulation. 

((€2))) ¢ Insulated. A conductor encased within material 
of composition and thickness that is recognized as electrical 
insulation. 

((@5“))Controller.((")) A device or group of devices 
that serves to govern, in some predetermined manner, the 
electric power delivered to the apparatus to which it is con- 
nected. 

((26}*))Covered conductor.((“)) See "conductor." 

((@A—))Cutout.((“)) (Over 600 volts, nominal.) An 
assembly of a fuse support with either a fuseholder, fuse car- 
rier, or disconnecting blade. The fuseholder or fuse carrier 
may include a conducting element (fuse link), or may act as 
the disconnecting blade by the inclusion of a nonfusible 
member. 

((28—“))Cutout box.((")) An enclosure designed for 
surface mounting and having swinging doors or covers 
secured directly to and telescoping with the walls of the box 
proper. (See "cabinet.") 

((@9}"))Damp location.((*)) See "location." 

((G0)}“))Dead front.((*)) Without live parts exposed to 
a person on the operating side of the equipment. 

((@H—))Device.((*)) A unit of an electrical system 
which is intended to carry but not utilize electric energy. 

((G2))Disconnecting means.((")) A device, or group 
of devices, or other means by which the conductors of a cir- 
cuit can be disconnected from their source of supply. 

((G3}—))Disconnecting (or isolating) switch.((“)) 
(Over 600 volts, nominal.) A mechanical switching device 
used for isolating a circuit or equipment from a source of 
power. 

((G4))Dry location.((*)) See "location." 

((G5}“))Enclosed.((“)) Surrounded by a case, housing, 
fence or walls which will prevent persons from accidentally 
contacting energized parts. 

((G6)}“))Enclosure.((*)) The case or housing of appara- 
tus, or the fence or walls surrounding an installation to pre- 
vent personnel from accidentally contacting energized parts, 
or to protect the equipment from physical damage. 

((@A—))Equipment.((")) A general term including 
material, fittings, devices, appliances, fixtures, apparatus, 
and the like, used as a part of, or in connection with, an elec- 
trical installation. 
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((G8)}—))Equipment grounding conductor.((“)) See 
"grounding conductor, equipment." 

((G9}—))Explosion-proof apparatus.((*)) Apparatus 
enclosed in a case that is capable of withstanding an explo- 
sion of a specified gas or vapor which may occur within it and 
of preventing the ignition of a specified gas or vapor sur- 
rounding the enclosure by sparks, flashes, or explosion of the 
gas or vapor within, and which operates at such an external 
temperature that it will not ignite a surrounding flammable 
atmosphere. 

((40}")) Exposed. (As applied to live parts.)((*)) Capa- 
ble of being inadvertently touched or approached nearer than 
a safe distance by a person. It is applied to parts not suitably 
guarded, isolated, or insulated. (See "accessible" and "con- 
cealed.") 

((45—))Exposed. (As applied to wiring meth- 
ods.)((“)) On or attached to the surface or behind panels 
designed to allow access. See "accessible. (As applied to wir- 
ing methods.)" 

((42)—))Exposed. (For the purposes of WAC 296- 
155-459(3), Communications systems.)((“)) Where the cir- 
cuit is in such a position that in case of failure of supports or 
insulation, contact with another circuit may result. 

((43)—))Externally operable.((“)) Capable of being 
operated without exposing the operator to contact with live 
parts. 

((44-*))Feeder.((*)) All circuit conductors between the 
service equipment, or the generator switchboard of an iso- 
lated plant, and the final branch-circuit overcurrent device. 

((45}))Festoon lighting.((*)) A string of outdoor 
lights suspended between two points more than 15 feet (4.57 
m) apart. 

((46)))Fitting.((*)) An accessory such as a locknut, 
bushing, or other part of a wiring system that is intended pri- 
marily to perform a mechanical rather than an electrical func- 
tion. 

((44+))Fuse.((“)) (Over 600 volts, nominal.) An over- 
current protective device with a circuit opening fusible part 
that is heated and severed by the passage of overcurrent 
through it. A fuse comprises all the parts that form a unit 
capable of performing the prescribed functions. It may or 
may not be the complete device necessary to connect it into 
an electrical circuit. 

((48}—"))Ground.(("))_ A conducting connection, 
whether intentional or accidental, between an electrical cir- 
cuit or equipment and the earth, or to some conducting body 
that serves in place of the earth. 

(((49}*))Grounded.((“)) Connected to earth or to some 
conducting body that serves in place of the earth. 

((60}))Grounded, effectively.((“)) (Over 600 volts, 
nominal.) Permanently connected to earth through a ground 
connection of sufficiently low impedance and having suffi- 
cient ampacity that ground fault current which may occur 
cannot build up to voltages dangerous to personnel. 

((6H))Grounded conductor.((*)) A system or circuit 
conductor that is intentionally grounded. 

((62+))Grounding conductor.((*)) A conductor used 
to connect equipment or the grounded circuit of a wiring sys- 
tem to a grounding electrode or electrodes. 
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((63)}))Grounding conductor, equipment.((*)) The 
conductor used to connect the noncurrent-carrying metal 
parts of equipment, raceways, and other enclosures to the 
system grounded conductor and/or the grounding electrode 
conductor at the service equipment or at the source of a sepa- 
rately derived system. 

((64—))Grounding electrode conductor.((")) The 
conductor used to connect the grounding electrode to the 
equipment grounding conductor and/or to the grounded con- 
ductor of the circuit at the service equipment or at the source 
of a separately derived system. 

((G3)—))Ground-fault circuit interrupter.((")) A 
device for the protection of personnel that functions to deen- 
ergize a circuit or portion thereof within an established period 
of time when a current to ground exceeds some predeter- 
mined value that is less than that required to operate the over- 
current protective device of the supply circuit. 

((66}—))Guarded.((")) Covered, shielded, fenced, 
enclosed, or otherwise protected by means of suitable covers, 
casings, barriers, rails, screens, mats, or platforms to remove 
the likelihood of approach to a point of danger or contact by 
persons or objects. 

((GA))Hazard.((“)) That condition, potential or inher- 
ent, which is likely to cause injury, death, or occupational 
disease. 

((68}))Hoistway.((*)) Any shaftway, hatchway, well 
hole, or other vertical opening or space in which an elevator 
or dumbwaiter is designed to operate. 

((69}—))Identified (conductors or terminals).((“)) 
Identified, as used in reference to a conductor or its terminal, 
means that such conductor or terminal can be recognized as 
grounded. 

(((60)"))Identified (for the use).((“)) Recognized as 
suitable for the specific purpose, function, use, environment, 
application, etc., where described as a requirement in this 
standard. Suitability of equipment for a specific purpose, 
environment, or application is determined by a qualified test- 
ing laboratory where such identification includes labeling or 
listing. 

((6)H))Insulated conductor.((*)) See "conductor." 

((62—))Interrupter switch.((*)) (Over 600 volts, 
nominal.) A switch capable of making, carrying, and inter- 
rupting specified currents. 

((3}—))Intrinsically safe equipment and associated 
wiring.((“)) Equipment and associated wiring in which any 
spark or thermal effect, produced either normally or in speci- 
fied fault conditions, is incapable, under certain prescribed 
test conditions, of causing ignition of a mixture of flammable 
or combustible material in air in its most easily ignitible con- 
centration. 

((64))Isolated.((*)) Not readily accessible to persons 
unless special means for access are used. 

((65)—))Isolated power system.((*)) A system com- 
prising an isolating transformer or its equivalent, a line isola- 
tion monitor, and its ungrounded circuit conductors. 

((46)}))J-Box (junction box).((*)) An electrical sheet 
metal enclosure with openings for conduit or cable with sheet 
metal cover. The primary purpose is for joining conductors 
for splicing. 
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((64))Labeled.((“)) Equipment or materials to which 
has been attached a label, symbol or other identifying mark of 
a qualified testing laboratory which indicates compliance 
with appropriate standards or performance in a specified 
manner. 

((68}+*))Lighting outlet.((*)) An outlet intended for the 
direct connection of a lampholder, a lighting fixture, or a pen- 
dant cord terminating in a lampholder. 

((9}*))Listed.((*)) Equipment or materials included in 
a list published by a qualified testing laboratory whose listing 
states either that the equipment or material meets appropriate 
standards or has been tested and found suitable for use in a 
specified manner. 

((70}))Location.((" 

(a))) « Damp location. Partially protected locations under 
canopies, marquees, roofed open porches, and like locations, 
and interior locations subject to moderate degrees of mois- 
ture, such as some basements. 

((€6))) ¢ Dry location. A location not normally subject to 
dampness or wetness. A location classified as dry may be 
temporarily subject to dampness or wetness, as in the case of 
a building under construction. 

((€€))) ¢ Wet location. Installations underground or in 
concrete slabs or masonry in direct contact with the earth, and 
locations subject to saturation with water or other liquids, 
such as locations exposed to weather and unprotected. 

((G4))Mobile X ray.((“)) X-ray equipment mounted 
on a permanent base with wheels and/or casters for moving 
while completely assembled. 

((G@2}4))Motor control center.((“)) An assembly of one 
or more enclosed sections having a common power bus and 
principally containing motor control units. 

((G3))Outlet.((“)) A point on the wiring system at 
which current is taken to supply utilization equipment. 

((74))Overcurrent.((“)) Any current in excess of the 
rated current of equipment or the ampacity of a conductor. It 
may result from overload (see definition), short circuit, or 
ground fault. A current in excess of rating may be accommo- 
dated by certain equipment and conductors for a given set of 
conditions. Hence the rules for overcurrent protection are 
specific for particular situations. 

((GS5}))Overload.((“)) Operation of equipment in 
excess of normal, full load rating, or of a conductor in excess 
of rated ampacity which, when it persists for a sufficient 
length of time, would cause damage or dangerous overheat- 
ing. A fault, such as a short circuit or ground fault, is not an 
overload. (See "overcurrent.") 

((76)}"))Panelboard.((*)) A single panel or group of 
panel units designed for assembly in the form of a single 
panel; including buses, automatic overcurrent devices, and 
with or without switches for the control of light, heat, or 
power circuits; designed to be placed in a cabinet or cutout 
box placed in or against a wall or partition and accessible 
only from the front. (See "switchboard.") 

((-4+))Portable X ray.((“)) X-ray equipment designed 
to be hand-carried. 

((7#8))Power fuse.((“)) (Over 600 volts, nominal.) 
See "fuse." 

((793—"))Power outlet.((*)) An enclosed assembly 
which may include receptacles, circuit breakers, fuseholders, 
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fused switches, buses and watt-hour meter mounting means; 
intended to serve as a means for distributing power required 
to operate mobile or temporarily installed equipment. 

((€80)}))Premises wiring system.((“)) That interior and 
exterior wiring, including power, lighting, control, and signal 
circuit wiring together with all of its associated hardware, fit- 
tings, and wiring devices, both permanently and temporarily 
installed, which extends from the load end of the service 
drop, or load end of the service lateral conductors to the out- 
let(s). Such wiring does not include wiring internal to appli- 
ances, fixtures, motors, controllers, motor control centers, 
and similar equipment. 

((84H—)) Qualified person.((*)) One familiar with the 
construction and operation of the equipment and the hazards 
involved. 

((82—)) Qualified testing laboratory.((“)) A properly 
equipped and staffed testing laboratory which has capabilities 
for and which provides the following services: 

((€a))) * Experimental testing for safety of specified 
items of equipment and materials referred to in this standard 
to determine compliance with appropriate test standards or 
performance in a specified manner; 

((Œ)) « Inspecting the run of such items of equipment 
and materials at factories for product evaluation to assure 
compliance with the test standards; 

((€))) * Service-value determinations through field 
inspections to monitor the proper use of labels on products 
and with authority for recall of the label in the event a hazard- 
ous product is installed; 

((€)) ¢ Employing a controlled procedure for identify- 
ing the listed and/or labeled equipment or materials tested; 
and 

((€e})) ¢ Rendering creditable reports or findings that are 
objective and without bias of the tests and test methods 
employed. 

((€83)}—))Raceway.((")) A channel designed expressly 
for holding wires, cables, or busbars, with additional func- 
tions as permitted in this part. Raceways may be of metal or 
insulating material, and the term includes rigid metal conduit, 
rigid nonmetallic conduit, intermediate metal conduit, liquid- 
tight flexible metal conduit, flexible metallic tubing, flexible 
metal conduit, electrical metallic tubing, underfloor race- 
ways, cellular concrete floor raceways, cellular metal floor 
raceways, surface raceways, wireways, and busways. 

((84—))Readily accessible.((")) Capable of being 
reached quickly for operation, renewal, or inspections, with- 
out requiring those to whom ready access is requisite to climb 
over or remove obstacles or to resort to portable ladders, 
chairs, etc. (See "accessible.") 

(((85}—))Receptacle.((“)) A receptacle is a contact 
device installed at the outlet for the connection of a single 
attachment plug. A single receptacle is a single contact 
device with no other contact device on the same yoke. A mul- 
tiple receptacle is a single device containing two or more 
receptacles. 

(((86)))Receptacle outlet.((“)) An outlet where one or 
more receptacles are installed. 

((SA—))Remote-control circuit.((")) Any electric cir- 
cuit that controls any other circuit through a relay or an 
equivalent device. 
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((€88}))Sealable equipment.((“)) Equipment enclosed 
in a case or cabinet that is provided with a means of sealing 
or locking so that live parts cannot be made accessible with- 
out opening the enclosure. The equipment may or may not be 
operable without opening the enclosure. 

((€89J}—))Separately derived system.((“)) A premises 
wiring system whose power is derived from generator, trans- 
former, or converter windings and has no direct electrical 
connection, including a solidly connected grounded circuit 
conductor, to supply conductors originating in another sys- 
tem. 

(((99}"))Service.((*)) The conductors and equipment for 
delivering energy from the electricity supply system to the 
wiring system of the premises served. 

(((94H—))Service conductors.((*)) The supply conduc- 
tors that extend from the street main or from transformers to 
the service equipment of the premises supplied. 

(((92}*))Service drop.((*)) The overhead service con- 
ductors from the last pole or other aerial support to and 
including the splices, if any, connecting to the service- 
entrance conductors at the building or other structure. 

(((93)))Service-entrance conductors, overhead sys- 
tem.((")) The service conductors between the terminals of the 
service equipment and a point usually outside the building, 
clear of building walls, where joined by tap or splice to the 
service drop. 

(((94)—"))Service-entrance conductors, underground 
system.((")) The service conductors between the terminals of 
the service equipment and the point of connection to the ser- 
vice lateral. Where service equipment is located outside the 
building walls, there may be no service-entrance conductors, 
or they may be entirely outside the building. 

(((9S}))Service equipment.((")) The necessary equip- 
ment, usually consisting of a circuit breaker or switch and 
fuses, and their accessories, located near the point of entrance 
of supply conductors to a building or other structure, or an 
otherwise defined area, and intended to constitute the main 
control and means of cutoff of the supply. 

(((96)—"))Service raceway.((")) The raceway that 
encloses the service-entrance conductors. 

((94"))Shock hazard.((“)) To exist at an accessible 
part in a circuit between the part and ground, or other acces- 
sible parts if the potential is more than 42.4 volts peak and the 
current through a 1,500-ohm load is more than 5 milliam- 
peres. 

((98))Signaling circuit.((“)) Any electric circuit that 
energizes signaling equipment. 

(((99}))Switchboard.((“)) A large single panel, frame, 
or assembly of panels which have switches, buses, instru- 
ments, overcurrent and other protective devices mounted on 
the face or back or both. Switchboards are generally accessi- 
ble from the rear as well as from the front and are not 
intended to be installed in cabinets. (See "panelboard.") 

((400}-"))Switches.((* 

(a))) ¢ General-use switch. A switch intended for use in 
general distribution and branch circuits. It is rated in 
amperes, and it is capable of interrupting its rated current at 
its rated voltage. 

((€))) © General-use snap switch. A form of general-use 
switch so constructed that it can be installed in flush device 
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boxes or on outlet box covers, or otherwise used in conjunc- 
tion with wiring systems recognized by this part. 

((€€))) ¢ Isolating switch. A switch intended for isolating 
an electric circuit from the source of power. It has no inter- 
rupting rating, and it is intended to be operated only after the 
circuit has been opened by some other means. 

((€)) ¢ Motor-circuit switch. A switch, rated in horse- 
power, capable of interrupting the maximum operating over- 
load current of a motor of the same horsepower rating as the 
switch at the rated voltage. 

((G0H—))Switching devices.((“)) (Over 600 volts, 
nominal.) Devices designed to close and/or open one or more 
electric circuits. Included in this category are circuit breakers, 
cutouts, disconnecting (or isolating) switches, disconnecting 
means, and interrupter switches. 

((G-02)}"))Transformer.((“)) A transformer is an appa- 
ratus for converting electrical power in an a-c system at one 
voltage or current into electrical power at some other voltage 
or current without the use of rotating parts. 

((4-03)}))Transportable X ray.((*)) X-ray equipment 
installed in a vehicle or that may readily be disassembled for 
transport in a vehicle. 

((d04—*))Utilization equipment.((“)) Utilization 
equipment means equipment which utilizes electric energy 
for mechanical, chemical, heating, lighting, or similar useful 
purpose. 

((G-05)}")) Utilization system.((“)) A utilization system 
is a system which provides electric power and light for 
employee workplaces, and includes the premises wiring sys- 
tem and utilization equipment. 

((A-06}*))Ventilated.((*)) Provided with a means to per- 
mit circulation of air sufficient to remove an excess of heat, 
fumes, or vapors. 

((G904*)) Volatile flammable liquid.((*)) A flammable 
liquid having a flash point below 38°C (100°F) or whose 
temperature is above its flash point, or a Class II combustible 
liquid having a vapor pressure not exceeding 40 psia (276 
kPa) at 38°C (100°F) whose temperature is above its flash 
point. 

((A-08}*)) Voltage.((“)) (Of a circuit.) The greatest root- 
mean-square (effective) difference of potential between any 
two conductors of the circuit concerned. 

((G-09}—")) Voltage, nominal.((")) A nominal value 
assigned to a circuit or system for the purpose of conve- 
niently designating its voltage class (as 120/240, 480Y/277, 
600, etc.). The actual voltage at which a circuit operates can 
vary from the nominal within a range that permits satisfac- 
tory operation of equipment. 

((HH0H“))Voltage to ground.((")) For grounded cir- 
cuits, the voltage between the given conductor and that point 
or conductor of the circuit that is grounded; for ungrounded 
circuits, the greatest voltage between the given conductor and 
any other conductor of the circuit. 

((G44))Watertight.((*)) So constructed that moisture 
will not enter the enclosure. 

((G42—"))Weatherproof.((*)) So constructed or pro- 
tected that exposure to the weather will not interfere with suc- 
cessful operation. Rainproof, raintight, or watertight equip- 
ment can fulfill the requirements for weatherproof where 
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varying weather conditions other than wetness, such as snow, 
ice, dust, or temperature extremes, are not a factor. 
((G448}*)) Wet location.((“)) See "location." 


AMENDATORY SECTION (Amending WSR 06-16-020, 
filed 7/24/06, effective 12/1/06) 


WAC 296-155-47501 Definitions applicable to this 
part. ((G))) Equivalent ((means)). Alternative designs, 
materials, or methods that ((the-empleyer)) you can demon- 
strate will provide an equal or greater degree of safety for 
employees than the method or item specified in the standard. 

((@))) Failure ((means)). Load refusal, breakage, or sep- 
aration of component parts. Load refusal is the point where 
the structural members lose their ability to carry the loads. 

((@))) Handrail ((means)). A rail used to provide 
employees with a handhold for support. 

(((4))) Lower levels ((means)). Those areas to which an 
employee can fall from a stairway or ladder. Such areas 
include ground levels, floors, roofs, ramps, runways, excava- 
tions, pits, tanks, material, water, equipment, and similar sur- 
faces. It does not include the surface from which the 
employee falls. 

(Ð) Nosing ((means)). That portion of a tread project- 
ing beyond the face of the riser immediately below. 

((€6))) Platform ((means)). A walking/working surface 
for persons, elevated above the surrounding floor or ground. 

((G))) Point of access ((means)), All areas used by 
employees for work-related passage from one area or level to 
another. Such open areas include doorways, passageways, 
stairway openings, studded walls, and various other perma- 
nent or temporary openings used for such travel. 

((€8))) Riser height ((means)). The vertical distance 
from the top of a tread to the top of the next higher tread or 
platform/landing or the distance from the top of a plat- 
form/landing to the top of the next higher tread or plat- 
form/landing. 

((9})) Spiral stairway ((means)). A series of steps 
attached to a vertical pole and progressing upward in a wind- 
ing fashion within a cylindrical space. 

((A-0)-Staizrrail)) Stair rail system ((means)). A vertical 
barrier erected along the unprotected sides and edges of a 
stairway to prevent employees from falling to lower levels. 
The top surface of a ((stairrai})) stair rail system may also be 
a "handrail." 

((G))) Tread depth ((means)). The horizontal distance 
from front to back of a tread (excluding nosing, if any). 

(€) Unprotected sides and edges ((means)). Any 
side or edge (except at entrances to points of access) of a 
stairway where there is no ((sta#trail)) stair rail system or wall 
36 inches (.9 m) or more in height, and any side or edge 
(except at entrances to points of access) of a stairway landing, 
or ladder platform where there is no wall or guardrail system 
39 inches (1 m) or more in height. 


AMENDATORY SECTION (Amending WSR 06-05-027, 
filed 2/7/06, effective 4/1/06) 


WAC 296-155-476 General requirements. (1) You 


must provide a stairway or ladder ((shall be-previded)) at all 
personnel points of access where there is a break in elevation 
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of ((sineteen)) 19 inches (48 cm) or more, and no ramp, run- 
way, Sloped embankment, or personnel hoist is provided. 

(a) Employees ((shaH)) must not use any spiral stairways 
that will not be a permanent part of the structure on which 
construction work is being performed. 


(b) You must provide a double-cleated ladder or two or 


more separate ladders ((shaltbe-previded)) when ladders are 


the only means of access or exit from a working area for 
((twenty-five)) 25 or more employees, or when a ladder is to 
serve simultaneous two-way traffic. 


(c) When a building or structure has only one point of 
access between levels, you must keep that point of access 
((shal-bekept)) clear to permit free passage of employees. 
When work must be performed or equipment must be used 
such that free passage at that point of access is restricted, you 
must provide and use a second point of access ((shall be-pre- 
vided-andised)). 

(d) When a building or structure has two or more points 
of access between levels, you must keep at least one point of 


access ((shaH-bekept)) clear to permit free passage of 


employees. 


(2) ((Empleyers-sha)) You must provide and install all 


stairway and ladder fall protection systems required by this 
part and ((shaH)) you must comply with all other pertinent 
requirements of this part before employees begin the work 
that necessitates the installation and use of stairways, ladders, 
and their respective fall protection systems. 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-155-477 Stairways. (1) General. The fol- 
lowing requirements apply to all stairways as indicated: 

(a) Stairways that will not be a permanent part of the 
structure on which construction work is being performed 
((skaH)) must have landings of not less than ((thirty)) 30 
inches (76 cm) in the direction of travel and extend at least 
((twenty-two)) 22 inches (56 cm) in width at every ((fvelve)) 
12 feet (3.7 m) or less of vertical rise. 

(b) You must install stairs ((shall bemstaHed)) between 
30 ((deg-)) degrees and 50 ((deg-)) degrees from horizontal. 

(c) In all buildings or structures two or more stories or 


((eventy-feur)) 24 feet or more in height or depth, you must 
install suitable permanent or temporary stairways ((shal- be 


instaHed)). 

(d) You must provide stairways, ramps or ladders ((shalt 
be-provided)) at all points where a break in elevation of 
((eighteen)) 18 inches or more occurs in a frequently traveled 
passageway, entry or exit. 


(e) You must provide a minimum of one stairway ((shalt 
be-provided)) for access and exit for buildings and structures 
to ((three)) 3 stories or ((thirty-stx)) 36 feet; if more than 
((three)) 3 stories or ((thitty-stx)) 36 feet, you must provide 
two or more stairways ((shalbe-previded)). Where two stair- 
ways are provided and work is being performed in the stair- 
ways, you must maintain one ((shal-be-maintained)) clear for 
access between levels at all times. 
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(£) Wood frame buildings. 

(i) You must complete the stairway to a second or higher 
floor ((shallbeeompteted)) before studs are raised to support 
the next higher floor. 

(ii) You must provide roof and attic work areas of all 
buildings ((shaH-be-previded)) with a safe means of access 
and egress, such as stairways, ramps or ladders. 

(iii) You must nail cleats ((shal- netbe-natled)) to studs 
to provide access to and egress from roof or other work areas. 

(g) Steel frame buildings. Stairways ((shaH)) must 
extend to the uppermost floor that has been planked or 
decked. Ladders may be used above that point. 

(h) Reinforced concrete or composite steel((—))_- 
_Concrete buildings. Stairways ((shaH})) must extend to the 
lowermost floor upon which a complete vertical shoring sys- 
tem is in place. A minimum of two ladders at different loca- 
tions for each floor may be used above this floor but not to 
exceed ((three)) 3 floors. 

(i) Riser height and tread depth ((sha)) must be uniform 
within each flight of stairs, including any foundation struc- 
ture used as one or more treads of the stairs. Variations in 
riser height or tread depth ((shaH)) must not be over 1/4-inch 
(0.6 cm) in any stairway system. 

(j) Where doors or gates open directly on a stairway, you 
must provide a platform ((shal-be-previded)), and the swing 
of the door ((shaH)) must not reduce the effective width of the 
platform to less than ((#venty)) 20 inches (51 cm). 

(k) You must secure metal pan landings and metal pan 
treads, when used, ((shaH-be-seeured)) in place before filling 
with concrete or other material. 

(1) All parts of stairways ((shaH})) must be free of hazard- 
ous projections, such as protruding nails. 

(m) You must eliminate slippery conditions on stairways 
((shalbe-eliminated)) before the stairways are used to reach 
other levels. 

(n) ((Empleyers)) You are permitted to use alternating 
tread type stairs as long as they install, use, and maintain the 
stairs in accordance with manufacturer's recommendations 
and the following: 

(i) The stair must be installed at an angle of ((seventy)) 
70 degrees or less. 

(ii) The stair must be capable of withstanding a mini- 
mum uniform load of ((ene-hundred)) 100 pounds per square 
foot with a design factor of 1.7, and the treads must be capa- 
ble of carrying a minimum concentrated load of ((three-hun- 
dred)) 300 pounds at the center of any treadspan or exterior 
arc with a design factor of 1.7. If the stair is intended for 
greater loading, construction must allow for that loading. 

(iii) The stair must be equipped with a handrail on each 
side to assist the user in climbing or descending. 

(o) Due to space limitations, when a permanent stairway 
must be installed at an angle above ((f##t¥)) 50 degrees, such 
an installation (commonly called an inclined or ship's ladder) 
((shaH)) must have treads, open risers and handrails on both 
sides. 

(p) Where ladders are permitted for access under subsec- 
tion (1) of this section, you must provide means ((shal-be 
previded)) for employee hoisting of tools and material, such 
as a well wheel and hoisting line or the equivalent, so 
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employees will have both hands free for ascending and 
descending ladders. 

(2) Temporary service. The following requirements 
apply to all stairways as indicated: 

(a) Except during stairway construction, foot traffic is 
prohibited on stairways with pan stairs where the treads 
and/or landings are to be filled in with concrete or other mate- 
rial at a later date, unless the stairs are temporarily fitted with 
wood or other solid material at least to the top edge of each 
pan. You must replace such temporary treads and landings 
((shal be +eplaced)) when worn below the level of the top 
edge of the pan. 

(b) Except during stairway construction, foot traffic is 
prohibited on skeleton metal stairs where permanent treads 
and/or landings are to be installed at a later date, unless the 
stairs are fitted with secured temporary treads and landings 
long enough to cover the entire tread and/or landing area. 

(c) Treads for temporary service ((shaH)) must be made 
of wood or other solid material, and ((shaH)) must be 
installed the full width and depth of the stair. 

(3) ((Staivrails)) Stair rails and handrails. The follow- 
ing requirements apply to all stairways as indicated: 

(a) Stairways having ((fewr)) 4 or more risers or rising 
more than ((thitty)) 30 inches (76 cm), whichever is less, 
((shall)) must be equipped with: 

(1) At least one handrail; and 

(ii) One ((staitra#})) stair rail system along each unpro- 
tected side or edge. 

Note: When the top edge of a ((stairrait)) stair rail system also serves 
as a handrail, subdivision (g) of this subsection applies. 


(b) Winding and spiral stairways ((shaH)) must be 
equipped with a handrail offset sufficiently to prevent walk- 
ing on those portions of the stairways where the tread width 
is less than ((s#x)) 6 inches (15 cm). 

(c) The height of ((stairrails-shaH)) stair rails must be as 
follows: 

(i) ((Stairrails)) Stair rails installed after the effective 
date of this standard, ((sha)) must be not less than ((thitty- 
stx)) 36 inches (91.5 cm) from the upper surface of the ((sta- 
itrait)) stair rail system to the surface of the tread, in line with 
the face of the riser at the forward edge of the tread. 

(ii) ((Staitras)) Stair rails installed before the effective 
date of this standard, ((shalt)) must be not less than ((thirty)) 
30 inches (76 cm) nor more than ((th#ty-feur)) 34 inches (86 
cm) from the upper surface of the ((stairrail)) stair rail system 
to the surface of the tread, in line with the face of the riser at 
the forward edge of the tread. 

(d) You must provide midrails, screens, mesh, intermedi- 
ate vertical members, or equivalent intermediate structural 
members, ((shaH-be-previded)) between the top rail of the 
((staitrai})) stair rail system and the stairway steps. 

(i) You must locate midrails, when used, ((shaH—be 
leeated)) at a height midway between the top edge of the 
((staitraH)) stair rail system and the stairway steps. 

(ii) Screens or mesh, when used, ((skatt)) must extend 
from the top rail to the stairway step, and along the entire 
opening between top rail supports. 

(111) When intermediate vertical members, such as balus- 
ters, are used between posts, they ((shaH)) must be not more 
than ((mneteen)) 19 inches (48 cm) apart. 
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(iv) You must install other structural members, when 
used, ((shalH-beinstaHed)) such that there are no openings in 
the ((stairrai})) stair rail system that are more than ((mne- 
teen)) 19 inches (48 cm) wide. 

(e) Handrails and the top rails of ((staitrait)) stair rail 
systems ((shaH)) must be capable of withstanding, without 
failure, a force of at least 200 pounds (890 n) applied within 
two inches (5 cm) of the top edge, in any downward or out- 
ward direction, at any point along the top edge. 

(f) The height of handrails ((shaH)) must be not more 
than ((thitty-seven)) 37 inches (94 cm) nor less than ((thitty)) 
30 inches (76 cm) from the upper surface of the handrail to 
the surface of the tread, in line with the face of the riser at the 
forward edge of the tread. 

(g) When the top edge of a ((stairraH)) stair rail system 
also serves as a handrail, the height of the top edge ((skaH)) 
must be not more than ((thirty-sever)) 37 inches (94 cm) nor 
less than ((thitty-stx)) 36 inches (91.5 cm) from the upper 
surface of the ((staitrai})) stair rail system to the surface of the 
tread, in line with the face of the riser at the forward edge of 
the tread. 

(h) ((StateraHt)) Stair rail systems and handrails ((sha})) 
must be so surfaced as to prevent injury to employees from 
punctures or lacerations, and to prevent snagging of clothing. 

(i) Handrails ((shaH)) must provide an adequate hand- 
hold for employees grasping them to avoid falling. 

(j) The ends of ((staitraH!)) stair rail systems and hand- 
rails ((shaH)) must be constructed so as not to constitute a 
projection hazard. 

(k) Handrails that will not be a permanent part of the 
structure being built ((skal})) must have a minimum clearance 
of ((three)) 3 inches (8 cm) between the handrail and walls, 
((staitrai})) stair rail systems, and other objects. 

(1) You must provide unprotected sides and edges of 
stairway landings ((shaH-be-previded)) with guardrail sys- 
tems. Guardrail system criteria are contained in chapter 296- 
155 WAC, Part C-1, Fall protection requirements for con- 
struction. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-52900 Scope. (1) Except as provided in 
subsection (3) of this section, this part applies to the follow- 
ing: 

(a) Power-operated cranes and derricks used in construc- 
tion that can hoist, lower and horizontally move a suspended 
load (with or without attachments). Such equipment includes, 
but is not limited to: Articulating boom cranes (such as 
knuckle-boom cranes); crawler cranes; floating cranes; 
cranes on barges; locomotive cranes; mobile cranes (such as 
wheel-mounted, rough-terrain, all-terrain, commercial truck- 
mounted, and boom truck cranes); multipurpose machines 
when configured to hoist and lower (by means of a winch or 
hook) and horizontally move a suspended load; industrial 
cranes (such as carry-deck cranes); cranes being used as ded- 
icated pile drivers; service/mechanic trucks with a hoisting 
device; a crane on a monorail; tower cranes (such as fixed jib 
("hammerhead boom"), luffing boom and self-erecting); ped- 
estal cranes; portal cranes; overhead/bridge and gantry 
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cranes; straddle cranes; side-boom tractors; derricks; and 
variations of such equipment; and 

(b) Personnel lifting with attached or suspended plat- 
forms using cranes or derricks (WAC 296-155-547). 

(2) Attachments. This standard applies to equipment 
included in subsection (1) of this section when used with 
attachments. Such attachments, whether crane-attached or 
suspended include, but are not limited to: 


¢ Hooks; 

e Magnets; 

e Grapples; 

e Clamshell buckets; 

e Orange peel buckets; 

e Concrete buckets; 

° Draglines; 

e Personnel platforms; 

e Augers or drills; and 

e Pile driving equipment. 


(3) The equipment listed below are exempted from WAC 
296-155-531 and 296-155-532 (Crane certifier accreditation 
and crane certification) through 296-155-53300 (Operator 
qualifications and certification): 

(a) Cranes having a maximum rated capacity of one ton 
or less. See WAC 296-155-53414 for additional require- 
ments. 

(b) Powered industrial trucks (forklifts) when configured 
to hoist and lower (by means of a winch or hook) and hori- 
zontally move a suspended load are exempted from WAC 
296-155-532 (crane certification). Operators must also fol- 
low the requirements in chapter 296-863 WAC, Forklifts and 
other powered industrial trucks. 

(c) Service cranes with booms that rotate manually. 

(4) The equipment listed below are exempt from this 
part: 

(a) Equipment included in subsection (1) of this section 
while it has been converted or adapted for nonhoisting/lifting 
use. Such conversions/adaptations include, but are not lim- 
ited to, power shovels, excavators and concrete pumps. 

(b) Power shovels, excavators, wheel loaders, backhoes, 
loader backhoes, track loaders. This machinery is also 
excluded when used with chains, slings or other rigging to lift 
suspended loads. 

(c) Automotive wreckers and tow trucks when used to 
clear wrecks and haul vehicles. 

(d) Equipment originally designed as vehicle-mounted 
aerial devices (for lifting personnel) and self-propelled ele- 
vating work platforms. 

(e) Hydraulic jacking 
scopic/hydraulic gantries. 

(f) Stacker cranes. 

(g) Mechanic's truck with a hoisting device when used in 
activities related to equipment maintenance and repair. 

(h) Equipment that hoists by using a come-a-long or 
chainfall. 

(1) Dedicated drilling rigs. 

(j) Gin poles used for the erection of communication 
towers. 

(k) Tree trimming and tree removal work. 


systems, including tele- 
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(1) Anchor handling or dredge-related operations with a 
vessel or barge using an affixed A-frame. 

(m) Roustabouts. 

(n) Machines equipped with a boom that is limited to up 
and down movement only and does not rotate. 

(0) Conveyors. 

(p) Pump hoists with booms that do not rotate. 

(q) Cranes and their operators used on-site in manufac- 
turing facilities or powerhouses for occasional or routine 
maintenance and repair work. 

(r) Helicopter cranes. 

(s) Permanently installed overhead/bridge, gantry 
cranes, semi-gantry, cantilever gantry, wall cranes, storage 
bridge cranes, and others having the same fundamental char- 
acteristics. 

(t) Digger derricks when used for activities that are cov- 
ered under chapter 296-45 WAC, Safety standards for electri- 
cal workers, or chapter 296-32 WAC, Safety standards for 
telecommunications. Cranes other than digger derricks when 
used for activities that are covered under chapter 296-45 
WAC, Safety standards for electrical workers, or chapter 
296-32 WAC, Safety standards for telecommunications are 
NOT exempt. 

(u) Powered industrial trucks (forklifts) except when 
configured to hoist and lower (by means of a winch or hook) 
and horizontally move a suspended load. 


Note: Rigging requirements for material handling is located in Part F- 


1 of this chapter. 


(5) Digger derricks that do not meet the exemption crite- 
ria in subsection (4) of this section must comply with WAC 
296-155-531 (crane certifier accreditation and crane certifi- 
cation) through WAC 296-155-53300 (Operator qualifica- 
tions and certification) ((ene-hundred eighty)) 180 days after 
the effective date of this section. 

(6) Where provisions of this standard direct an operator, 
crewmember, or other employee to take certain actions, ((the 
ermpleyer)) you must establish, effectively communicate to 
the relevant persons, and enforce work rules, to ensure com- 
pliance with such provisions. 

(7) Work covered by chapter 296-45 WAC, Safety stan- 
dards for electrical workers is deemed in compliance with 
WAC 296-155-53408. 

(8) WAC 296-155-53400 (35) through (39) does not 
apply to cranes designed for use on railroad tracks, when 
used on railroad tracks that are used as part of the general rail- 
road system of transportation that is regulated pursuant to the 
Federal Railroad Administration under C.F.R. 49, Part 213, 
and that comply with applicable Federal Railroad Adminis- 
tration requirements. See WAC 296-155-53400(39). 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-52902 Definitions. Accredited crane 
certifier ((means)). A crane inspector who has been accred- 
ited by the department. 

A/D director (assembly/disassembly) director 
((means)). An individual who meets the requirements in this 
part for an A/D director, irrespective of the person's formal 
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job title or whether the person is nonmanagement or manage- 
ment personnel. 

Angle of loading ((means)). The acute angle between 
horizontal and the leg of the rigging, often referred to as hor- 
izontal angle. See Figures 18 and 33. 

Anti two-block device ((means)). A device that, when 
activated, disengages all crane functions whose movement 
can cause two-blocking. 

Apprentice operator or trainee ((means)). A crane 
operator who has not met requirements established by the 
department under RCW 49.17.430. 

Articulating boom crane ((means)). A crane whose 
boom consists of a series of folding, pin connected structural 
members, typically manipulated to extend or retract by power 
from hydraulic cylinders. 

Assembly/disassembly ((means)). The assembly and/or 
disassembly of components or attachments covered under 
this part. With regard to tower cranes, "erecting and climb- 
ing" replaces the term "assembly," and "dismantling" 
replaces the term "disassembly." Regardless of whether the 
crane is initially erected to its full height or is climbed in 
stages, the process of increasing height of the crane is an 
erection process. 

Assist crane ((means)). A crane used to assist in assem- 
bling or disassembling a crane. 

Attachments ((mean)). Any device that expands the 
range of tasks that can be done by the crane/derrick. Exam- 
ples include, but are not limited to: An auger, drill, magnet, 
pile-driver, and boom-attached personnel platform. 

Audible signal ((means)). A signal made by a distinct 
sound or series of sounds. Examples include, but are not lim- 
ited to, sounds made by a bell, horn, or whistle. 

Basket hitch ((means)). A method of rigging a sling in 
which the sling is passed around the load and both loop eyes 
or end fittings are attached to the lifting device. 

Below-the-hook lifting device ((means)). A device used 
for attaching loads to a hoist. The device may contain compo- 
nents such as slings, hooks, rigging hardware, and lifting 
attachments. 

Bird caging ((means)). The twisting of fiber or wire rope 
in an isolated area of the rope in the opposite direction of the 
rope lay, thereby causing it to take on the appearance of a bird 
cage. 

Blocking (also referred to as "cribbing") ((means)). 
Wood or other material used to support equipment or a com- 
ponent and distribute loads to the ground. It is typically used 
to support latticed boom sections during assembly/disassem- 
bly and under outrigger and stabilizer floats. 

Boatswain's chair ((means)). A single-point adjustable 
suspension scaffold consisting of a seat or sling (which may 
be incorporated into a full body harness) designed to support 
one employee in a sitting position. 

Bogie. See "travel bogie." 

Boom (other than tower crane) ((means)). An inclined 
spar, strut, or other long structural member which supports 
the upper hoisting tackle on a crane or derrick. Typically, the 
length and vertical angle of the boom can be varied to achieve 
increased height or height and reach when lifting loads. 
Booms can usually be grouped into general categories of 
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hydraulically extendible, cantilevered type, latticed section, 
cable supported type or articulating type. 

Boom (tower cranes). On tower cranes: If the "boom" 
(i.e., principal horizontal structure) is fixed, it is referred to as 
a jib; if it is moveable up and down, it is referred to as a 
boom. 

Boom angle indicator ((means)). A device which mea- 
sures the angle of the boom relative to horizontal. 

Boom hoist limiting device. Includes boom hoist disen- 
gaging device, boom hoist shut-off, boom hoist disconnect, 
boom hoist hydraulic relief, boom hoist kick-outs, automatic 
boom stop device, or derricking limiter. This type of device 
disengages boom hoist power when the boom reaches a pre- 
determined operating angle. It also sets brakes or closes 
valves to prevent the boom from lowering after power is dis- 
engaged. 

Boom length indicator. Indicates the length of the per- 
manent part of the boom (such as ruled markings on the 
boom) or, as in some computerized systems, the length of the 
boom with extensions/attachments. 

Boom stop. Includes boom stops (belly straps with 
struts/standoff), telescoping boom stops, attachment boom 
stops, and backstops. These devices restrict the boom from 
moving above a certain maximum angle and toppling over 
backward. 

Boom suspension systems ((means)). A system of pen- 
dants, running ropes, sheaves, and other hardware which sup- 
ports the boom tip and controls the boom angle. 

Braided wire rope ((means)). A wire rope formed by 
plaiting component wire ropes. 

Bridle wire rope sling ((means)). A sling composed of 
multiple legs with the top ends gathered in a fitting that goes 
over the lifting hook. 

Builder ((means)). The builder/constructor of derricks. 

Cable laid endless sling-mechanical joint ((means)). A 
wire rope sling made endless from one continuous length of 
cable laid rope with the ends joined by one or more metallic 
fittings. 

Cable laid grommet-hand tucked ((means)). An end- 
less wire rope sling made from one continuous length of rope 
formed to make a body composed of ((stx)) 6 ropes around a 
rope core. The rope ends are tucked into the body, thus form- 
ing the core. No sleeves are used. 

Center of gravity ((means)). The center of gravity of 
any object is the point in the object around which its weight 
is evenly distributed. If you could put a support under that 
point, you could balance the object on the support. 

Certified crane inspector ((means)). A crane certifier 
accredited by the department. 

Certified welder ((means)). A welder who meets 
nationally recognized certification requirements applicable to 
the task being performed. 

Choker hitch ((means)). A method of rigging a sling in 
which the sling is passed around the load, then through one 
loop eye, end fitting, or other device, with the other loop eye 
or end fitting attached to the lifting device. This hitch can be 
done with a sliding choker hook or similar device. 

Climbing ((means)). The process in which a tower crane 
is raised or lowered to a new working height, either by adding 
or removing tower sections to the top of the crane (top climb- 
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ing), or by a system in which the entire crane is raised or low- 
ered inside the structure (inside climbing). 

Come-a-long ((means)). A mechanical device typically 
consisting of a chain or cable attached at each end that is used 
to facilitate movement of materials through leverage. 

Competent person ((means)). One who is capable of 
identifying existing and predictable hazards in the surround- 
ings or working conditions which are unsanitary, hazardous, 
or dangerous to employees, and who has authorization to take 
prompt corrective measures to eliminate them. 

Construction work ((means—{)). (For the purposes of 
this part) all or any part of excavation, construction, erection, 
alteration, repair, demolition, and dismantling of buildings 
and other structures and all related operations; the excava- 
tion, construction, alteration, and repair of sewers, trenches, 
caissons, conduits, pipelines, roads, and all related opera- 
tions; the moving of buildings and other structures, and the 
construction, alteration, repair, or removal of wharfs, docks, 
bridges, culverts, trestles, piers, abutments, or any other 
related construction, alteration, repair, or removal work. Con- 
struction work does not include the normal day-to-day activ- 
ities at manufacturing facilities or powerhouses. 


Controlled load lowering ((means)). Lowering a load 
by means of a mechanical hoist drum device that allows a 
hoisted load to be lowered with maximum control using the 
gear train or hydraulic components of the hoist mechanism. 
Controlled load lowering requires the use of the hoist drive 
motor, rather that the load hoist brake, to lower the load. 


Controlling entity ((means)). An employer that is a 
prime contractor, general contractor, construction manager or 
any other legal entity which has the overall responsibility for 
the construction of the projects, its planning, quality, and 
completion. 

Counterjib (counterweight jib) ((means)). A horizon- 
tal member of the tower crane on which the counterweights 
and usually the hoisting machinery are mounted. 


Counterweight ((means)). Weight used to supplement 
the weight of equipment in providing stability for lifting 
loads by counterbalancing those loads. 

Crane ((means)). Power-operated equipment used in 
construction that can hoist, lower, and horizontally move a 
suspended load. "Crane" includes, but is not limited to: Artic- 
ulating boom cranes, such as knuckle-boom cranes; crawler 
cranes; floating cranes; cranes on barges; locomotive cranes; 
mobile cranes, such as wheel-mounted, rough-terrain, all-ter- 
rain, commercial truck mounted, and boom truck cranes; 
multipurpose machines when configured to hoist and lower 
by means of a winch or hook and horizontally move a sus- 
pended load; industrial cranes, such as carry-deck cranes; 
dedicated pile drivers; service/mechanic trucks with a hoist- 
ing device; a crane on a monorail; tower cranes, such as fixed 
jib, hammerhead boom, luffing boom, and self-erecting; ped- 
estal cranes; portal cranes; overhead and gantry cranes; strad- 
dle cranes; side-boom tractors; derricks; and variations of 
such equipment. 

Crane/derrick type ((means)). Cranes or derricks as 
established by American Society of Mechanical Engineers 
(ASME). Crane operator means an individual engaged in the 
operation of a crane. 


[219] 


WSR 16-09-085 


Crane level indicator ((means)). A device for determin- 
ing true horizontal (also see safety devices). 

Crawler crane ((means)). Equipment that has a type of 
base mounting which incorporates a continuous belt of 
sprocket driven track. 

Critical lift ((means)). A lift that: 

° Exceeds ((seventy—five)) 75 percent of the crane or der- 
rick rated load chart capacity; or 

e Requires the use of more than one crane or derrick. 

Cross rod ((means)). A wire used to join spirals of metal 
mesh to form a complete fabric. See Figure 22. 

Crossover points ((means)). Locations on a wire rope 
which is spooled on a drum where one layer of rope climbs up 
on and crosses over the previous layer. This takes place at 
each flange of the drum as the rope is spooled onto the drum, 
reaches the flange, and begins to wrap back in the opposite 
direction. 

Dedicated channel ((means)). A line of communication 
assigned by the employer who controls the communication 
system to only one signal person and crane/derrick or to a 
coordinated group of cranes/derricks/signal persons. 

Dedicated drilling rig ((means)). A machine which cre- 
ates bore holes and/or shafts in the ground. 

Dedicated pile-driver ((is)). A machine that is designed 
to function exclusively as a pile-driver. These machines typi- 
cally have the ability to both hoist the material that will be 
pile-driven and to pile-drive that material. 

Dedicated spotter (power lines)((z)). To be considered 
a dedicated spotter, the requirements of WAC 296-155- 
53302 (Signal person qualifications) must be met and his/her 
sole responsibility is to watch the separation between the 
power line and the equipment, the load line and load (includ- 
ing rigging and lifting accessories), and ensure through com- 
munication with the operator that the applicable minimum 
approach distance is not breached. 

Derrick ((4s)). An apparatus consisting of a mast or 
equivalent member held at the end by guys or braces, with or 
without a boom, for use with a hoisting mechanism and oper- 
ating ropes. 

Design factor ((means)). The ratio between nominal or 
minimum breaking strength and rated load. 

Digger derrick ((means)). A multipurpose vehicle- 
mounted machine which is primarily designed to accommo- 
date components that dig holes, set poles, and position mate- 
rials and apparatus. 

Directly under the load ((means)). A part or all of an 
employee is directly beneath the load. 

Dismantling. Includes ((partiat)) dismantling (such as 
dismantling to shorten a boom or substitute a different com- 
ponent). 

Drum rotation indicator ((#s)). A device on a crane or 
hoist which indicates in which direction and at what relative 
speed a particular hoist drum is turning. 

Electrical contact ((means)). When a person, object, or 
equipment makes contact or comes close in proximity with 
an energized conductor or equipment that allows the passage 
of current. 

Employer-made equipment ((means)). Floating cranes/ 
derricks designed and built by an employer for ((the 
emptoeyer's)) your own use. 
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Encroachment ((is)). Where any part of the crane, load 
line or load (including rigging and lifting accessories) 
breaches a minimum clearance distance that this part requires 
to be maintained from a power line. 

Equipment criteria ((means)). Instructions, recommen- 
dations, limitations and specifications. 

Fabric (metal mesh) ((means)). The flexible portion of 
the sling exclusive of end fittings consisting of a series of 
transverse spirals and cross rods. 

Fall protection equipment ((means)). Guardrail sys- 
tems, safety net systems, personal fall arrest systems, posi- 
tioning device systems or fall restraint systems. 

Fall restraint system ((means)). A fall protection sys- 
tem that prevents the user from falling any distance. The sys- 
tem is comprised of either a body belt or body harness, along 
with an anchorage, connectors, and other necessary equip- 
ment. The other components typically include a lanyard, and 
may also include a lifeline and other devices. 

Fall zone ((means)). The area (including, but not limited 
to, the area directly beneath the load) in which it is reasonably 
foreseeable that partially or completely suspended materials 
could fall in the event of an accident. 

Flange points ((means)). A point of contact between 
rope and drum flange where the rope changes layers. 

Floating cranes/derricks ((means)). Equipment 
designed by the manufacturer (or employer) for marine use 
by permanent attachment to a barge, pontoons, vessel or 
other means of flotation. 

Free fall (of the load line) ((means)). When only the 
brake is used to regulate the descent of the load line (the drive 
mechanism is not used to drive the load down faster or retard 
its lowering). 

Free rated load test ((means)). Testing stability and 
operation of crane, carrier, wheels, tires, tracks, brakes, etc., 
under load, when lifting without outriggers and/or traveling 
with the load are permitted at the activity for the type of crane 
being tested. 

Free surface effect ((is)). The uncontrolled transverse 
movement of liquids in compartments which reduce a ves- 
sel's transverse stability. 

Functional testing ((means)). The testing of a crane, 
typically done with a light load or no load, to verify the 
proper operation of a crane's primary function, i.e., hoisting, 
braking, booming, swinging, etc. A functional test is con- 
trasted to testing the crane's structural integrity with heavy 
loads. 

Gin pole derrick ((means)). A boom without a mast 
which has guys arranged from its top to permit leaning the 
mast in one or more directions. The load is lifted and lowered 
by ropes reeved through sheaves or blocks at the top of the 
mast and the lower block. 

Ground conditions ((means)). The ability of the ground 
to support the crane/derrick (including slope, compaction, 
and firmness). 

Ground crew ((means)). Those individuals who are 
involved in the personnel lift, other than the hoisting equip- 
ment operator and the platform occupants. These individuals 
include riggers, signal persons, and supervision. 

Gudgeon pins ((means)). A pin connecting the mast cap 
to the mast allowing rotation of the mast. 
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Guy ((means)). A rope used to steady or secure the mast, 
boom, or other member in the desired position. 

Hairpin anchors ((means)). A hairpin-shaped, guy-sup- 
porting anchor that is placed in footings or walls before con- 
crete is poured and held in place by the cured concrete. 

Hitch (hitched) ((means)). A method of rigging (attach- 
ing) a sling temporarily to a load or object for the purpose of 
lifting. 

Hoist ((means)). A mechanical device for lifting and 
lowering loads by winding rope onto or off a drum. 

Hoisting ((means)). The act of raising, lowering or oth- 
erwise moving a load in the air with equipment covered by 
this standard. As used in this standard, "hoisting" can be done 
by means other than wire rope/hoist drum equipment. 

Hoisting equipment ((means)). A machine for lifting 
and lowering a load and moving it horizontally. The machine 
may be fixed or mobile and be driven manually, by power, or 
by a combination of both. 

Hook latch ((means)). A mechanical device used to 
close the throat opening of a hook. 

Insulating link/device ((means)). An insulating device 
listed, labeled, or accepted by a nationally recognized testing 
laboratory in accordance with 29 C.F.R. 1910.7. 

Intermediate rail ((means)). The middle member of a 
barrier along the edges of a platform, located approximately 
one-half the distance between the platform floor and top rail. 

Jib ((means)). An extension attached to the boom point 
to provide added boom length for lifting specified loads. The 
jib may be in line with the boom or offset to various angles in 
the vertical plane of the boom. For tower cranes, see boom 
(tower cranes). 

Jib stop (also referred to as a jib backstop)((;4s)). The 
same type of device as a boom stop but is for a fixed or luff- 
ing jib. 

Land crane/derrick ((means)). Equipment not origi- 
nally designed by the manufacturer for marine use by perma- 
nent attachment to barges, pontoons, vessels, or other means 
of flotation. 

List ((means)). The angle of inclination about the longi- 
tudinal axis of a barge, pontoons, vessel, or other means of 
flotation. 

Live boom ((means)). A boom whose lowering is con- 
trolled by a brake without the aid of other lowering retarding 
devices (free-fall capable). 

Live load line ((means)). A load line whose lowering is 
controlled by a brake without the aid of other lowering retard- 
ing devices (free-fall capable). 

Load ((is)). The weight of the object being lifted or low- 
ered, including the weight of the load-attaching equipment 
such as the load block, ropes, slings, shackles, and any other 
auxiliary attachment. 

Load moment (or rated capacity) indicator ((means)). 
A system which aids the equipment operator by sensing the 
overturning moment on the equipment, i.e., load X radius. It 
compares this lifting condition to the equipment's rated 
capacity, and indicates to the operator the percentage of 
capacity at which the equipment is working. Lights, bells, or 
buzzers may be incorporated as a warning of an approaching 
overload condition. 
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Load moment (or rated capacity) limiter ((means)). A 
system which aids the equipment operator by sensing the 
overturning moment on the equipment, i.e., load X radius. It 
compares this lifting condition to the equipment's rated 
capacity, and when the rated capacity is reached, it shuts off 
power to those equipment functions which can increase the 
severity of loading on the equipment, e.g., hoisting, telescop- 
ing out, or luffing out. Typically, those functions which 
decrease the severity of loading on the equipment remain 
operational, e.g., lowering, telescoping in, or luffing in. 

Load ratings ((means)). A set of rated loads for stipu- 
lated hoisting equipment configurations and operating condi- 
tions. 

Load sustaining/bearing parts ((means)). Those parts 
of a crane that support the crane or load and upon failure 
could cause dropping, uncontrolled shifting, or uncontrolled 
movement of the crane or load. 

Locomotive crane ((means)). A crane mounted on a 
base or car equipped for travel on a railroad track. 

Luffing boom ((is)). A member hinged to the rotating 
superstructure and used for supporting the hoisting tackle. 

Luffing jib limiting device ((is)). Similar to a boom 
hoist limiting device, except that it limits the movement of 
the luffing jib. 

Marine worksite ((means)). A construction worksite 
located in, on or above the water. 

Master coupling link ((means)). An alloy steel welded 
coupling link used as an intermediate link to join alloy steel 
chain to master links. 

Master link ((means)). Forged or welded steel link used 
to support all members (legs) of an alloy steel chain sling or 
wire rope sling. 

Mechanical coupling link (alloy steel chain) 
((means)). A nonwelded, mechanically closed link used pri- 
marily to attach fittings to alloy steel chain. 

Mobile cranes ((means)). A lifting device incorporating 
a cable suspended latticed boom or hydraulic telescopic 
boom designed to be moved between operating locations by 
transport over the road. 

Moving point-to-point ((means)). The times during 
which an employee is in the process of going to or from a 
work station. 

Multipurpose machine ((means)). A machine that is 
designed to be configured in various ways, at least one of 
which allows it to hoist (by means of a winch or hook) and 
horizontally move a suspended load. For example, a machine 
that can rotate and can be configured with removable 
forks/tongs (for use as a forklift) or with a winch pack, jib 
(with a hook at the end) or jib used in conjunction with a 
winch. When configured with the forks/tongs, it is not cov- 
ered by this part. When configured with a winch pack, jib 
(with a hook at the end) or jib used in conjunction with a 
winch, it is covered by this part. 

Multiple lift rigging ((means)). A rigging assembly 
manufactured by wire rope rigging suppliers that facilitates 
the attachment of up to ((f#ve)) 5 independent loads to the 
hoist rigging of a crane. 

Nationally recognized accrediting agency ((is)). An 
organization that, due to its independence and expertise, is 
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widely recognized as competent to accredit testing organiza- 
tions. 

Nonconductive ((means—that;)). Because of the nature 
and condition of the materials used, and the conditions of use 
(including environmental conditions and condition of the 
material), the object in question has the property of not 
becoming energized (that is, it has high dielectric properties 
offering a high resistance to the passage of current under the 
conditions of use). 

Nonstandard tower crane base ((means)). Any devia- 
tion from the structural support or base configuration recom- 
mended by the crane manufacturer. 

Occasional or routine maintenance and repair work 
((means)). Regular, customary and foreseeable work neces- 
sary to keep equipment in good repair and/or condition. This 
also includes regular, customary and foreseeable work neces- 
sary to return equipment to sound condition after damage. 

Operational aid ((means)). An accessory that provides 
information to facilitate operation of a crane or that takes 
control of particular functions without action of the operator 
when a limiting condition is sensed. Examples of such 
devices include, but are not limited to, the following: Anti- 
two-block device, rated capacity indicator, rated capacity 
(load) limiter, boom angle or radius indicator, lattice boom 
hoist disconnect device, boom length indicator, drum rotation 
indicator, load indicator, and wind speed indicator. 

Operational controls ((means)). Levers, switches, ped- 
als and other devices for controlling equipment operation. 

Operator ((is)). A person who is operating the equip- 
ment. 

Outriggers ((means)). Extendable or fixed members 
attached to the mounting base, which rests on supports at the 
outer ends, used to support the crane. 

Overhead/bridge and gantry cranes. Includes over- 
head/bridge cranes, cranes on monorails, under hung cranes, 
semigantry, cantilever gantry, wall cranes, storage bridge 
cranes, launching gantry cranes, and similar equipment, irre- 
spective of whether it travels on tracks, wheels, or other 
means. 

Pendants. Includes both wire and bar types. Wire type: 
A fixed length of wire rope with mechanical fittings at both 
ends for pinning segments of wire rope together. Bar type: 
Instead of wire rope, a bar is used. Pendants are typically 
used in a latticed boom crane system to easily change the 
length of the boom suspension system without completely 
changing the rope on the drum when the boom length is 
increased or decreased. 

Personal fall arrest system ((means)). A system used to 
arrest an employee in a fall from a working level. It consists 
of an anchorage, connectors, and a body harness and may 
include a lanyard, deceleration device, lifeline, or suitable 
combination of these. 

Personnel lifting ((means)). Raising, lowering, or trans- 
porting personnel using a crane/derrick. 

Personnel platform - Boom attached ((means)). A 
platform attached to the boom of the crane. 

Personnel platform - Suspended ((means)). A platform 
attached to a crane/derrick using wire rope, chain, or a jointed 
attachment and that has no installed motion controls for the 
platform itself. 
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Personnel platform suspension system ((means)). The 
rope or chain slings and other components, including fasten- 
ing devices, used to connect the crane/derrick to the person- 
nel platform. 

Platform occupant ((means)). A person who is within 
the guardrail barrier while the personnel platform is in a 
hoisted position. 

Platform rating ((means)). The maximum capacity of a 
personnel lifting platform, established by the platform manu- 
facturer, in terms of total weight and the number of occupants 
allowed. 

Portal crane ((#s)). A type of crane consisting of a rotat- 
ing upper structure, hoist machinery, and boom mounted on 
top of a structural gantry which may be fixed in one location 
or have travel capability. The gantry legs or columns usually 
have portal openings in between to allow passage of traffic 
beneath the gantry. 

Power controlled lowering ((means)). A system or 
device in the power train, other than the load hoist brake, that 
can regulate the lowering rate of speed of the load hoist 
mechanism. 

Powerhouse ((means)). A plant wherein electric energy 
is produced by conversion from some other form of energy 
(e.g., chemical, nuclear, solar, mechanical, or hydraulic) by 
means of suitable apparatus. This includes all generating sta- 
tion auxiliaries and other associated equipment required for 
the operation of the plant. Not included are stations produc- 
ing power exclusively for use with communication systems. 

Power lines ((means)). Electrical distribution and elec- 
trical transmission lines. 

Procedures. Include, but are not limited to: Instructions, 
diagrams, recommendations, warnings, specifications, proto- 
cols, and limitations. 

Proximity alarm ((is)). A device that provides a warn- 
ing of proximity to a power line that has been listed, labeled 
or accepted by a nationally recognized testing laboratory in 
accordance with 29 C.F.R. 1910.7. 

Qualified crane operator ((means)). A crane operator 
who meets the requirements established by the department 
under RCW 49.17.430. 

Qualified evaluator (not a third party) ((means)). A 
person employed by the signal person's or the rigger's 
employer (as applicable) who has demonstrated that he/she is 
competent in accurately assessing whether individuals meet 
the qualification requirements in this part for a signal person 
or a rigger. 

Qualified evaluator (third party) ((means)). An entity 
that, due to its independence and expertise, has demonstrated 
that it is competent in accurately assessing whether individu- 
als meet the qualification requirements in this part for a signal 
person or a rigger. 

Qualified person ((means)). A person who, by posses- 
sion of a recognized degree, certificate, or professional stand- 
ing, or who by extensive knowledge, training and experience, 
successfully demonstrated the ability to solve/resolve prob- 
lems relating to the subject matter, the work, or the project. 

Qualified rigger ((is)). A rigger who meets the require- 
ments in WAC 296-155-53306. 

Qualified signal person ((is)). A signal person who 
meets the requirements in WAC 296-155-53302. 
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Range control limit device ((is)). A device that can be 
set by an equipment operator to limit movement of the boom 
or jib tip to a plane or multiple planes. 

Range control warning device ((is)). A device that can 
be set by an equipment operator to warn that the boom or jib 
tip is at a plane or multiple planes. 

Rated capacity ((means)). The maximum working load 
permitted by the manufacturer under specified working con- 
ditions. Such working conditions typically include a specific 
combination of factors such as equipment configuration, 
radii, boom length, and other parameters of use. 

Rated capacity indicator((;)). See load moment indica- 
tor. 

Rated capacity limiter((;)). See load moment limiter. 

Repetitive pickup points. Refer to, when operating on a 
short cycle operation, the rope being used on a single layer 
and being spooled repetitively over a short portion of the 
drum. 

Rotation resistant rope ((means)). A type of wire rope 
construction which reduces the tendency of a rope to rotate 
about its axis under load. Usually, this consists of an inner 
system of core strands laid in one direction covered by an 
outer system of strands laid in the opposite direction. 

RPE ((means)). A registered professional engineer 
licensed under RCW 18.43.040(1). 

RPSE ((means)). A registered professional structural 
engineer licensed under RCW 18.43.040(1). 

Running wire rope ((is)). A wire rope that moves over 
sheaves or drums. 

Runway ((means)). A firm, level surface designed, pre- 
pared and designated as a path of travel for the weight and 
configuration of the crane being used to lift and travel with 
the crane suspended platform. An existing surface may be 
used as long as it meets these criteria. 

Safety devices((;)). Examples of safety devices are, but 
are not limited to, the following: Horn, boom/jib or trolley 
stops, crane level indicator, hydraulic holding device/check 
valve, rail clamps, rail stops, brakes, deadman control or 
forced neutral return control, emergency stop switch, guards, 
handrails, audible and visual alarms, etc. 

Safety or health standard ((means)). A standard 
adopted under this chapter. 

Section ((means)). A section of this part, unless other- 
wise specified. 

Side-boom crane ((means)). A track-type or wheel-type 
tractor having a boom mounted on the side of the tractor, used 
for lifting, lowering, or transporting a load suspended on the 
load hook. The boom or hook can be lifted or lowered in a 
vertical direction only. 

Sling ((means)). An assembly to be used for lifting when 
connected to a lifting mechanism. The upper portion of the 
sling is connected to the lifting mechanism and the lower sup- 
ports the load, as described in this part. 

Special hazard warnings ((means)). Warnings of site- 
specific hazards (for example, proximity of power lines). 

Spiral ((means)). A single transverse coil that is the 
basic element from which metal mesh is fabricated. 

Stability (flotation device) ((means)). The tendency of a 
barge, pontoons, vessel, or other means of flotation to return 
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to an upright position after having been inclined by an exter- 
nal force. 

Stabilizer ((means)). An extendable or fixed member 
attached to the mounting base to increase the stability of the 
crane, but that may not have the capability of relieving all of 
the weight from the wheels or tracks. 


Standard method ((means)). The hand signals estab- 
lished in the applicable ASME B30 series and WAC 296- 
155-56400, Mobile crane hand signal chart. 

Standing wire rope ((means)). A supporting wire rope 
which maintains a constant distance between the points of 
attachment to the two components connected by the wire 
rope. 

Superstructure((z)). See upperworks. 

Supporting materials ((means)). Blocking, mats, crib- 
bing, marsh buggies (in marshes/wetlands), or similar sup- 
porting materials or devices. 

Taglines ((means)). A rope (usually fiber) attached to a 
lifted load for purposes of controlling load spinning and pen- 
dular motions or used to stabilize a bucket or magnet during 
material handling operations. 

Tender ((means)). An individual responsible for moni- 
toring and communication with a diver. 

Tilt up or tilt down operation ((means)). Raising/low- 
ering a load from the horizontal to vertical or vertical to hor- 
izontal. 


Toe board ((means)). A vertical barrier at foot level, 
along the edges of the platform, to protect against material 
from falling over the edge. 

Top rail ((means)). The top member of a barrier along 
the edges of a platform to protect against persons from falling 
off the platform. 


Tower crane ((means)). A type of lifting structure 
which utilizes a vertical mast or tower to support a working 
boom (jib) in an elevated position. Loads are suspended from 
the working boom. While the working boom may be of the 
fixed type (horizontal or angled) or have luffing capability, it 
can always rotate to swing loads, either by rotating on the top 
of the tower (top slewing) or by the rotation of the tower (bot- 
tom slewing). The tower base may be fixed in one location or 
ballasted and moveable between locations. Mobile cranes 
that are configured with a luffing jib and/or tower attach- 
ments are not considered tower cranes under this part. 

Travel ((means)). The function of the hoisting equip- 
ment moving under its own power from one location to 
another. 

Travel bogie (tower cranes) ((means)). An assembly of 
two or more axles arranged to permit vertical wheel displace- 
ment and equalize the loading on the wheels. 

Trim ((means)). The angle of inclination about the trans- 
verse axis of a barge, pontoons, vessel or other means of flo- 
tation. 

Two blocking ((means)). A condition in which a compo- 
nent that is uppermost on the hoist line such as the load block, 
hook block, overhaul ball, or similar component, comes in 
contact with the boom tip, fixed upper block or similar com- 
ponent. This binds the system and continued application of 
power can cause failure of the hoist rope or other component. 
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Unavailable procedures ((means)). Procedures that are 
no longer available from the manufacturer, or have never 
been available from the manufacturer. 

Upperstructure((+)). See upperworks. 

Upperworks ((means)). The revolving frame of equip- 
ment on which the operating machinery (and many cases the 
engine) are mounted along with the operator's cab. The coun- 
terweight is typically supported on the rear of the upperstruc- 
ture and the boom or other front end attachment is mounted 
on the front. 

Up to. Means "up to and including." 

Vertical hitch ((means)). A method of rigging a sling in 
which the load is attached to the loop eye or end fitting at one 
end of the sling and the loop eye or end fitting at the other end 
is attached to the lifting device. Any hitch less than ((fve)) 5 
degrees from the vertical may be considered a vertical hitch. 

Wire rope ((means)). A flexible rope constructed by 
laying steel wires into various patterns of multiwired strands 
around a core system to produce a helically wound rope. 

Working load ((means)). The external load applied to 
the hoisting equipment, including the personnel lifting plat- 
form, its contents, and the load attaching equipment, such as 
lowered load block, shackles, and slings. 


AMENDATORY SECTION (Amending WSR 08-22-080, 
filed 11/4/08, effective 1/1/09) 


WAC 296-155-53102 Accreditation—Application 
form and applicant qualifications. (1) An accreditation to 
certify cranes pursuant to this rule may be obtained by sub- 
mitting a completed application to the division of occupa- 
tional safety and health (DOSH) and successfully completing 
written examinations developed and administered by the 
department or its authorized representative. Application 
forms may be obtained by calling the: 

Crane certification section of DOSH 360-902-4943 or by 
written request to: 


P.O. Box 44650, Olympia, WA 98504-4650 


(2) An applicant seeking an accreditation must satisfy all 
of the following criteria: 

(a) An application with an attached resume must be sub- 
mitted to the department based on experience with the vari- 
ous crane types per the ASME B30 series. The application 
and resume must include knowledge, training and experience 
with verifiable references. 

(b) All applicants must possess knowledge of chapter 
296-155 WAC, Safety standards for construction work, as 
well as American Society of Mechanical Engineers (ASME) 
standards, relating to the design, testing, inspection and oper- 
ation of cranes, including those specifically applicable to the 
types of cranes for which an accreditation will be issued. 

(c) All applicants must demonstrate at least ((five)) 5 
years crane related experience, of which two years must be 
actual crane inspection activities. The other ((three)) 3 years 
may include experience in duties such as a crane operator, 
crane mechanic, crane shop foreman, crane operations super- 
vision, or rigging specialist. Related education may be substi- 
tuted for related experience at a ratio of two years of educa- 
tion for one year of experience up to ((three)) 3 years. Related 
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education could include such courses in engineering, physics, 
applied mathematics, applied science courses in nondestruc- 
tive testing, construction technology, technical courses in 
heavy equipment mechanic, welding technology, etc. 

(3) Application form. Any application for accreditation 
will be accepted by the department upon the filing of a com- 
pleted application. All information and attachments must be 
given under penalty of perjury. The application must include, 
but not be limited to, the following: 

(a) A statement of the crane types per the ASME B30 
series the applicant desires to certify pursuant to the accredi- 
tation. 

(b) A statement of qualifications and experience, includ- 
ing their capacities, satisfying at a minimum the criteria set 
forth in this section as well as any and all other qualifications 
the applicant wishes the department to consider. 

(c) Any other relevant information the applicant desires 
to be considered by the department. 

(4) Written examinations. Applicants to be approved 
for accreditation must successfully complete the written 
examinations administered by the department or its autho- 
rized representative. 

(a) Once the department receives the application and 
resume, the department will make the determination and 
notify the applicant if they meet the minimum qualifications 
to take the written examinations. 

(b) The first written examination will include a general 
knowledge of operation, testing, inspection and maintenance 
requirements, and the duties and recordkeeping responsibili- 
ties required by this rule. 

(c) The other written examinations will include safe 
operating and engineering principles and practices with 
respect to specific crane types subject to the accreditation, 
including inspection and proof loading requirements. 


AMENDATORY SECTION (Amending WSR 08-22-080, 
filed 11/4/08, effective 1/1/09) 


WAC 296-155-53106 Accreditation application— 
Processing time. (1) Within ((ferty—five)) 45 calendar days 
of receipt of a completed application for an accreditation, the 
department must inform the applicant in writing that it is 
either complete and accepted for filing or that it is deficient 
and what specific information or documentation is required 
to complete the application and will inform the applicant if 
the applicant is eligible to take the written examination. An 
application is considered complete if it is in compliance with 
the requirements of this rule. 

(2) Within ((seventy-five)) 75 calendar days from the 
date of completion of the written examinations, the depart- 
ment must inform the applicant in writing of its decision 
regarding the issuance of the certificate of accreditation. 


AMENDATORY SECTION (Amending WSR 10-14-100, 
filed 7/6/10, effective 9/1/10) 


WAC 296-155-53108 Duration and renewal of an 
accreditation. (1) The accreditation will be valid for ((three)) 
3 years. Crane certifiers must complete ((ferty)) 40 hours of 
crane related training every ((three)) 3 years, in courses rec- 
ognized by the department. 
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(2) You must file application for ((reaewalsmustte 
fHed)) with the department not less than ((stxt¥)) 60 days 
prior to expiration of the accredited crane certifier's certifica- 
tion. A renewal may be obtained by filing a completed appli- 
cation for renewal meeting the requirements of WAC 296- 
155-53102 hereof providing the applicant has been actively 
inspecting cranes during their prior accreditation period. An 
applicant is considered active if he/she has certified/inspected 
at least ((fventy-one)) 21 cranes during their accreditation 
period. If the applicant certified cranes in another state, then 
that applicant must provide documentation showing they 
were active during their accreditation period. An applicant 
who has not certified/inspected at least ((#venty-one)) 21 
cranes during the accreditation period may take the written 
exams to become recertified. 

(3) At a minimum, all applicants for renewal must suc- 
cessfully complete the written examinations every ((stx)) 6 
years. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-53110 Revocation or suspension of an 
accreditation. (1) The department may suspend or revoke a 
certificate issued under the provisions of these rules upon the 
following grounds: 

(a) Permitting the duplication or use of one's own accred- 
itation certificate by another; 

(b) Performing work for which accreditation has not 
been received; 

(c) Any person who obtains accreditation through fraud- 
ulent representation of accreditation requirements such as 
education, training, professional registration, or experience; 

(d) Any person who falsifies training documentation; 

(e) The holder of the certificate is found to be incompe- 
tent to carry out the work for which the certificate was issued; 

(f) Gross negligence, gross incompetence, a pattern of 
incompetence, or fraud in the certification of a crane; 

(g) Willful or deliberate disregard of any occupational 
safety standard while certifying a crane; 

(h) Misrepresentation of a material fact in applying for, 
or obtaining, a license to certify under this chapter; 

(1) Failure by an accredited crane certifier to maintain 
records; 

(j) Failure by an accredited crane certifier to report crane 
safety deficiencies affecting the safe operation of a crane 
while in the process of conducting an annual certification 
inspection; 

(k) Failure to meet or comply with the requirements of 
this rule or the limitations imposed on the accreditation; or 

(1) Performance of work not in compliance with applica- 
ble laws and regulations. 

(2) Before any certificate may be suspended or revoked, 
the certificate holder must be given written notice of the 
department's intention, mailed by certified mail, return 
receipt requested to the address as shown on the application 
form. The notice must specify the reasons for the department 
action. The department must also include within the notice of 
revocation or suspension specific conditions which must be 
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met before the applicant will be entitled to apply for a new 
certification. 

(3) A suspension or revocation order may be appealed to 
the division of occupational safety and health (DOSH) or the 
board of industrial insurance appeals within ((ffteen)) 15 
working days after the suspension or revocation order is 
entered. The notice of appeal may be filed with the depart- 
ment or the board of industrial insurance appeals and must 
include the accredited certifier's name, address, certifier 
number, telephone number, reason for appeal, their signature 
and date. DOSH may reassume jurisdiction over the matter 
following the timelines set out for appeal in WAC 296-900- 
17005. Should DOSH reassume jurisdiction over the matter, 
the process for reassumption outlined in WAC 296-900- 
17005 must be followed. If the accredited certifier does not 
agree with the department's redetermination, the matter will 
be forwarded to the board of industrial insurance appeals 
upon receiving further appeal from the accredited certifier. 
The board of industrial insurance appeals must hold the hear- 
ing in accordance with procedures established in RCW 
49.17.140. Any party aggrieved by an order of the board of 
industrial insurance appeals may obtain superior court review 
in the manner provided in RCW 49.17.150. 

(4) The filing of an appeal must not stay the suspension 
or revocation, and such action must remain in effect until 
such time as the applicant presents proof that the specified 
written conditions required by the department are met or until 
otherwise ordered after resolution of the appeal. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-53114 Issuance of temporary and 
annual certificates of operation. (1) Accredited crane certi- 
fiers will issue a temporary certificate of operation if upon 
inspection and load proof testing no deficiencies were found 
that would affect the safe operation of the crane. 

(2) The accredited crane certifier will submit inspection 
worksheets and proof of load testing to the department within 
((te#)) 10 working days from the completion of the inspec- 
tion and load proof test for consideration of the department 
for the issuance of a permanent certificate of operation. 

(3) If the accredited crane certifier upon inspection of a 
crane identifies deficiencies that would affect the safe opera- 
tion or load handling capabilities of the crane, the accredited 
crane certifier must notify the department within ((f#¥e)) 5 
working days from completion of the on-site inspection by 
submitting the worksheet that identifies the deficiencies. If 
deficiencies are found that affect the safe operation or load 
handling capabilities of the crane, no temporary certificate of 
operation will be issued until all identified deficiencies have 
been corrected and verified by an on-site visit by an accred- 
ited crane certifier. 

(4) After the accredited crane certifier has verified that 
all deficiencies have been corrected and the crane has suc- 
cessfully passed a load proof test, the accredited crane certi- 
fier will issue a temporary certificate of operation. The 
accredited crane certifier will submit inspection worksheets 
and proof of load testing to the owner or lessee and within 
((te#)) 10 days of completion of the inspection to the depart- 
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ment for consideration of the department for the issuance of 
an annual certificate of operation. 


(5) The accredited crane certifier must attach an identifi- 
cation sticker if not already attached and legible to each 
crane. The identification sticker number must be entered on 
the inspection worksheet submitted to the department. Identi- 
fication stickers may only be removed by a department repre- 
sentative or an accredited crane certifier. 


(6) Certificates of operation issued by the department 
under the crane certification program established in this sec- 
tion are valid for one year from the effective date of the tem- 
porary operating certificate issued by the certified crane 
inspector. 


(7) The temporary or annual certificate of operation must 
be posted in the operator's cab or with the operator's manual. 


(8) Maintaining required records. Accredited crane certi- 
fiers are required to maintain complete and accurate records 
pertaining to each crane of all inspections, tests and other 
work performed as well as copies of all notices of crane 
safety deficiencies, verifications of correction of crane safety 
deficiencies, and crane certifications issued for the previous 
((f#ve)) 5 years and provide these records to the department 
upon request. Failure by an accredited crane certifier to main- 
tain required records may result in accreditation suspension 
or revocation. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-53200 General inspection criteria, 
wire rope inspection and removal criteria, and preproof 
load test requirements for all cranes. (1) The accredited 
crane certifier must review the following documents as part 
of the crane certification process: 


(a) Crane maintenance records of critical components to 
ensure maintenance of these components has been performed 
in accordance with the manufacturer's recommendations. 


(b) Crane monthly and annual inspection documentation. 


(2) Safety devices. Make sure all safety devices are 
installed on equipment in accordance with the requirements 
located in WAC 296-155-53410. 


(3) Operational aids. Operations must not begin unless 
operational aids are in proper working order, except where 
the owner or lessee meets the specified temporary alternative 
measures. See WAC 296-155-53412 for the list of opera- 
tional aids. 


Note: All accredited crane certifiers must meet and follow the 
requirements relating to fall protection, located in chapter 296- 
155 WAC, Part C-1, Fall restraint and fall arrest. 


(4) General. 


(a) The accredited crane certifier must determine that the 
configurations of the crane are in accordance with the manu- 
facturer's equipment criteria. 

(b) Where the manufacturer equipment criteria are 
unavailable, a registered professional engineer (RPE), famil- 
iar with the type of equipment involved, must ensure criteria 
are developed for the equipment configuration. 
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(5) Wire rope. 
(a) Wire ropes must meet the crane or wire rope manu- 
facturer's specifications for size, type and inspection require- 


Washington State Register, Issue 16-09 


ments. In the absence of the manufacturer's specifications, 
follow the requirements for removal criteria located in this 


section, including Table 1. 


Table 1 - Wire Rope Inspection/Removal Criteria 


(See also Figure 1 - Wire Rope) 


Running Ropes* Rotation Resistant* Standing Ropes* 
# of broken wires in # of broken wires in # of broken wires 
In 1 lay 
Category of Crane 1 strand in 1 beyond end At end 
Types 1 rope lay lay Specified diameters connection connection 
Mobile 6 3 2 (in 6xd) 4 (in 30xd) 3 2 
Articulating Consult rope | Consult rope 
6 3 mfg. mfg. 3 2 
Tower 12 4 2 (in 6xd) 4 (in 30xd) 3 3 
Self-Erector 6 3 2 (in 6xd) 4 (in 30xd) 3 2 
Overhead & Bridge 12 4 2 (in 6xd) 4 (in 30xd) = = 
Derricks Consult rope | Consult rope 
6 3 mfg. mfg. 3 2 


* Also remove if you detect 1 wire broken at the contact point with the core or adjacent strand; so called valley breaks or evidence from any heat dam- 


age from any cause. 


Note: xd means times the "diameter." 


(b) The accredited crane certifier must perform a com- 
plete and thorough inspection covering the surface of the 
working range plus ((three)) 3 additional wraps on the drum 
of the wire ropes. 

(c) If a deficiency is identified, an immediate determina- 
tion must be made by the accredited crane certifier as to 
whether the deficiency constitutes a safety hazard. If the defi- 
ciency is determined to constitute a safety hazard, the crane 
must not be certified until: 

(1) The wire rope is replaced and verified by the accred- 
ited crane certifier; or 

(ii) If the deficiency is localized, the problem is corrected 
by severing the wire rope; the undamaged portion may con- 
tinue to be used. Joining lengths of wire rope by splicing is 
prohibited. 

(d) Remove wire rope from service if reduction from 
nominal diameter is greater than ((frre-pereent)) 5%. 

(e) Replacement rope must be of a compatible size and 
have a strength rating at least as great as the original rope fur- 
nished or recommended by the crane manufacturer. 
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(6) Sheaves. 

(a) Sheave grooves must be free from surface defects 
that could damage the rope. The cross-sectional radius at the 
bottom of the groove should be such as to form a close fitting 
saddle for the size of rope used. The sides of the groove must 
be tapered outward and rounded at the rim to facilitate 
entrance of the rope into the groove. Flange rims must run 
true about the axis of rotation. 

(b) Sheave guards must be in place to: 

(1) Guide the rope back into the sheave groove, when 
using ropes that can be momentarily unloaded. 

(ii) Prevent ropes from becoming fouled when the block 
is lying on the ground with loose ropes. 

(c) Sheave bearings, except for permanently lubricated 
ones, must have a means of lubrication. 

(7) Prior to performing a proof load test: 

(a) A safe test area must be selected and all traffic and 
unauthorized personnel and equipment must be cleared from 
test area. This test area must be roped off or otherwise 
secured to prevent entry of unauthorized personnel and 
equipment; 

(b) Rigging gear must be inspected by a qualified person 
prior to using for load test of crane; 

(c) ((Fhe-empteyer)) You must ensure all load test per- 
sonnel understand the safety procedures of the test; 

(d) Proof load tests, with the exception of tower cranes, 
are overload tests and extreme caution must be observed at all 
times. Personnel must remain clear of suspended loads and 
areas where they could be struck in the event of boom failure. 
The test load must be raised only to a height sufficient to per- 
form the test; 

(e) During tests, safe operating speeds must be 
employed. Rated speeds in accordance with manufacturer's 
specifications need not be attained. Emphasis must be placed 
on the ability to safely control loads through all motions at 
normal speeds; 

(f) Proof load tests require the use of freely suspended 
certified weights, or scaled weights using a certified scale 
with a current certificate of calibration; however, line pull 
test can be accomplished using a static test and a certified 
scale with a current certificate of calibration; 

(g) Proof load tests must not exceed the manufacturer's 
specifications. Where these specifications are unavailable, a 
registered professional engineer familiar with the type of 
equipment involved must develop written specifications. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-53202 Additional inspection criteria 
and proof load testing—Mobile cranes. (1) After it is deter- 
mined that the crane configurations meet the criteria in WAC 
296-155-53200, the accredited crane certifier must conduct a 
visual inspection of the following components, if applicable, 
which can be visually inspected without disassembly (not 
including removal of inspection covers): 

(a) All control and drive mechanisms for adjustments 
interfering with proper operation and for excessive wear or 
contamination by lubricants or other foreign matter; 
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(b) Air, hydraulic, and other pressurized lines for deteri- 
oration or leakage, particularly those which flex in normal 
operation; 

(c) Hydraulic system for proper fluid level; 

(d) Safety latches on hooks for damage; 

(e) Hooks for deformation, cracks, excessive wear, or 
damage such as from chemicals or heat; 

(f) A legible and applicable operator's manual and load 
chart is in the operator's cab or station; 

(g) A portable fire extinguisher, with a basic minimum 
extinguishing rating of ((ten)) 10 BC must be installed in the 
cab or at the machinery housing; 

(h) Crane cleanliness and housekeeping. Inspect for 
trash, oil, grease, debris or excessive dirt on crane compo- 
nents and catwalks, if applicable; 

(1) Wire rope reeving for compliance with the manufac- 
turer's specifications; 

(j) Wire rope, in accordance with WAC 296-155-53200 
(5); 

(k) Electrical apparatus for malfunctioning, signs of 
apparent excessive deterioration, dirt or moisture accumula- 
tion; 

(1) Tires (when in use) for proper inflation and condition; 

(m) Ground conditions around the equipment for proper 
support, including ground settling under and around outrig- 
gers and supporting foundations, groundwater accumulation, 
or similar conditions; 

(n) The equipment for level position; 

(0) Operator cab windows for significant cracks, breaks, 
or other deficiencies that would hamper the operator's view; 

(p) Rails, rail stops, rail clamps and supporting surfaces 
when the equipment has rail traveling; 

(q) Equipment structure (including the boom and, if 
equipped, the jib): 

(i) Structural members: Deformed, cracked, or signifi- 
cantly corroded. 

(11) Bolts, rivets and other fasteners: Loose, failed or sig- 
nificantly corroded. 

(iii) Welds for cracks. 

(r) Sheaves and drums for cracks or significant wear; 

(s) Parts such as pins, bearings, shafts, gears, rollers and 
locking devices for distortion, cracks or significant wear; 

(t) Brake and clutch system parts, linings, pawls and 
ratchets for excessive wear; 

(u) Safety devices and operational aids for proper opera- 
tion (including significant inaccuracies); 

(v) Gasoline, diesel, electric, or other power plants for 
safety-related problems (such as leaking exhaust and emer- 
gency shut-down feature), condition and operation; 

(w) Chains and chain drive sprockets for excessive wear 
of sprockets and excessive chain stretch; 

(x) Travel steering, brakes, and locking devices, for 
proper operation; 

(y) Tires for damage or excessive wear; 

(z) Hydraulic, pneumatic and other pressurized hoses, 
fittings and tubing, as follows: 

(1) Flexible hose or its junction with the fittings for indi- 
cations of leaks. 

(11) Threaded or clamped joints for leaks. 
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(iii) Outer covering of the hose for blistering, abnormal 
deformation or other signs of failure/impending failure. 

(iv) Outer surface of a hose, rigid tube, or fitting for indi- 
cations of excessive abrasion or scrubbing. 

(aa) Hydraulic and pneumatic pumps and motors, as fol- 
lows: 

(1) Performance indicators: Unusual noises or vibration, 
low operating speed. 

(11) Loose bolts or fasteners. 

(iii) Shaft seals and joints between pump sections for 
leaks. 

(bb) Hydraulic and pneumatic cylinders, as follows: 

(1) Drifting. 

(11) Rod seals and welded joints for leaks. 

(iii) Cylinder rods for scores, nicks and dents. 

(iv) Case (barrel) for significant dents. 

(v) Rod eyes and connecting joints: Loose or deformed. 

(cc) Outrigger pads/floats and slider pads for excessive 
wear or cracks; cribbing/dunnage for proper installation; 

(dd) Electrical components and wiring for cracked or 
split insulation and loose or corroded terminations; 

(ee) Legible warning labels and decals as required by the 
manufacturer; 

(ff) Operator seat: Missing or unusable; 

(gg) Equipped with original, or the equivalent, steps, lad- 
ders, handrails, guards; 

(hh) Steps, ladders, handrails, and guards are in safe and 
usable condition; 

(2) Crane deficiencies. If the accredited crane certifier 
determines other findings need to be monitored, the accred- 
ited crane certifier must provide written notification to the 
owner or lessee. 

(3) Operational testing. An operational test must be 
made without a load applied to the hook of the following 
items if they are applicable to the crane to ensure they func- 
tion correctly: 

(a) Load lifting/hoisting and lowering mechanisms; 

(b) Boom lifting/hoisting and lowering mechanisms; 

(c) Boom extension and retraction mechanism; 

(d) Swing mechanism; 

(e) Travel mechanism; 

(f) Brakes and clutches; 

(g) Limit, locking, and safety devices; 

(h) Suspension systems for cranes that work on rubber 
(tires); and 

(1) During the operational testing, special attention must 
be paid to hydraulic and pneumatic valves: Spools (sticking, 
improper return to neutral, and leaks); leaks; valve housing 
cracks; relief valves. 

(4) Annual and quadrennial proof load testing. 

(a) Proof load tests must be completed on all hoist lines 
to at least ((ene-hundred-percent)) 100% but not to exceed 
((one-hundredandten-pereent)) 110% as configured. Any 
hoist line not proof load tested is not considered certified. 
The test load must be at least ((ene-hundred-percent)) 100% 
but not to exceed ((one-hundred-andten-—percent)) 110% of 
rated capacity (i.e., for the crane's configuration of reeving, 
boom length, etc.). The rated capacity must be the capacity 
shown on the posted load chart or as limited by other factors 
such as hook block capacity or wire rope line pull if the crane 
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is not fully reeved. The test load includes the weight of (or 
deduction values for) the hook, block, slings, and auxiliary 
lifting devices (and for some cranes hoist wire rope not 
accounted for in load charts), and the combined weight 
deduction values must be subtracted from the nominal test 
load in order to determine the amount of test weights to be 
used. Follow original equipment manufacturer (OEM) load 
chart instructions for weight deduction values. Check accu- 
racy of load indicators where installed. Test procedures for 
these cranes must follow OEM procedures and recommenda- 
tions. 

(b) Annual proof load testing. After the crane has 
passed the visual and operational tests, a proof load test must 
be conducted in the as-configured condition and must be per- 
formed within the structural section of the manufacturer's 
load chart, as applicable. This test must be documented on the 
form or in the format approved by the department. A copy of 
this completed form and inspection worksheets must be sent 
to the department within ((ten)) 10 working days upon com- 
pletion of the examination. 


(c) Free rated load test ("on rubber"). Check the sta- 
bility and operation of crane, carrier, wheels, tires, tracks, 
brakes, etc., under load by performing the following tests, 
when lifting without outriggers and/or traveling with the load 
are permitted at the activity for the type of crane being tested. 
Note: Ensure all free rated load tests "on rubber" lifting requirements 

established by the OEM are complied with. Attach taglines to 
the load to control oscillation. For cranes with outriggers, 
extend outriggers and maintain minimal clearance (((three-te- 
four)) 3 to 4 inches) above ground. Test personnel must stand 
clear of tires during load tests. This test is only required if the 
owner/lessee wants an "on rubber" certification. If the crane 
has "on rubber" capabilities and the owner does not desire this 
certification, the crane certifier must document it on the certifi- 
cation document. 


(i) Maximum free rated load. Hoist maximum free 
rated test load at minimum possible radius over the rear (or 
over the front as required by the OEM). Slowly boom down 
to the maximum radius for the load, with boom and load hoist 
pawls (dogs) engaged where applicable, complete (d)(i)(A) 
and (B) of this subsection. 

(A) Rotate through the appropriate working arc; 

(B) Travel a minimum of ((f##¥)) 50 feet with test load 
over the rear (or front as required by the OEM) with the boom 
parallel to the longitudinal axis of the crane carrier. 

(ii) Stability test. Repeat the step in (d)(i) of this subsec- 
tion with a test load corresponding to the radii determined as 
follows: For telescoping boom cranes, test with the boom 
approximately halfway between fully retracted and fully 
extended but do not exceed OEM's boom length limitation 
for lifting on rubber. If no ratings are governed by stability, 
no stability test is required. 

Note: When lifting test loads, always lift the load well within the 
maximum radius and slowly boom down to a premeasured 


radius. Lift the test load only high enough to perform the 
required tests. 
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AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-53204 Additional inspection criteria 
and proof load testing—Articulating boom cranes. (1) 
After it is determined that the crane configurations meet the 
criteria in WAC 296-155-53200, the accredited crane certi- 
fier must visually inspect the following items, if applicable, 
on cranes for sound physical condition and that they are func- 
tional within the manufacturer's recommendations (not 
including removal of inspection covers): 

(a) All control and drive mechanisms for adjustments 
interfering with proper operation and for excessive wear or 
contamination by lubricants or other foreign matter; 

(b) Safety devices for malfunction; 

(c) All hydraulic hoses, particularly those which flex in 
normal operation of crane functions; 

(d) Hooks and latches for deformation, chemical dam- 
age, cracks, and wear; 

(e) Rope reeving for compliance with crane manufac- 
turer's specifications; 

(f) Electrical apparatus for malfunctioning, signs of 
excessive deterioration, dirt, and moisture accumulation; 

(g) Hydraulic system for proper oil level and leaks; 

(h) Excessively worn or damaged tires. Recommended 
inflation pressure, cuts, and loose wheel nuts; 

(i) Connecting pins and locking device for wear and 
damage; 

(j) Deformed, cracked, or corroded members in the crane 
structure and carrier; 

(k) Loose bolts, particularly mounting bolts; 

(1) Cracked or worn sheaves and drums; 

(m) Worn, cracked, or distorted parts such as pins, bear- 
ings, shafts, gears, rollers, and locking devices; 

(n) Excessive wear on brake and clutch system parts and 
lining; 

(o) Travel steering, braking, and locking devices, for 
malfunction; 

(p) Hydraulic, pneumatic and other pressurized hoses, 
fittings and tubing, as follows: 

(1) Flexible hose or its junction with the fittings for indi- 
cations of leaks. 

(11) Threaded or clamped joints for leaks. 

(iii) Outer covering of the hose for blistering, abnormal 
deformation or other signs of failure/impending failure. 

(iv) Outer surface of a hose, rigid tube, or fitting for indi- 
cations of excessive abrasion or scrubbing; 

(q) Hydraulic and pneumatic pumps and motors, as fol- 
lows: 

(1) Performance indicators: Unusual noises or vibration, 
low operating speed. 

(11) Loose bolts or fasteners. 

(iii) Shaft seals and joints between pump sections for 
leaks; 

(r) Hydraulic and pneumatic cylinders, as follows: 

(1) Drifting. 

(11) Rod seals and welded joints for leaks. 

(iii) Cylinder rods for scores, nicks and dents. 

(iv) Case (barrel) for significant dents; 
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(s) Crane cleanliness and housekeeping. Inspect for 
trash, oil, grease, debris or excessive dirt on crane compo- 
nents and catwalks, if applicable; 

(t) Legible warning labels and decals as required by the 
manufacturer; 

(u) A portable fire extinguisher, with a basic minimum 
extinguishing rating of ((ten)) 10 BC must be installed in the 
cab or at the machinery housing; 

(v) A legible and applicable operator's manual and load 
chart is in the operator's cab or station. 

(2) Annual proof load testing of articulating boom 
cranes. 


(a) Annual proof load testing. After the crane has 
passed the visual and operational tests, the accredited crane 
certifier must ensure a proof load test is conducted and must 
be performed within the structural and stability section of the 
manufacturer's load chart, as applicable. This test must be 
documented on the form or in the format approved by the 
department. A copy of this completed form and inspection 
worksheets must be sent to the department within ((tea)) 10 
working days upon completion of the examination. 

(b) Test loads must not be less than ((ene-hundred-per- 
eent)) 100% or more than ((ene-hundred_andten percent) ) 
110% of the rated load, unless otherwise recommended by 
the manufacturer. 

(c) Hoist the test load to assure that the load is supported 
by the crane and held by the hoist brake(s). 

(d) Swing the crane, if applicable, the full range of its 
swing. 

(e) Boom the crane up and down within allowable work- 
ing radius for the test load. 

(f) Lower the test load, stop and hold the load with the 
brake(s). 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-53206 Additional inspection criteria 
and proof load testing—Tower cranes. (1) Tower cranes 
and tower crane assembly parts must be inspected by a crane 
certifier both prior to assembly, following erection of the 
tower crane, after each climbing operation, or reconfiguring 
the boom, jib, or counterjib before placing the crane in ser- 
vice. 

(2) The accredited crane certifier must verify a registered 
professional structural engineer, licensed under chapter 18.43 
RCW, has certified that the crane foundations/structural sup- 
ports and underlying soil are adequate support for the tower 
crane with its maximum overturning moment. 


(3) Prior to erecting a tower crane on a nonstandard 
tower crane base, the accredited crane certifier must verify 
that the engineering configuration of this base has been 
reviewed and acknowledged as acceptable by an independent 
registered professional structural engineer, licensed under 
chapter 18.43 RCW. 

(4) The accredited crane certifier must review the fol- 
lowing documents as part of the crane certification process 
for the current location and inspection period: 
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(a) Crane maintenance records of critical components to 
ensure maintenance of these components has been performed 
in accordance with the manufacturer's recommendations; 

(b) Crane monthly and annual inspection documentation. 

(5) After it is determined that the crane configurations 
meet the criteria in WAC 296-155-53200, the accredited 
crane certifier must visually inspect the following items, if 
applicable, on tower cranes for sound physical condition and 
that they are functional within the manufacturer's recommen- 
dations (not including removal of inspection covers): 

(a) All control and drive mechanisms for interfering with 
proper operation and for excessive wear or contamination by 
lubricants or other foreign matter; 

(b) Motion limiting devices for proper operation with the 
crane unloaded; each motion should be inched into its limit- 
ing device by carefully running at slow speed; 

(c) Load limiting devices for proper operation and accu- 
racy of settings; 

(d) Air, hydraulic, and other pressurized lines for deteri- 
oration or leakage, particularly those which flex in normal 
operation; 

(e) Hydraulic system for proper fluid level; 

(f) Hydraulic, pneumatic and other pressurized hoses, 
fittings and tubing, as follows: 

(i) Flexible hose or its junction with the fittings for indi- 
cations of leaks. 

(ii) Threaded or clamped joints for leaks. 

(iii) Outer covering of the hose for blistering, abnormal 
deformation or other signs of failure/impending failure. 

(iv) Outer surface of a hose, rigid tube, or fitting for indi- 
cations of excessive abrasion or scrubbing; 

(g) Hydraulic and pneumatic pumps and motors, as fol- 
lows: 

(i) Performance indicators: Unusual noises or vibration, 
low operating speed. 

(ii) Loose bolts or fasteners. 

(iii) Shaft seals and joints between pump sections for 
leaks; 

(h) Hydraulic and pneumatic cylinders, as follows: 

(i) Drifting. 

(ii) Rod seals and welded joints for leaks. 

(iii) Cylinder rods for scores, nicks and dents. 

(iv) Case (barrel) for significant dents; 

(i) Electrical components for malfunctioning, signs of 
apparent excessive deterioration, dirt or moisture accumula- 
tion, wiring for cracked or split insulation, and loose or cor- 
roded terminations; 

(j) Stationary cranes for manufacturer's recommended 
grounding of structure and power supply. Rail traveling 
cranes for grounding of each rail and the power supply per 
the manufacturer's recommendations; 

(k) Runway rail and clamps. Inspect for loose, broken or 
missing clamps; 

(1) Hooks and safety latches for deformation, cracks, 
excessive wear, or damage such as from chemicals or heat; 

(m) Wedges and supports of climbing cranes for loose- 
ness or dislocation; 

(n) Braces or guys supporting cranes' masts (towers) and 
anchor bolt base connections for looseness; 
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(0) Crane structure (including the boom, jib and counter 
jib): 

(i) Structural members: Deformed, cracked, or signifi- 
cantly corroded. 

(ii) Bolts, rivets and other fasteners: Loose, failed or sig- 
nificantly corroded. 

(iii) Welds for cracks. 

(p) Cracked or worn sheaves and drums; 

(q) Worn, cracked, or distorted parts such as pins, bear- 
ings, shafts, gears, rollers, locking and clamping devices, 
sprockets, and drive chains or belts; 

(r) Excessive wear on brake and clutch system parts, lin- 
ings, pawls, and ratchets; 

(s) Load, wind, and other indicators for inaccuracies out- 
side the tolerances recommended by the manufacturer; 

(t) Travel mechanisms for malfunction, excessive wear 
or damage; 

(u) A legible and applicable operator's manual and load 
chart is in the operator's cab; 

(v) Crane cleanliness and housekeeping. Inspect for 
trash, oil, grease, debris or excessive dirt on crane compo- 
nents and catwalks, if applicable; 

(w) A portable fire extinguisher, with a basic minimum 
extinguishing rating of ((ten)) 10 BC must be installed in the 
cab or at the machinery housing; 

(x) When applicable, tower tie-in collars, struts, and con- 
nections to building structure are structurally sound, free of 
cracks, distortion, excessive wear or corrosion. Pins and 
structural bolts are tight and installed per the manufacturer's 
specification; 

(y) Ballast blocks in place and secured per manufac- 
turer's recommendations; 

(z) For cranes that telescope, the raising mechanism 
operates within the manufacturer's specifications; 

(aa) For cranes that top climb, the climbing frame oper- 
ates within the manufacturer's specifications; 

(bb) A means to prevent traveling tower cranes running 
into stops while under power; 

(cc) A functional audible warning alarm that automati- 
cally sounds whenever the traveling tower crane travels; 

(dd) Wire rope reeving for compliance with the manu- 
facturer's specifications; 

(ee) Wire rope, in accordance with WAC 296-155- 
53200(5); 

(ff) Safety devices and operational aids for proper opera- 
tion (including significant inaccuracies); 

(gg) Legible warning labels and decals as required by the 
manufacturer; 

(hh) Steps, ladders, handrails and guards are in safe and 
usable condition. 

(6) Additional requirements for tower cranes prior to 
performing a proof load test. 


Note: General requirements relating to preproof load tests for all 
cranes are located in WAC 296-155-53200. 


(a) When tower cranes are erected, and before placing in 
service, all functional motions, motion limiting, load limiting 
devices, locking and safety devices, brakes and clutches must 
be tested for operation and be within the manufacturer's spec- 
ification prior to placing the crane in operation. 
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(b) Proof load tests require the use of certified weights, 
or scaled weights using a certified scale with a current certif- 
icate of calibration. 

(c) Functional motion test must be at crane manufac- 
turer's rated load. Each test must include: 

(i) Load hoisting and lowering; 

(11) Jib (boom) hoisting and lowering, or trolley travel; 

(iii) Slewing motion; 

(iv) Travel motion when rail mounted; 

(v) Brakes and clutches; and 

(vi) Limit, locking, and safety devices. 


Note: Functional motion tests made after climbing or telescoping 
may be performed without a load. 


(d) The functional motion test listed in (c) of this subsec- 
tion must continue until all controls, drives, and braking sys- 
tems have been engaged and have functioned per the crane 
manufacturer's specifications. 

(e) Order in which tests of tower cranes are to be per- 
formed is as follows: 

(1) Functional motion test without rated load; 

(ii) Functional motion test at crane manufacturer's rated 
load. For other than traveling cranes, these tests may be com- 
bined with test of base structural support or foundation sys- 
tem given in (c) of this subsection; 

(iii) Test of base structural support or foundation under 
(f) of this subsection. 

(f) During functional motion tests, the crane's base struc- 
tural support or foundation system must be visually checked 
by the accredited crane certifier. If any part of the crane's base 
structural support or foundation system shows excessive 
visual displacement, visual distress, or audible distress, then 
the lifted load must be lowered at hoist creep speed and all 
crane operations are to cease. An evaluation must then be 
made by the accredited crane certifier. 

(7) Proof load testing of tower cranes. Setting hoist 
load limits for tower cranes. 

(a) Annual proof load testing. After the crane has 
passed the visual and operational tests, the accredited crane 
certifier must ensure a proof load test is conducted and must 
be performed according to the manufacturer's recommenda- 
tions. This test must be documented on the form or in the for- 
mat approved by the department. A copy of this completed 
form and inspection worksheets must be sent to the depart- 
ment within ((ten)) 10 working days upon completion of the 
examination. 

(b) Tower crane hoist load limit switches must be set in 
accordance with the manufacturer's specifications using 
specified certified weights. Procedure is to be verified by the 
accredited crane certifier. In the absence of the manufac- 
turer's specifications, hoist load limit switches must be veri- 
fied by means of a static test using test loads of ((ene-hundred 
and-+we-and one-half percent te-one hundred _and ten per- 
eent)) 102 1/2% to 110% of the applicable ratings. Test loads 
are to be lifted at creep speed until just clear of the ground. 

(c) Setting of hoist load limits must be documented on 
the form provided by the department. A copy of the com- 
pleted form and inspection worksheets must be sent to the 
department within ((ten)) 10 days upon completion of the 
examination. 
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(d) After erection of fixed freestanding tower cranes, the 
base structural support or foundation system on which the 
crane is supported must be tested before placing the crane in 
service. The test must be conducted with the crane manufac- 
turer's rated load placed at maximum radius permitted by site 
conditions. When the base structural support or foundation is 
symmetrical, the crane's jib (boom) must be rotated through 
((ninety)) 90 degrees with ((tes)) 10 minute stops at the start- 
ing position and at each ((ferty-five)) 45 degree position. 
When the support is asymmetrical, the crane's jib (boom) 
must be rotated through ((three-hundred and sixty)) 360 
degrees with ((te#)) 10 minute stops at the starting position 
and at each ((ferty-five)) 45 degree position. 

(e) After erection of rail traveling tower cranes, the base 
structural support or foundation system to which the rail is 
attached must be tested before placing the crane in service. 
The test must be conducted with the crane manufacturer's 
rated load placed at maximum radius permitted by site condi- 
tions. The jib (boom) must be located over the bogie. The 
crane must travel the entire length of runway, returning with 
the same load over the bogie on the opposite rail. 


AMENDATORY SECTION (Amending WSR 08-22-080, 
filed 11/4/08, effective 1/1/10) 


WAC 296-155-53208 Additional inspection criteria 
and proof load testing—Self-erecting tower cranes. (1) 
After it is determined that the crane configurations meet the 
criteria in WAC 296-155-53200, the accredited crane certi- 
fier must visually inspect the following items, if applicable, 
on cranes for sound physical condition and that they are func- 
tional within the manufacturer's recommendations (not 
including removal of inspection covers): 

(a) For cranes that telescope the internal tower by a 
climbing frame, the climbing mechanism is structurally 
sound; is free of cracks, distortion, excessive wear or corro- 
sion; operates within the manufacturer's specifications; 

(b) Structural bolts are tightened; 

(c) All control and drive mechanisms for interfering with 
proper operation and for excessive wear or contamination by 
lubricants or other foreign matter; 

(d) Motion limiting devices for proper operation with the 
crane unloaded; each motion should be inched into its limit- 
ing device by carefully running at slow speed; 

(e) Load limiting devices for proper operation and accu- 
racy of settings; 

(f) Air, hydraulic, and other pressurized lines for deteri- 
oration or leakage, particularly those which flex in normal 
operation; 

(g) Hydraulic system for proper fluid level; 

(h) Hydraulic, pneumatic and other pressurized hoses, 
fittings and tubing, as follows: 

(1) Flexible hose or its junction with the fittings for indi- 
cations of leaks. 

(11) Threaded or clamped joints for leaks. 

(iii) Outer covering of the hose for blistering, abnormal 
deformation or other signs of failure/impending failure. 

(iv) Outer surface of a hose, rigid tube, or fitting for indi- 
cations of excessive abrasion or scrubbing; 
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(i) Hydraulic and pneumatic pumps and motors, as fol- 
lows: 

(1) Performance indicators: Unusual noises or vibration, 
low operating speed. 

(11) Loose bolts or fasteners. 

(iii) Shaft seals and joints between pump sections for 
leaks; 

(j) Hydraulic and pneumatic cylinders, as follows: 

(1) Drifting. 

(11) Rod seals and welded joints for leaks. 

(iii) Cylinder rods for scores, nicks and dents. 

(iv) Case (barrel) for significant dents; 

(k) Electrical components for malfunctioning, signs of 
apparent excessive deterioration, dirt or moisture accumula- 
tion, wiring for cracked or split insulation, and loose or cor- 
roded terminations; 

(1) Ensure crane is grounded per manufacturer's specifi- 
cations; 

(m) Hooks and safety latches for deformation, cracks, 
excessive wear, or damage such as from chemicals or heat; 

(n) Crane structure (including the boom, jib and counter 
jib): 

(i) Structural members: Deformed, cracked, or signifi- 
cantly corroded. 

(11) Bolts, rivets and other fasteners: Loose, failed or sig- 
nificantly corroded. 

(iii) Welds for cracks; 

(o) Cracked or worn sheaves and drums; 

(p) Worn, cracked, or distorted parts such as pins, bear- 
ings, shafts, gears, rollers, locking and clamping devices, 
sprockets, and drive chains or belts; 

(q) Excessive wear on brake and clutch system parts, lin- 
ings, pawls, and ratchets; 

(r) Load, wind, and other indicators for inaccuracies out- 
side the tolerances recommended by the manufacturer; 

(s) A legible and applicable operator's manual and load 
chart is in the operator's station; 

(t) Crane cleanliness and housekeeping. Inspect for 
trash, oil, grease, debris or excessive dirt on crane compo- 
nents and catwalks, if applicable; 

(u) A portable fire extinguisher, with a basic minimum 
extinguishing rating of ((ten)) 10 BC must be installed in the 
cab or at the machinery housing; 

(v) Ballast blocks in place and secured per manufac- 
turer's recommendations; 

(w) Wire rope reeving for compliance with the manufac- 
turer's specifications; 

(x) Wire rope, in accordance with WAC 296-155- 
53200(5); 

(y) Safety devices and operational aids for proper opera- 
tion (including significant inaccuracies); 

(z) Legible warning labels and decals as required by the 
manufacturer; 

(aa) Steps, ladders, handrails and guards are in safe and 
usable condition. 

(2) Additional requirements for self-erecting tower 
cranes prior to performing a proof load test. 


Note: General requirements relating to preproof load tests for all 
cranes are located in WAC 296-155-53200. 
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(a) Functional motion test must be at crane manufac- 
turer's rated load. Each test must include: 

(i) Load hoisting and lowering; 

(11) Jib (boom) hoisting and lowering, or trolley travel; 

(iii) Slewing motion; 

(iv) Brakes and clutches; 

(v) Limit, locking, and safety devices. 

(b) The functional motion test listed in (a) of this subsec- 
tion must continue until all controls, drives, and braking sys- 
tems have been engaged and have functioned per the crane 
manufacturer's specifications. 

(c) Order in which tests of self-erecting tower cranes are 
to be performed is as follows: 

(1) Functional motion test without rated load; 

(11) Functional motion test at crane manufacturer's rated 
load. These tests may be combined with test of base structural 
support or foundation system given in (a) of this subsection. 

(d) During functional motion tests, the crane's base struc- 
tural support or foundation system must be visually checked 
by the accredited crane certifier. If any part of the crane's base 
structural support or foundation system shows excessive 
visual displacement, visual distress, or audible distress, then 
the lifted load must be lowered at hoist creep speed and all 
crane operations are to cease. An evaluation must then be 
made by the accredited crane certifier. 

(3) Annual proof load testing of self-erecting tower 
cranes. 

(a) Annual proof load testing. After the crane has 
passed the visual and operational tests, the accredited crane 
certifier must ensure a proof load test is conducted and must 
be performed according to the manufacturer's recommenda- 
tions. This test must be documented on the form or in the for- 
mat approved by the department. A copy of this completed 
form and inspection worksheets must be sent to the depart- 
ment within ((ten)) 10 working days upon completion of the 
examination. 

(b) The structural support or foundation examination 
during proof load test: 

(1) This test must be conducted with the rated load placed 
at maximum radius permitted by site conditions. The super- 
structure must be rotated through ((three-hundred-sixty)) 360 
degrees with ((fve-minvte)) 5-minute stops at each outrigger 
position. If any part of the support structure becomes dis- 
placed or distressed, all crane operations must stop until an 
evaluation is made by a qualified person. 

(11) For rail-mounted cranes, a load test must be con- 
ducted with the jib in the position causing maximum loading 
on one wheel or bogie. The test must comprise traveling the 
entire length of the runway, then returning with the same load 
on the other rail. If a sleeper or support becomes displaced or 
damaged, crane operations must stop until an evaluation is 
made by a qualified person or until track ballast has been 
reset, or repairs made and a satisfactory test performed. 

(c) Self-erecting tower crane hoist load limit switches 
must be set in accordance with the manufacturer's specifica- 
tions using specified certified weights. Procedure is to be ver- 
ified by the accredited crane certifier. 

(d) Setting of hoist load limits must be documented on 
the form provided by the department. A copy of the com- 
pleted form and inspection worksheets must be sent to the 
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department within ((ten)) 10 days upon completion of the 
examination. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-53210 Additional inspection criteria 
and proof load testing—Overhead/bridge and gantry 
bridge cranes. (1) After it is determined that the crane con- 
figurations meet the criteria in WAC 296-155-53200, the 
accredited crane certifier must visually inspect, without dis- 
assembly, and if applicable, the following items on overhead 
and bridge cranes for sound physical condition and that they 
are functional within the manufacturer's recommendations 
(not including removal of inspection covers): 

(a) Controllers. Control mechanisms for interfering 
with proper operation. Control and drive mechanisms for 
apparent excessive wear of components and contamination 
by lubricants, water or other foreign matter; 

(b) Load hooks. Inspect for damage wear to hook nuts, 
safety latch and hook swivel. Check for deformation, cracks, 
excessive wear, or damage such as from chemicals or heat. 
Inspect blocks for wear to sheaves, check plates, and pins. 
Check for loose pins, bolts and guards; 

(c) Sheaves and bearings. Check all sheaves and bear- 
ings for lubrication and excessive wear. Ensure sheaves turn 
freely. Check sheave pin locking device; 

(d) Structural supports. Inspect for damage or bent 
girders, girder seat top plate, diaphragms and structural col- 
umn connections. Check for loose bolts or rivets, and cracks; 

(e) Bridge inspection. 

(i) Check complete structure for broken, cracked, dam- 
aged, missing, or corroded parts and members. 

(11) Handrails, walkways, and ladders. Inspect for loose, 
missing, bent, deteriorated or misaligned members, loose 
bolts, rivets, broken welds and hangers; 

(f) Brackets. Check for cracked or corroded welds, 
missing or loose bolts, bent or cracked brackets; 

(g) End stops. Inspect for damaged wheels, broken 
welds, loose or missing bolts, damaged bumpers, missing 
pins or damaged plates; 

(h) Runway rail and clamps. Inspect for loose, broken 
or missing clamps. Check the condition of railhead and side 
wear, rail splice plates and/or welds, rail gaps and associated 
bolts, wedges, connectors and rail switches; 

(1) Crane alignment. Inspect for proper bridge end float 
while crane travels in both directions on runway. Check all 
corner connections for rust, shear marks, loose or missing 
bolts, nuts and washers. Inspect square marks and legibility 
of dimension; 

(j) Wheels and bearings. Inspect wheels for wear, flat 
spots, chips, flange wear, cracks, loose axle pins, or securing 
devices. Check bearing clearance, chatter, loose bearing caps 
and lubrication; 

(k) Trolley. Check for loose, missing, broken or bent 
members. Inspect for loose, faulty or missing coupling 
guards. Check for broken, loose or missing axle pins. Inspect 
for axle pins displaying excessive wear; 

(1) Trolley rail. Inspect for bent or damaged members, 
loose bolts, rivets, guards, trolley rail clamps, end stops and 
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broken welds. Check condition of rail head and side wear, rail 
splice plates and/or welds and rail gaps; 

(m) Trolley conductors. Inspect insulators and clamps, 
loose connectors, bent, pitted or damaged wires or collectors; 

(n) Shafts, couplings, and bearings. Inspect shafts for 
vibration, cuts and nicks, loose or worn keyways and mis- 
alignment. Check coupling for wear, loose bolts or keys and 
misalignment. Inspect bearing for clearance, chatter, loose 
bearing caps and proper lubrication; 

(o) Gearing. Inspect gears for worn teeth, cracked teeth, 
superficial root cracks, pitting, unusual indentation or wear 
marks, full contact or end loading, loose set screws and keys. 
Check guards and covers. Inspect gear cases for excessive 
noise and vibration, proper lubrication and leaking; 

(p) Wire rope and drum. Inspect wire rope for damage. 
Check rope clip fittings and associated mounting hardware 
for wear and damage. Inspect drum grooves for excessive 
wear. Inspect drum pedestal and bearing condition. Check for 
cracks in drum; 

(q) Electrical items. Check all contacts for proper align- 
ment and evidence of excess heating or unusual arcing. 
Inspect all coils, contact leads, shunts and wires, fuses or 
overload devices for loose connections and evidence of over- 
heating. Inspect panel board and arc shields for cracks, loose 
bolts, dirt and moisture. Check panel marking for legibility. 
Inspect speed control resistors for damaged insulation, 
cracked or broken grids, loose connections, bolts and brack- 
ets; 

(r) Motor. Inspect for damage, bearing noise, vibration 
and lubrication, spark and cleanliness of commutator and 
brush wear, loose hold down bolts and motor brackets. 
Inspect commutator or slip rings for evidence of overheating 
and brush sparking. Inspect motor leads and insulators, dam- 
aged or deteriorated insulation and loose connections. Inspect 
brush holder for proper clearance to commutator or slip rings, 
and freedom of brushes; 

(s) Brakes. Inspect for wear in linkage, pins and cams, 
weakness of springs, wear and condition of lining, smooth- 
ness of the drum, heat check crack and clearance between 
drum or disk. Inspect for improper solenoid air gap; evidence 
of overheating; damaged brass, and loose core laminations; 
delay or restriction in opening of brakes; 

(t) Hoist brakes. Inspect for wear in linkage, pins and 
cams, weakness of springs, wear and condition of lining, 
smoothness of drum, heat check cracks and clearance 
between drum or disk. Inspect for improper solenoid air gap; 
evidence of overheating; damaged brass, and loose core lam- 
inations; delay or restriction in opening of brakes; 

(u) Limit switches. Remove covers and inspect all elec- 
trical and mechanical components for malfunction including 
contacts, springs, ratchets, pins, arm and insulators, rollers, 
cams and dogs. Inspect cover gaskets, counterweight guides. 
Check all securing bolts and guards. Check for weather or 
moisture damage. Check for proper operation; 

(v) Crane cleanliness and housekeeping. Inspect for 
trash, oil, grease, debris or excessive dirt on crane compo- 
nents and catwalks, if applicable; 

(w) Operation of crane controls. Operate all crane con- 
trols and check for proper operation. Check for smooth and 
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regular motions without abnormal sensations, hesitations, 
binding, vibrations, shimmy, or irregularity; 

(x) Warning device/fire protection. Inspect for proper 
operation of sirens, horns, bells and lights. Check switches 
and inspect wiring and connections; 

(y) A legible and applicable operator's manual and load 
chart is in the operator's cab or station; 

(z) A portable fire extinguisher, with a basic minimum 
extinguishing rating of ((ten)) 10 BC must be installed in the 
cab or at the machinery housing. 

(2) Annual proof load testing of bridge/overhead 
cranes. 

(a) Annual proof load testing. After the crane has 
passed the visual and operational tests, the accredited crane 
certifier must ensure a proof load test is conducted and must 
be performed according to the manufacturer's recommenda- 
tions or a registered professional structural engineer (RPSE). 
This test must be documented on the form or in the format 
approved by the department. A copy of this completed form 
and inspection worksheets must be sent to the department 
within ((ten)) 10 working days upon completion of the exam- 
ination. 

(b) The proof load test must be at least ((ene-hundred 
pereent)) 100% but not to exceed ((ene-hundred twenty-five 
pereent)) 125% of the rated capacity. 

(c) This test must be documented on the form or in the 
format approved by the department. A copy of this completed 
form and inspection worksheets must be sent to the depart- 
ment within ((ten)) 10 working days upon completion of the 
examination. 

(d) Hoist the test load a distance to assure that the load is 
supported by the crane and held by the hoist brake(s). 

(e) Transport the test load by means of the trolley for the 
full length of the bridge, as practical. 

(f) Transport the test load by means of the bridge for the 
full length of the runway in one direction with the trolley as 
close to the extreme right-hand end of the crane as practical, 
and in the other direction with the trolley as close to the left- 
hand end of the crane as practical. 

(g) Lower the test load, and stop and hold the test load 
with the brake(s). 

(h) Mechanical load brake tests. Hoist test load and 
hold for ((fve)) 5 minutes. 

Release the holding brake, either mechanically or electri- 
cally to verify mechanical load brake function or hoist the 
rated load then lower, monitoring the hoist for any speed con- 
trol issues. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-53212 Additional inspection criteria 
and proof load testing—Derricks. (1) After it is determined 
that the derrick configurations meet the criteria in WAC 296- 
155-53200, the accredited derrick certifier must visually 
inspect the following items, if applicable, on derricks for 
sound physical condition and that they are functional within 
the manufacturer's recommendations (not including removal 
of inspection covers): 
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(a) All control and drive mechanisms for adjustments 
interfering with proper operation and for excessive wear or 
contamination by lubricants or other foreign matter; 

(b) All chords and lacing, tension in guys, plumb of the 
mast, external indication of deterioration or leakage in air or 
hydraulic systems; 

(c) Derrick hooks for deformation or cracks, distortion 
causing an increase in throat opening of ((fve-pereent)) 5% 
not to exceed one-quarter inch or as recommended by the 
manufacturer. Any wear exceeding ((tes-pereent)) 10% (or as 
recommended by the manufacturer) of the original section 
dimension of the hook; 

(d) Rope reeving for noncompliance with derrick manu- 
facturer's specifications; 

(e) Hoist brakes, clutches, and operating levers; 

(f) Electrical apparatus for malfunctioning, signs of 
excessive deterioration, dirt and moisture accumulation; 

(g) Structural members for deformation, cracks, and cor- 
rosion; 

(h) Crane cleanliness and housekeeping. Inspect for 
trash, oil, grease, debris or excessive dirt on crane compo- 
nents and catwalks, if applicable; 

(1) Bolts and rivets for tightness; 

(j) Parts such as pins, bearings, shafts, gears, sheaves, 
drums, rollers, locking and clamping devices, for wear, 
cracks, and distortion; 

(k) Gudgeon pin for cracks, wear and distortion; 

(1) Foundation or supports for continued ability to sustain 
the imposed loads; 

(m) A legible and applicable operator's manual and load 
chart is in the operator's cab or station; 

(n) A portable fire extinguisher, with a basic minimum 
extinguishing rating of ((ten)) 10 BC must be installed in the 
cab or at the machinery housing. 

(2) Annual proof load testing of derricks. 

(a) Annual proof load testing. After the derrick has 
passed the visual and operational tests, the accredited derrick 
certifier must ensure a proof load test is conducted and must 
be performed at the maximum and minimum boom angles or 
radii or as close to these as practical and at such intermediate 
radii as the derrick manufacturer or RPSE may deem neces- 
sary. This test must be documented on the form or in the for- 
mat approved by the department. A copy of this completed 
form and inspection worksheets must be sent to the depart- 
ment within ((ten)) 10 working days upon completion of the 
examination. 

(b) Proof load tests and safe working load ratings must 
be based on the designed load ratings at the ranges of boom 
angle or operating radii. Proof loads must be as per the man- 
ufacturer's recommendations. When the manufacturer recom- 
mendations are not available follow the requirements in 
Table 2 below: 


Table 2 - Derrick Load Test 


Safe Working Load SWL Proof Load 
Up to 20 tons 25 ((pereent)) % in excess 
20-50 tons 5 tons in excess 
Over 50 tons 10 ((pereent)) % in excess 
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(c) Hoist the test load a few inches and hold to verify that 
the load is supported by the derrick and held by the hoist 
brake(s). 

(d) Swing the derrick, if applicable, the full range of its 
swing, at the maximum allowable working radius for the test 
load. 


(e) Boom the derrick up and down within the allowable 
working radius for the test load. 


(f) Lower the test load, stop and hold the load with the 
brake(s). 

(g) After satisfactory completion of a proof load test, the 
derrick and all component parts thereof ((shaH)) must be 
carefully examined in all applicable requirements in this sec- 
tion. 


(h) This test must be documented on the form or in the 
format approved by the department. A copy of this completed 
form and inspection worksheets must be sent to the depart- 
ment within ((ten)) 10 working days upon completion of the 
examination. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-53214 Crane decertification and rein- 
statement. (1) If any of the following occur, the certification 
becomes invalid and must be inspected by an accredited 
crane certifier: 


(a) Contact with an energized power line; 


(b) Any overload, other than proof load testing, or one 
that has been approved in writing in advance by the crane 
manufacturer or a RPE; 


(c) Any significant modifications or significant repairs 
of a load sustaining/bearing part that affects the safe opera- 
tion of the crane/derrick. 


(d) Any deficiency that affects the safe operation of the 
crane or derrick that has been identified by a qualified person 
or through an inspection by the department of labor and 
industries. 


Note: Replacement of hoisting rope does not constitute decertifica- 
tion. 


(2) The owner or lessee must notify the crane certifica- 
tion section by phone, 360-902-4943, or fax 360-902-5438, 
or e-mail at Inicranes@Ini.wa.gov within ((twenty-feur)) 24 
hours if any of the above occurs. 


(3) The certification may be reinstated only after affected 
components have been reinspected by an accredited crane 
certifier. If the accredited crane certifier identifies any defi- 
ciencies during the reinspection, the deficiencies must be cor- 
rected before the certification can be reinstated. If the accred- 
ited crane certifier believes proof load testing should be con- 
ducted prior to reinstatement of the certification, proof load 
testing must be conducted. In the case of major modifications 
or repairs to important load sustaining/bearing parts, proof 
load testing must be performed prior to reinstatement. The 
accredited crane certifier must notify the department that the 
certification has been reinstated. 
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AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-53300 Operator qualifications and 
certification. (1) Prior to operating any crane covered under 
chapter 296-155 WAC, Part L, with the exception of the 
trainee/apprentice requirements outlined in subsection (2) of 
this section and those cranes exempt in WAC 296-155- 
52900(3), ((theempteyer)) you must ensure that the operator 
meets the following requirements: 

(a) Has a valid crane operator certificate, for the type of 
crane to be operated, issued by a crane operator testing orga- 
nization which has an accredited program, accredited by a 
nationally recognized accrediting agency. The operator certi- 
fication must include a successful passing of a written and 
practical examination for each crane category listed in Table 
3 and by crane type for mobile cranes. 

(b) A determination through a written test that: 

(i) The individual knows the information necessary for 
safe operation of the specific type of crane/derrick the indi- 
vidual will operate, including all of the following: 

(A) The controls and operational/performance character- 
istics. 

(B) Use of, and the ability to calculate, load/capacity 
information on a variety of configurations of the crane/der- 
rick. 

(C) Procedures for preventing and responding to power 
line contact. 

(D) Technical knowledge similar to the subject matter 
criteria listed in WAC 296-155-56420 of this part applicable 
to the specific type of crane/derrick the individual will oper- 
ate. Use of WAC 296-155-56420 criteria meets the require- 
ments of this provision. 

(E) Technical knowledge applicable to: 

(I) The suitability of the supporting ground and surface 
to handle expected loads. 

(II) Site hazards. 

(IIT) Site access. 

(F) This part, including applicable incorporated materi- 
als. 

(ii) The individual is able to read and locate relevant 
information in the equipment manual and other materials 
containing information referred to in (i) of this subsection. 

(c) A determination through a practical test that the indi- 
vidual has the skills necessary for safe operation of the 
crane/derrick, including the following: 

(1) Ability to recognize, from visual and auditory obser- 
vation, the items listed in WAC 296-155-53405(2). 

(11) Operational and maneuvering skills. 

(iii) Application of load chart information. 

(iv) Application of safe shut-down and securing proce- 
dures. 


Notes: e An operator's certificate issued by the accredited testing 


agency is valid for a ((fve-yeae)) 5-year period, and must be 
renewed to ensure operators maintain qualified operator status. 
e For self-erecting tower cranes, the department will accept a 
tower crane certification issued by a nationally accrediting test- 
ing agency. 

e For derricks, the department will accept, at a minimum, a lat- 
tice boom truck or crawler mobile crane operator's certificate. 
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e An operator will be deemed qualified to operate a crane if the 
operator is certified under (a) of this subsection for the type and 
capacity of the crane or for higher-capacity crane of the same 
type. 


(d) If there is no accredited written or practical test for 


operator certification available, ((the-empleyer)) you must 
ensure the operator has been completely trained, evaluated 


and tested by ((the-empleyer)) you on the operating proce- 
dures for the piece of equipment in use as recommended by 


the crane/equipment manufacturer and the applicable ASME 
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standard. This process must be documented and made avail- 
able upon request. 

(e) Has crane hours of experience as shown in Table 3; 
and 

(f) Pass a substance abuse test conducted by a recognized 
laboratory. 
Exemption: When it is necessary in the performance of their duties, 
manufacture representatives, factory representatives and 
maintenance personnel are not required to be certified 
crane operators. 


Crane Operator Experience for Cranes Used in the Construction Industry 


Table 3 
The 5 Categories of Cranes and their Number of Hours of Actual Crane | Number of Hours of Crane Related 
Types Operating Experience Experience 
(1) Mobile Cranes 
300 tons and above 300 tons and above 
‘ 1000 Hours 1000 Hours 
(a) Lattice Boom Crawler Cranes (LBC) 
Under 300 tons Under 300 tons 
500 Hours 500 Hours 
300 tons and above 300 tons and above 
. 1000 Hours 1000 Hours 
(b) Lattice Boom Truck Cranes (LBT) 
Under 300 tons Under 300 tons 
500 Hours 500 Hours 
Over 130 tons Over 130 tons 
750 Hours 750 Hours 
(c) Large Telescopic Boom Cranes (Swing Over 40 tons to 130 tons Over 40 tons to 130 tons 
Cab) (TLL) (including digger derricks) 250 Hours 250 Hours 
40 tons and under 40 tons and under 
40 Hours 40 Hours 
15 tons and above 15 tons and above 
(d) Small Telescopic Boom Cranes (Fixed 40 Hours 40 Hours 
Cab) (TSS) (including digger derricks) Over 5 tons and under 15 tons Over 5 tons and under 15 tons 
20 Hours 20 Hours 
5 tons and under 5 tons and under 
8 hours 16 hours 
(2) Articulating Boom Cranes 20 Hours 20 Hours 
(3) Tower Cranes 
(a) Hammerhead 500 Hours 500 Hours 
(b) Luffer 500 Hours 500 Hours 
(c) Self-Erecting 50 Hours 50 Hours 
(4) Overhead/Bridge and Gantry Cranes 
(a) Cab Operated 40 Hours 40 Hours 
(b) Pendant/Remote 40 Hours 40 Hours 
(5) Derricks (not including digger derricks) 20 Hours 500 Hours 


Hours of actual crane operating experience. For all cranes: Time while the operator is at the controls of the crane; and/or 
has direct control of that crane; and/or a combination of operating hours within the same crane type. For mobile cranes: It also 
includes time while installing/removing boom sections, luffing boom, jib, extending and retracting outriggers/stabilizers, lev- 
eling crane, and replacing hoisting rope. For tower cranes: It includes time while jumping (increasing the height of the 


tower/mast). 


Note: Additional actual crane operator experience may account for crane related experience. 
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The 5 Categories of Cranes and their 
Types 


Number of Hours of Actual Crane 
Operating Experience 


Number of Hours of Crane Related 
Experience 


Hours of crane related experience: Time as a signalperson/bellman, oiler, crane mechanic, crane inspector, formal classroom 
training, crane simulator operation, and a combination of operating hours on other categories of cranes. 


Note: Cranes and other lifting machines covered under this part that 


are exempt can be found in WAC 296-155-52900(3). 


(2) Prequalification/certification training period. An 
employee who is not a qualified crane operator as outlined in 
subsection (1) of this section is permitted to operate the crane 
as part of his/her training providing the following require- 
ments are met: 

(a) The employee ("trainee/apprentice") must be pro- 
vided with sufficient training prior to operating the crane to 
enable the trainee to operate the crane safely under limita- 
tions established by this section (including continuous super- 
vision) and any additional limitations established by the 
employer. 

(b) The tasks performed by the trainee/apprentice while 
operating the crane must be within the trainee's ability, as 
determined by the supervising qualified crane operator. 

(c) Qualified crane/derrick operator. While operating 
the crane/derrick, the trainee/apprentice must be continu- 
ously supervised by a qualified crane/derrick operator who 
meets the following requirements: 

(i) The qualified crane/derrick operator is an employee 
or agent of the trainee's/apprentice's employer. 

(11) The qualified crane/derrick operator under this sec- 
tion is familiar with the proper use of the crane's/derrick's 
controls. 

(iii) While supervising the trainee/apprentice, the quali- 
fied crane/derrick operator performs no tasks that detract 
from the qualified crane/derrick operator's ability to super- 
vise the trainee/apprentice. 

(iv) For cranes other than tower cranes: The qualified 
crane/derrick operator and the trainee/apprentice must be in 
direct line of sight of each other. In addition, they must com- 
municate verbally or by hand signal. 

(v) For tower cranes: The qualified crane operator and 
the trainee/apprentice must be in direct communication with 
each other. 

(d) The trainee/apprentice must not operate the crane in 
any of the following circumstances: 

(1) If any part of the crane, load line or load (including 
rigging and lifting accessories), if operated up to the crane's 
maximum working radius in the work zone, could get within 
((eventy)) 20 feet of a power line that is up to ((three- hundred 
fifty)) 350 kV, or within ((fHft¥)) 50 feet of a power line that 
is over ((three-hundredffty)) 350 kV; 

(11) If the crane is used to hoist personnel; 

(iii) In a multiple-crane or multiple load line lift situa- 
tions; or 

(iv) Multiple-lift rigging, as defined in WAC 296-155- 
52902, can only be accomplished by the trainee/apprentice 
when the qualified crane operator determines that the 
trainee's/apprentice's skills are sufficient for this high-skill 
work. 

(v) Critical lifts, as defined in WAC 296-155-52902, can 
only be accomplished by the trainee/apprentice when the 
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qualified crane operator determines that the trainee's/appren- 

tice's skills are sufficient for this high-skill work. 

(3) ((Fhe-emptoeyer)) You must obtain documentation 
showing hours of crane operator experience and crane related 
experience separated out by crane type and capacity. 

Note: ((Fheemployer)) You may accept a signed declaration from the 
crane operator attesting to actual hours of crane operator expe- 
rience and crane related experience separated out by crane type 
and capacity. For sample declaration form see WAC 296-155- 
56425. 


(4) The department may recognize crane operator certifi- 
cation from another state or territory of the United States as 
equivalent to qualified crane operator requirements if the 
department determines that the other jurisdiction's credential- 
ing standards are substantially similar to the qualified crane 
operator requirements. 

(5) Crane operator experience and crane related experi- 
ence must be documented and separated out by crane type 
and capacity; this documentation need only show the mini- 
mum amount of hours as outlined in Table 3 above. If ((the 
ermployeris)) you are documenting crane operating and/or 


related crane experience hours, ((the-empleyer)) you must 
provide a copy of the hours to the operator as soon as practi- 


cal, if requested. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-53302 Signal person qualifications. 
(1) The signal person must meet the qualification require- 
ments (subsection (3) of this section) prior to giving any sig- 
nals to a crane/derrick operator. This requirement must be 
met by using either Option (1) or Option (2). 

(a) Option (1) - Third-party qualified evaluator. The 
signal person has documentation from a third-party qualified 
evaluator showing that the signal person meets the qualifica- 
tion requirements listed in subsection (3) of this section. 

(b) Option (2) - Employer's qualified evaluator. ((Fhe 
employerhasts)) You have your qualified evaluator assess 
the individual and determine that the individual meets the 
qualification requirements listed in subsection (3) of this sec- 
tion and provides documentation of that determination. An 
assessment by an employer's qualified evaluator under this 
option is not portable meaning other employers are not per- 
mitted to use this qualification to meet the requirements of 
this section. 


(c) (Fhe empleyer)) You must make the documentation 


for whichever option is used available at the site while the 
signal person is employed by the ((empteyer)) you. The doc- 
umentation must specify each type of signaling (e.g., hand 
signals, radio signals, etc.) for which the signal person meets 
the requirements of subsection (3) of this section. 

(2) If subsequent actions by the signal person indicate 
that the individual may not meet the qualification require- 
ments listed in subsection (3) of this section, ((the empleyer)) 
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you must not allow the individual to continue working as a 
signal person until retraining is provided and a reassessment 
is made in accordance with subsection (1) of this section that 
confirms that the individual meets the qualification require- 
ments. 

(3) Qualification requirements. Each signal person 
must: 

(a) Know and understand the type of signals used. For 
example, if hand signals are used, the signal person must 
know and understand the standard method for hand signals. 

(b) Be competent in the application of the type of signals 
used. 

(c) Have a basic understanding of crane/derrick opera- 
tion and limitations, including the crane dynamics involved 
in swinging and stopping loads and boom deflection from 
hoisting loads. 

(d) Know and understand the relevant requirements of 
WAC 296-155-53406 and this section. 

(e) Demonstrate that they meet the requirements in (a) 
through (d) of this subsection through an oral or written test, 
and through a practical test. All tests must be documented. 

(4) Qualification period. A signal person qualification 
cannot exceed a ((f#ve-year)) 5-year period; this qualification 
must be renewed every ((ftve)) 5 years to ensure signal per- 
sons maintain qualified status. At a minimum, this renewal 
must include a documented written or oral or practical exam. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-53306 Rigger qualifications. (1) The 
rigger must meet the qualification requirements (subsection 
(3) of this section) prior to performing hoisting activities for 
assembly and disassembly work (WAC 296-155-53402 
(19)(a)). A qualified rigger is required whenever employees 
are engaged in hooking, unhooking, or guiding the load, or in 
the initial connection of a load to a component or structure, 
and are within the fall zone (WAC 296-155-53400 (43)(c)). 
This requirement must be met by using either Option (1) or 
Option (2). 

(a) Option (1) - Third-party qualified evaluator. The 
rigger has documentation from a third-party qualified evalu- 
ator showing that the rigger meets the qualification require- 
ments listed in subsection (3) of this section. 

(b) Option (2) - Employer's qualified evaluator. ((Fhe 

its)) You have your qualified evaluator assess 
the individual and determine that the individual meets the 
qualification requirements listed in subsection (3) of this sec- 
tion and provides documentation of that determination. An 
assessment by an employer's qualified evaluator under this 
option is not portable meaning other employers are not per- 
mitted to use this qualification to meet the requirements of 
this section. 

(c) ((Fhe-empleyer)) You must make the documentation 
for whichever option is used available at the site while the 
rigger is employed by the employer. The documentation must 
specify each type of rigging for which the rigger meets the 
requirements of subsection (3) of this section. 

(2) If subsequent actions by the rigger indicate that the 
individual may not meet the qualification requirements listed 
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in subsection (3) of this section, ((the-empleyer)) you must 
not allow the individual to continue working as a rigger until 


retraining is provided and a reassessment is made in accor- 
dance with subsection (1) of this section that confirms that 
the individual meets the qualification requirements. 

(3) Qualification requirements. Each rigger must: 

(a) Know and understand the requirements located in 
ASME B30.7-2006, Base-Mounted Drum Hoists, B30.9- 
2010, Slings, B30.10-2009, Hooks, B30.16-2007, Overhead 
Hoists (Underhung), B30.20-2010, Below-the-Hook Lifting 
Devices, B30.21-2005, Manually Lever Operated Hoists and 
B30.26-2004, Rigging Hardware, as applicable. 

(b) Know and understand the type of sling and hitch 
used. For example, if synthetic web slings are used, the rigger 
must know and understand the removal criteria for this type 
of sling and how to properly use the sling. 

(c) Be competent in the application of the type of hitches 
used. 

(d) Have a basic understanding of slings, rigging hard- 
ware and below-the-hook lifting devices (as applicable); their 
limitations, rigging practices, associated hazards and inspec- 
tion requirements. 

(e) Know and understand load weight estimation, center 
of gravity, effect of angles on rigging components, load turn- 
ing, knots/tag lines, chain hoist/come-a-long usage, winch 
and block usage, and basic hand signals, as applicable. 

(f) Know and understand the relevant requirements of 
WAC 296-155-556 through 296-155-56220 and this section. 

(g) Demonstrate that they meet the requirements in (a) 
through (e) of this subsection through a written test and 
through a practical test. All tests must be documented. 


Notes: e The provisions of subsection (3)(g) of this section are not 
required until February 1, 2013. 

e This section does not require that each and every worker asso- 
ciated with the rigging of a component or structure to be a 
"fully qualified rigger" as defined in this section, the require- 
ment is for at least one of the workers to be a fully qualified rig- 
ger. However, all other associated workers must be qualified by 
training or experience to perform their assigned tasks (WAC 


296-155-035(2)). 


(4) Qualification period. A rigger qualification cannot 
exceed a ((ftve-year)) 5-year period; this qualification must 
be renewed every ((f#¥ve)) 5 years to ensure riggers maintain 
qualified status. At a minimum, this renewal must include a 
documented written exam. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-53400 General requirements. (1) All 
cranes and derricks covered under this part, except for those 
exempted in WAC 296-155-52900(3), must be certified 
annually by an accredited certifier recognized by the depart- 
ment, for detailed information about this certification see 
WAC 296-155-532. 

(2) All crane and derrick operators covered under this 
part, except for those exempted in WAC 296-155-52900(3), 
must be qualified as required by WAC 296-155-533. 

(3)(a) Cranes must meet the requirements for design, 
construction, installation and testing as prescribed in the 
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applicable ASME standard at the time the crane or derrick 
was manufactured. 

(b) Where manufacturer's specifications are not available 
the limitations assigned to the crane must be based on the 
determinations of a registered professional engineer (RPE), 
competent in this field and such determinations must be 
appropriately documented and recorded. 

(c) Attachments used with cranes must not exceed the 
capacity, rating, or scope recommended by the manufacturer 
or RPE. 

(4) Unavailable operation procedures. 

(a) Where the manufacturer procedures are unavailable, 
((the-empteyer)) you must develop and ensure compliance 
with all procedures necessary for the safe operation of the 
crane/derrick and attachments. 

(b) Procedures for the operational controls must be 
developed by a qualified person. 

(c) Procedures related to the capacity of the crane/derrick 
must be developed and signed by a registered professional 
engineer familiar with this equipment. 

(5) Warning decals and placards must be installed and 
legible as prescribed by this part and the crane manufacturer. 

(6) The procedures applicable to the operation of the 
crane/derrick including a legible and applicable operator's 
manual and load rating chart, written in the English language 
with customary grammar and punctuation, must be in the 
operator's cab or station when the crane is in operation. 
Where rated capacities are available in the cab only in elec- 
tronic form: In the event of a failure which makes the rated 
capacities inaccessible, the operator must immediately cease 
operations or follow safe shut-down procedures until the 
rated capacities (in electronic or other form) are available. 

(7) Rated capacity and related information. The informa- 
tion available in the operator's cab or station (see WAC 296- 
155-53400(6)) regarding "rated capacity" and related infor- 
mation must include, at a minimum, the following informa- 
tion: 

(a) A complete range of the manufacturer's rated capaci- 
ties, as follows: 

(i) At all manufacturer approved operating radii, boom 
angles, work areas, boom lengths and configurations, jib 
lengths and angles (or offset). 

(ii) Alternate ratings for use and nonuse of optional 
equipment which affects rated capacities, such as outriggers, 
stabilizers, and extra counterweights. 

(iii) When available from the manufacturer load ratings 
where structural competence governs lifting performance 
must be identified. 

(b) A work area chart for which capacities are listed in 
the load chart. 

Note: An example of this type of chart for mobile cranes is in WAC 
296-155-56435. 


(c) The work area figure and load chart must clearly indi- 
cate the areas where no load is to be handled. 

(d) Recommended reeving for the hoist lines must be 
shown. 

(e) Recommended parts of hoist reeving, size, and type 
of wire rope for various crane loads. 

(f) Recommended boom hoist reeving diagram, where 
applicable; size, type, and length of wire rope. 
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(g) Tire pressure (where applicable). 

(h) Caution or warnings relative to limitations on cranes 
and operating procedures, including an indication of the least 
stable direction. 

(1) Position of the gantry and requirements for intermedi- 
ate boom suspension (where applicable). 

(j) Instructions for boom erection and conditions under 
which the boom, or boom and jib combinations, may be 
raised or lowered. 

(k) Whether the hoist holding mechanism is automati- 
cally or manually controlled, whether free fall is available, or 
any combination of these. 

(1) The maximum telescopic travel length of each boom 
telescopic section. 

(m) Whether sections are telescoped manually or with 
power. 

(n) The sequence and procedure for extending and 
retracting the telescopic boom section. 

(o) Maximum loads permitted during the boom extend- 
ing operation, and any limiting conditions or cautions. 

(p) Hydraulic relief valve settings specified by the man- 
ufacturer. 

(8) All manufacturer procedures applicable to the opera- 
tional functions of cranes/derricks, including its use with 
attachments must be complied with. 

(9) The operator must not engage in any practice or 
activity that diverts his/her attention while actually engaged 
in operating the crane/derrick, such as the use of cellular 
phones (other than when used for signal communications). 

(10) A portable fire extinguisher, with a basic minimum 
extinguisher rating of 10 BC, must be installed in the cab or 
at the machinery housing. Additional requirements relating to 
portable fire extinguishers can be found in WAC 296-800- 
300. 

(11) Cabs. Cranes/derricks with cabs must meet the fol- 
lowing requirements: 

(a) Cabs must be designed with a form of adjustable ven- 
tilation and method for clearing the windshield for maintain- 
ing visibility and air circulation. Examples of means for 
adjustable ventilation include air conditioner or window that 
can be opened (for ventilation and air circulation); examples 
of means for maintaining visibility include heater (for pre- 
venting windshield icing), defroster, fan, windshield wiper. 

(b) Cab doors (swinging, sliding) must be designed to 
prevent inadvertent opening or closing while traveling or 
operating the machine. Swinging doors adjacent to the oper- 
ator must open outward. Sliding operator doors must open 
rearward. 

(c) Windows. 

(i) The cab must have windows in front and on both sides 
of the operator. Forward vertical visibility must be sufficient 
to give the operator a view of the boom point at all times. 

(11) Windows may have sections designed to be opened 
or readily removed. Windows with sections designed to be 
opened must be designed so that they can be secured to pre- 
vent inadvertent closure. 

(iii) Windows must be of safety glass or material with 
similar optical and safety properties that introduce no visible 
distortion or otherwise obscure visibility that interferes with 
the safe operation of the equipment. 
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(d) A clear passageway must be provided from the oper- 
ator's station to an exit door on the operator's side. 

(e) Areas of the cab roof that serve as a workstation for 
rigging, maintenance, or other equipment-related tasks must 
be capable of supporting ((#ve-hundredfifty)) 250 pounds 
without permanent distortion. 

(12) Personal belongings must be stored in such a man- 
ner as to not interfere with access or operation of the crane. 

(13) Rigging gear, tools, oil cans, waste, and other arti- 
cles must be stored in the toolbox or another appropriate loca- 
tion, and must not be permitted to lie loose in or about the cab 
or operator's work station. 

(14) Operating controls must be properly marked to indi- 
cate the function of the controls in each position. 

(15) ((Fhe-empleyer)) You must designate a competent 
person who must inspect the cranes and components daily 
when used, and periodically during use to make sure it is in 
safe operating condition. Any deficiencies that effect the safe 
operation of the crane must be repaired, or defective parts 
replaced, before continued use. 

Note: For additional requirements relating to inspections see WAC 
296-155-53405. 


(16) Before starting the engine, the operator must verify 
that all controls are in the proper starting position and that all 
personnel are in the clear. 

(17) While in operation, belts, gears, shafts, pulleys, 
sprockets, spindles, drums, fly wheels, chains, or other recip- 
rocating, rotating, or other moving parts or equipment must 
be guarded if such parts are exposed to contact by employees, 
or otherwise create a hazard. Guarding must meet the require- 
ments of chapter 296-806 WAC, Machine safety. 

(18) Neither the load nor the boom is allowed to be low- 
ered below the point where less than two full wraps of rope 
remain on their respective drums. 

(19) All exhaust pipes, turbochargers, and charge air 
coolers must be guarded or insulated in areas where contact 
by employees is possible in the performance of normal duties 
and are discharged in a direction away from the operator. 

(20) Hydraulic and pneumatic lines must be protected 
from damage to the extent feasible. 

(21) Friction mechanisms. Where friction mechanisms 
(such as brakes and clutches) are used to control the boom 
hoist or load line hoist, they must be: 

(a) Of a size and thermal capacity sufficient to control all 
rated loads with the minimum recommended reeving. 

(b) Adjustable to permit compensation for lining wear to 
maintain proper operation. 

(22) Hydraulic load hoists. Hydraulic drums must have 
an integrally mounted holding device or internal static brake 
to prevent load hoist movement in the event of hydraulic fail- 
ure. 

(23) Whenever internal combustion engine powered 
crane/derrick exhausts in enclosed spaces, tests must be made 
and recorded to see that employees are not exposed to unsafe 
concentrations of toxic gases or oxygen deficient atmo- 
spheres. (See chapter 296-62 WAC, General occupational 
health standards and chapter 296-841 WAC, Airborne con- 
taminants.) 

(24) If access to the cab roof is necessary, a ladder or 
steps must be provided to give access to a cab roof. 
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(25) All steps, running boards, and ladders must be of 
substantial construction and in good repair at all times. 

(26) Guardrails, handholds, and steps must be provided 
on cranes for easy access to the cab in accordance with Parts 
C-1 and J of this chapter. 

(27) Platforms and walkways must have antiskid sur- 
faces. 

(28) Cranes/derricks fuel tank filler pipe must be located 
in such a position, or protected in such a manner, as to not 
allow spill or overflow to run onto the engine, exhaust, or 
electrical equipment of any crane being fueled. In addition, 
cranes/derricks must be refueled as follows: 

(a) Make sure the engine is turned off before refueling. 

(b) When refueling with gasoline using portable contain- 
ers, make sure only an approved safety-type can with an auto- 
matic closing cap and flame arrester is used. 

(c) Smoking or open flames is prohibited in the refueling 
area. 

(29) Crane hook ball assemblies and load blocks. 

(a) Load hooks (including latched and unlatched types), 
ball assemblies, and load blocks must be of sufficient weight 
to overhaul the line from the highest hook position for boom 
or boom and jib lengths and the number of parts of the line in 
use. 

(b) Crane hooks must be equipped with latches or self- 
locking devices unless a qualified person determines that it is 
safer to hoist and place the load without latches (or with the 
latches removed/tied back or otherwise disabled) and routes 
for the loads are preplanned to ensure that no employee is 
required to work in the fall zone except for employees neces- 
sary for the hooking or unhooking of the load. 

(c) The latch or self-locking device (when used) must 
bridge the throat opening of the hook for the purpose of 
retaining slings or other lifting devices under slack condi- 
tions. 

(30) Repair or replace a hook when it shows: 

(a) Any cracks, nicks, or gouges. 

(b) Wear of more than ((ten-pereent)) 10% of the original 
sectional dimension, or as recommended by the manufac- 
turer. 

(c) Any visibly apparent bend or twist from the plane of 
the unbent hook. 

(d) Any distortion causing an increase in the throat open- 
ing of ((fve-pereent)) 5%, not to exceed ((ene-fourth)) 1/4 
inch or as recommended by the manufacturer. 

(e) Repair or replace hook latches or self-locking devices 
when they become inoperative. 

(31) A qualified person must determine if a damaged 
hook needs to be replaced or can be repaired. 

(32) When repairing a hook, the requirements below 
must be followed: 

(a) Unless otherwise recommended by the manufacturer, 
only a qualified person can repair cracks, nicks and gouges 
by grinding longitudinally, following the contour of the hook. 


Note: The dimension of the hook cannot be reduced more than ((tes- 
pereent)) 10% of its original value, unless otherwise recom- 


mended by the manufacturer. 


(b) All other repairs must be performed by the hook 
manufacturer or the qualified person. 
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(c) Weld repairs or reshaping must not be performed on 
hooks, unless approved by the manufacturer. 

(33) Replacement parts, such as load pins for clevis 
hooks must be at least equal to the original manufacturer's 
specifications. 

Note: For requirements relating to wedge sockets, see WAC 296-155- 
56115(2). 


(34) Before traveling a crane with a load, it must be 
determined that this practice is not prohibited by the manu- 
facturer. If not, a qualified person must be responsible for the 
operation. Decisions such as the necessity to reduce crane rat- 
ings, load position, boom location, ground support, travel 
route, and speed of movement must be in accordance with 
that person's determination. Specified tire pressure must be 
maintained. The boom should be carried in line with the 
direction of travel. Sudden starts and stops should be 
avoided. 

(35) The crane/derrick must not be assembled or used 
unless ground conditions are firm, drained, and graded to a 
sufficient extent as determined by a competent person, so 
that, in conjunction (if necessary) with the use of supporting 
materials, the crane/derrick manufacturer's specifications for 
adequate support and degree of level of the crane/derrick are 
met. The requirement for the ground to be drained does not 
apply to marshes/wetlands. For additional requirements for 
self-erecting tower cranes, see WAC 296-155-54100. 

(36) The controlling entity must: 

(a) Ensure that ground preparations necessary to meet 
the requirements in subsection (35) of this section are pro- 
vided. 

(b) Inform the user of the crane/derrick and the operator 
of the location of hazards beneath the crane/derrick set-up 
area (such as voids, tanks, utilities) if those hazards are iden- 
tified in documents (such as site drawings, as-built drawings, 
and soil analyses) if they are available to the controlling 
entity that are in the possession of the controlling entity 
(whether at the site or off-site) or the hazards are otherwise 
known to that controlling entity. 

(37) If there is no controlling entity for the project, the 
requirement in subsection (36)(a) of this section must be met 
by the employer that has authority at the site to make or 
arrange for ground preparations needed to meet subsection 
(35) of this section. 

(38) If the assembly/disassembly director or the operator 
determines that ground conditions do not meet the require- 
ments in subsection (35) of this section, that person's 
employer must have a discussion with the controlling entity 
regarding the ground preparations that are needed so that, 
with the use of suitable supporting materials/devices (if nec- 
essary), the requirements in subsection (35) of this section 
can be met. 

(39) This section does not apply to cranes designed for 
use on railroad tracks when used on railroad tracks that are 
part of the general railroad system of transportation that is 
regulated pursuant to the Federal Railroad Administration 
under 49 C.F.R. Part 213, and that comply with applicable 
Federal Railroad Administration requirements. 

(40) Multiple crane/derrick coordination. Where any 
part of a crane/derrick is within the working radius of another 
crane/derrick, the controlling entity must institute a system to 
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coordinate operations. If there is no controlling entity, the 
employer (if there is only one employer operating the multi- 
ple pieces of equipment), or employers, must institute such a 
system. 

(41) Multiple crane or multiple load line lifts. 

(a) Plan development. Before beginning a crane/derrick 
operation in which more than one crane/derrick will be sup- 
porting the load or multiple load lines on one crane will be 
supporting the load, the operation must be planned. The plan- 
ning must meet the following requirements: 

(i) The plan must be developed by a qualified person. 

(11) The plan must be designed to ensure that the require- 
ments of this part are met. 

(iii) Where the qualified person determines that engi- 
neering expertise is needed for the planning, ((the-empleyer)) 
you must ensure that it is provided. 

(b) Plan implementation. 

(i) The multiple-crane/derrick lift or multiple load line 
lifts must be directed by a person who meets the criteria for 
both a competent person and a qualified person, or by a com- 
petent person who is assisted by one or more qualified per- 
sons (lift director). 

(ii) The lift director must review the plan in a meeting 
with all workers who will be involved with the operation. 

(42) Work area control. Swing radius hazards. 

(a) The requirements in (b) of this subsection apply 
where there are accessible areas in which the crane's rotating 
superstructure (whether permanently or temporarily 
mounted) poses a reasonably foreseeable risk of: 

(i) Striking and injuring an employee; or 

(ii) Pinching/crushing an employee against another part 
of the crane or another object. 

(b) To prevent employees from entering these hazard 
areas, ((the-empleyer)) you must: 

(1) Train each employee assigned to work on or near the 
crane (authorized personnel) in how to recognize struck-by 
and pinch/crush hazard areas posed by the rotating super- 
structure. 

(11) Erect and maintain control lines, warning lines, rail- 
ings or similar barriers to mark the boundaries of the hazard 
areas. 


Exception: When ((the-emploeyer)) you can demonstrate that it is 


neither feasible to erect such barriers on the ground nor 
on the crane, the hazard areas must be clearly marked by 
a combination of warning signs (such as Danger- 
Swing/Crush Zone) and high visibility markings on the 
crane that identify the hazard areas. In addition, ((the- 
empleyer)) you must train each employee to understand 
what these markings signify. 


(c) Protecting employees in the hazard area. 

(1) Before an employee goes to a location in the hazard 
area that is out of view of the operator, the employee (or 
someone instructed by the employee) must ensure that the 
operator is informed that he/she is going to that location. 

(11) Where the operator knows that an employee went to 
a location covered by subsection (43)(c)(i) of this section, the 
operator must not rotate the superstructure until the operator 
is informed in accordance with a prearranged system of com- 
munication that the employee is in a safe position. 
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(d) Where any part of a crane/derrick is within the work- 
ing radius of another crane/derrick, the controlling entity 
must institute a system to coordinate operations. If there is no 
controlling entity, the employer (if there is only one employer 
operating the multiple pieces of equipment), or employers, 
must institute such a system. 

(43) Keeping clear of the load. 

(a) Where available, hoisting routes that minimize the 
exposure of employees to hoisted loads must be used to the 
extent consistent with public safety. 

(b) While the operator is not moving a suspended load, 
no employee is allowed to be within the fall zone, except for 
employees: 

(i) Engaged in hooking, unhooking or guiding a load; or 

(ii) Engaged in the initial attachment of the load to a 
component structure; or 

(iii) Operating a concrete hopper or concrete bucket. 

(c) When employees are engaged in hooking, unhook- 
ing, or guiding the load, or in the initial connection of a load 
to a component or structure, and are within the fall zone, all 
of the following criteria must be met: 

(i) The materials being hoisted must be rigged to prevent 
unintentional displacement. 

(ii) Hooks with self-closing latches or their equivalent 
must be used, see subsection (29)(b) of this section. "J" hooks 
are permitted to be used for setting wooden trusses. 

(iii) The materials must be rigged by a qualified rigger. 

(d) Receiving a load. Only employees needed to receive 
a load are permitted to be within the fall zone when a load is 
being landed. 

(e) During a tilt-up or tilt-down operation: 

(i) Employees are not allowed to be directly under the 
load. 

(ii) Only employees' essential to the operation are 
allowed to be in the fall zone (but not directly under the sus- 
pended load). 

Note: An employee is essential to the operation if the employee is 
conducting one of the following operations and ((the- 
empleyer)) you can demonstrate it is infeasible for the 
employee to perform that operation from outside the fall zone: 
* Physically guide the load; 

e Closely monitor and give instructions regarding the load's 
movement; or 

e Either detach it from or initially attach it to another compo- 
nent or structure (such as, but not limited to, making an initial 
connection or installing bracing). 


(f) Boom free fall is prohibited when an employee is in 
the fall zone of the boom or load, and load line free fall is pro- 
hibited when an employee is directly under the load. See sub- 
sections (44) through (47) of this section. 

(44) Boom free fall prohibitions. 

(a) The use of cranes in which the boom is designed to 
free fall (live boom) is prohibited in each of the following cir- 
cumstances: 

(i) An employee is in the fall zone of the boom or load. 

(ii) An employee is being hoisted. 

(iii) The load or boom is directly over a power line, or 
over any part of the area listed in Table 4 located in WAC 
296-155-53408, clearance distance to each side of the power 
line; or any part of the area extending the Table 4 clearance 
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distance to each side of the power line is within the radius of 
vertical travel of the boom or the load. 

(iv) The load is over a shaft, except where there are no 
employees in the shaft. 

(v) The load is over a cofferdam, except where there are 
no employees in the fall zone of the boom or the load. 

(vi) Lifting operations are taking place in a refinery or 
tank farm. 

(b) The use of cranes in which the boom is designed to 
free fall (live boom) is permitted only where none of the cir- 
cumstances listed in (a) of this subsection are present and: 

(i) The crane was manufactured prior to October 31, 
1984; or 

(ii) The crane is a floating crane or a land crane on a ves- 
sel/flotation device. 

(45) Preventing boom free fall. Where the use of a 
crane with a boom that is designed to free fall (live boom) is 
prohibited (see subsection (44)(a) of this section), the boom 
hoist must have a secondary mechanism or device designed 
to prevent the boom from falling in the event the primary sys- 
tem used to hold or regulate the boom hoist fails, as follows: 

(a) Friction drums must have: 

(i) A friction clutch and, in addition, a braking device, to 
allow for controlled boom lowering. 

(ii) A secondary braking or locking device, which is 
manually or automatically engaged, to back-up the primary 
brake while the boom is held (such as a secondary friction 
brake or a ratchet and pawl device). 

(b) Hydraulic drums must have an integrally mounted 
holding device or internal static brake to prevent boom hoist 
movement in the event of hydraulic failure. 

(c) Neither clutches nor hydraulic motors must be con- 
sidered brake or locking devices for purposes of this part. 

(d) Hydraulic boom cylinders must have an integrally 
mounted holding device. 

(46) Preventing uncontrolled retraction. Hydraulic 
telescoping booms must have an integrally mounted holding 
device to prevent the boom from retracting in the event of 
hydraulic failure. 

(47) Load line free fall. In each of the following circum- 
stances, controlled load lowering is required and free fall of 
the load line hoist is prohibited: 

(a) An employee is directly under the load. 

(b) An employee is being hoisted. 

(c) The load is directly over a power line, or over any 
part of the area listed in Table 4, located in WAC 296-155- 
53408, clearance distance to each side of the power line; or 
any part of the area extending the Table 4 of WAC 296-155- 
53408, clearance distance to each side of the power line is 
within the radius of vertical travel of the load. 

(d) The load is over a shaft. 

(e) The load is over a cofferdam, except where there are 
no employees in the fall zone of the load. 

(48) You must not allow employees must not be allowed 
to ride on the hook or load. 

(49) The hoist rope must not be wrapped around the load. 

(50) All loads must be attached to the hook by means of 
suitable slings or other devices of sufficient lifting capacity. 
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(51) When moving a load it must be well secured and 
balanced in the sling or lifting device before it is lifted more 
than a few inches. 

(52) Leaving the crane/derrick unattended. The oper- 
ator must not leave the controls while the load is suspended, 
except where all of the following are met: 

(a) The operator remains adjacent to the crane/derrick 
and is not engaged in any other duties. 

(b) The load is to be held suspended for a period of time 
exceeding normal lifting operations. 

(c) The competent person determines that it is safe to do 
so and implements measures necessary to restrain the boom 
hoist and telescoping, load, swing, and outrigger or stabilizer 
functions. 

(d) Barricades or caution lines, and notices, are erected 
to prevent all employees from entering the fall zone. No 
employees, including those listed in subsection (43)(b), (d), 
and (e) of this section, are permitted in the fall zone. 


Exemption: The provisions in this section do not apply to working 


gear (such as slings, spreader bars, ladders, and welding 
machines) where the weight of the working gear is neg- 
ligible relative to the lifting capacity of the equipment as 
positioned, and the working gear is suspended over an 
area other than an entrance or exit. 


Note: For additional requirements relating to leaving the crane unat- 
tended for tower, self-erecting, overhead/bridge and derricks 
see: 

e WAC 296-155-53915, Tower cranes—Operations; 

e WAC 296-155-54115, Self-erecting tower cranes—Opera- 
tions; 

e WAC 296-155-54215, Overhead/bridge cranes and gantry 
cranes—Operations; 

e WAC 296-155-54320, Derricks—Operations. 


(53) While moving the load the lift and swing path must 
be clear of obstructions. 

(54) Before starting to lift the following conditions must 
be met: 

(a) The hoist rope must not be kinked. 

(b) Multiple-part lines must not be twisted around each 
other. 

(c) The hook must be brought over the load in such a 
manner as to minimize swinging. 

(d) If the competent person determines that there is slack 
rope condition requiring respooling of the rope, it must be 
verified (before starting the lift) that the rope is seated on the 
drum and in the sheaves as the slack is removed. 

(e) The competent person must adjust the crane/derrick 
and/or operations to address the effect of wind, ice, and snow 
on equipment stability and rated capacity. 

(£) If possible, the load must be free to be lifted; it is nei- 
ther caught nor attached to other objects. 

(55) During lifting operations, care must be taken that 
there is no sudden acceleration or deceleration of the moving 
load and that the load boom or other parts of the crane do not 
contact any obstruction. Rotational speed of the crane/derrick 
must be such that the load does not swing out beyond the 
radius at which it can be controlled. 

(56) Side loading of booms (jibs) must be limited to 
freely suspended loads. Cranes must not be used for dragging 
loads sideways. 
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(57) The operator must test the brakes each time a load 
that is ((nimety-pereent)) 90% or more of the maximum line 
pull is handled by lifting the load a few inches and applying 
the brakes. In duty cycle and repetitive lifts where each lift is 
((ninety—pereent)) 90% or more of the maximum line pull, 
this requirement applies to the first lift but not to successive 
lifts. 

(58) Modifications or additions which affect the capacity 
or safe operation of the crane/derrick are prohibited except 
where the requirements of (a) or (b) of this subsection are 
met. For recertification requirements see WAC 296-155- 
53214 (1)(c). 

(a) Manufacturer review and approval. 

(i) The manufacturer approves the modifications/addi- 
tions in writing. 

(11) The load charts, procedures, instruction manuals and 
instruction plates/tags/decals are modified as necessary to 
accord with the modification/addition. 

(iii) The original safety factor of the crane/derrick is not 
reduced. 

(b) Where manufacturer is unavailable or has refused to 
review a request. The manufacturer is provided a detailed 
description of the proposed modification/addition, is asked to 
approve the modification/addition, but it declines to review 
the technical merits of the proposal or fails, within ((thirty)) 
30 days, to acknowledge the request or initiate the review, 
and all of the following are met: 

(1) A registered professional engineer who is a qualified 
person with respect to the crane/derrick involved: 

(A) Approves the modification/addition and specifies the 
crane/derrick configurations to which that approval applies; 
and 

(B) Modifies load charts, procedures, instruction manu- 
als and instruction plates/tags/decals as necessary to accord 
with the modification/addition. 

(ii) The original safety factor of the crane/derrick is not 
reduced. 

(c) Manufacturer does not complete the review within 
((enehundred+wenty)) 120 days of the request. The manu- 
facturer is provided a detailed description of the proposed 
modification/addition, is asked to approve the modifica- 
tion/addition, agrees to review the technical merits of the pro- 
posal, but fails to complete the review of the proposal within 
((ene-hundred+wenty)) 120 days of the date it was provided 
the detailed description of the proposed modification/addi- 
tion, and the requirements of subsection (58)(b)(i) and (ii) of 
this section are met. 

(d) Multiple manufacturers of equipment designed for 
use on marine worksites. The equipment is designed for 
marine worksites, contains major structural components from 
more than one manufacturer, and the requirements of subsec- 
tion (58)(b)(i) and (ii) of this section are met. 

(59) ((Ne)) You must not make any modifications or 
additions which affect the capacity or safe operation of the 
crane ((can-be-madebythe-empleyer)) without the manufac- 
turers' written approval. If components of more than one 
crane manufacturer are being combined, ((the-empleyer)) 
you must obtain written approval from all manufacturers 
prior to use. If the manufacturer(s) is/are not available a reg- 
istered professional structural engineer's (RPSE) written 
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approval must be obtained. If such modifications or changes 
are made, the capacity, operation, and maintenance instruc- 
tion plates, tags, or decals, must be changed accordingly. In 
no case must the original safety factor of the crane be 
reduced. 


Note: The provisions in subsections (58) and (59) of this section do 
not apply to modifications made or approved by the U.S. mili- 


tary. 


(60) All applicable controls must be tested by the opera- 
tor at the start of a new shift, if possible. If any controls fail to 
operate properly, they must be adjusted or repaired before 
operations are initiated. 

(61) Except for proof load testing required under WAC 
296-155-53202 through 296-155-53212, no crane/derrick is 
permitted to be loaded beyond the specifications of the load 
rating chart, unless authorized by the crane manufacturer. 
The operator must not be required to operate the crane/der- 
rick in a manner that would violate this requirement. 


(62) Load weight. The operator must verify that the load 
is within the rated capacity of the crane/derrick by at least one 
of the following methods: 


(a) The weight of the load must be determined from a 
reliable source recognized by the industry (such as the load's 
manufacturer), or by a reliable calculation method recog- 
nized by the industry (such as calculating a steel beam from 
measured dimensions and a known per foot weight), or by 
other equally reliable means. In addition, when requested by 
the operator, this information must be provided to the opera- 
tor prior to the lift; or 


(b) The operator must begin hoisting the load to deter- 
mine, using a load weighing device, load moment indicator, 
rated capacity indicator, or rated capacity limiter. If the load 
exceeds ((seventy-frve-pereent)) 75% of the maximum rated 
capacity at the longest radius that will be used during the lift 
operation, the operator must not proceed with the lift until it 
is verified that the weight of the load is in accordance with (a) 
of this subsection. 


(63) Tag lines or restraint lines must be used when rota- 
tion or swinging of the load is hazardous or if the load needs 
guidance. Tag lines are not required when all of the following 
criteria are met: 


e The suspended load can be expected to remain still 
when in a static (nonmoving) condition or does not swing or 
rotate in a hazardous manner; 

e The movement of the crane or boom cannot be 
expected to cause the load to swing or rotate in an uncon- 
trolled manner that may create a hazard; 

¢ The operator is in control of the movement of the load 
and a hazardous condition is not created. 

(64) All brakes must be adjusted in accordance with 
manufacturer procedures to prevent unintended movement. 

(65) Safety devices and/or operational aids must not be 
used as a substitute for the exercise of professional judgment 
by the operator. 

(66) Storm warning. When a local storm warning has 
been issued, the competent person must determine whether it 
is necessary to implement manufacturer recommendations 
for securing the crane/derrick. 
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(67) Whenever there is a concern as to safety, the opera- 
tor has the authority to stop and refuse to handle loads until a 
qualified person has determined that safety has been assured. 

(68) Tag-out. 

(a) Tagging out of service. Where ((the-empleyerhas)) 
you have taken the crane/derrick out of service, a tag must be 
placed in the cab or at the operator station stating that the 
equipment is out of service and is not to be used. Where ((the 
empleyerhas)) you have taken a function(s) out of service, a 
tag must be placed in a conspicuous position stating that the 
function is out of service and is not to be used. 

(b) Response to do not operate/tag-out signs. 

(i) If there is a warning (tag-out or maintenance/do not 
operate) sign on the crane/derrick or starting control, the 
operator must not activate the switch or start the crane/der- 
rick until the sign has been removed by a person authorized to 
remove it, or until the operator has verified that: 

(A) No one is servicing, working on or otherwise in a 
dangerous position around the machine. 

(B) The crane/derrick has been repaired and is working 
properly. 

(11) If there is a warning (tag-out or maintenance/do not 
operate) sign on any other switch or control, the operator 
must not activate that switch or control until the sign has been 
removed by a person authorized to remove it, or until the 
operator has verified that the requirements in (b)(i)(A) and 
(B) of this subsection have been met. 


Note: For additional lockout/tagout procedures for electrical circuits, 
see WAC 296-155-429. 


(69) If crane/derrick adjustments or repairs are neces- 
sary: 

(a) The operator must, in writing, promptly inform the 
person designated by ((the-empleyer)) you to receive such 
information and, where there are successive shifts, to the next 
operator; and 

(b) ((Fhe—empleyer)) You must notify all affected 
employees, at the beginning of each shift, of the necessary 
adjustments or repairs and all alternative measures. 

(70) All cranes and derricks mounted on barges or other 
floating structures must meet the requirements as outlined in 
ASME B30.8-2004 for construction, installation, inspection, 
maintenance and operation. 

(71) Swinging locomotive cranes. A locomotive crane 
must not be swung into a position where railway cars on an 
adjacent track could strike it, until it is determined that cars 
are not being moved on the adjacent track and that proper flag 
protection has been established. 

(72) Remote control cranes/derricks. Before an opera- 
tor leaves the crane/derrick to operate remotely, the operator 
must ensure that the crane/derrick will be used in accordance 
with the manufacturer's recommendations. Provisions must 
be made to prevent simultaneous activation of controls when 
more than one control station (remote control) is provided. 

(73) Remote-operated cranes/derricks must function so 
that if the control signal for any crane/derrick motion 
becomes ineffective, the crane/derrick motion must stop. 

(74) Remote-operated cranes/derricks must be equipped 
with an "emergency stop" system, located at the operator's 
remote station to provide the means to remove power from 
the crane in the event of a malfunction. 
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(75) A preventative maintenance program must be estab- 
lished based on the recommendation of the crane/derrick 
manufacturer. If manufacturer's recommendations are not 
available, then those of a qualified person must be followed. 
Dated records must be kept available. 

(76) Working with a diver. ((Fhe-empleyer)) You must 
meet the following additional requirements when working 
with a diver in the water: 

(a) If a crane/derrick is used to get a diver into and out of 
the water, it must not be used for any other purpose until the 
diver is removed from the water. When used for more than 
one diver, it must not be used for any other purpose until all 
divers are all out of the water. 

(b) The operator must remain at the controls of the 
crane/derrick at all times. 

(c) In addition to the requirements in WAC 296-155- 
53406, Signals, either: 

(1) A clear line of sight must be maintained between the 
operator and dive tender; or 

(ii) The signals between the operator and dive tender 
must be transmitted electronically. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-53401 Duties of assigned personnel. 
(1) While the organizational structure of various construction 
activities may differ, the following duties are described here 
for purposes of assignment. All assignments listed below 
must be assigned in the worksite organization. (A single indi- 
vidual may perform one or more of these assignments con- 
currently.) 

e Crane owner: Has custodial control of a crane by vir- 
tue of lease or ownership. 

e Crane user: Arranges the crane's presence on a 
worksite and controls its use there. 

e Site supervisor: Exercises supervisory control over the 
worksite on which a crane is being used and over the work 
that is being performed on that site. 

¢ Lift director: Directly oversees the work being per- 
formed by a crane and the associated rigging crew. 

e Crane operator: Directly controls the crane's func- 
tions. 

(2) Duties of the crane owner and crane user. In some 
situations the owner and the user may be the same entity and 
therefore would have the same duties assigned. In other 
cases, the user may lease or rent a crane from the owner with- 
out supervisory, operational, maintenance, support person- 
nel, or services from the owner. In these situations, subsec- 
tion (3)(c) and (d) of this section apply. 

(3) The crane owner's duties would include the follow- 
ing: 

(a) Providing a crane that meets the requirements of Part 
L of this chapter as well as specific job requirements defined 
by the user. 

(b) Providing a crane and all necessary components, 
specified by the manufacturer, that meets the user's requested 
configuration and capacity. 

(c) Providing all applicable load/capacity chart(s) and 
diagrams. 
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(d) Providing additional technical information pertaining 
to the crane, necessary for crane operation, when requested 
by the crane user. 

(e) Providing field assembly, disassembly, operation, 
maintenance information, and warning decals and placards 
installed as prescribed by the crane manufacturer. 

(f) Ensuring that inspection, testing, and maintenance is 
performed in accordance with Part L of this chapter and 
informing the crane user of these requirements. 

(g) Using personnel that meet the requirements for a 
competent and/or qualified person as defined in WAC 296- 
155-52902 for the purposes of inspections, maintenance, 
repair, transport, assembly, and disassembly. 

(4) The crane user's duties would include the follow- 
ing: 

(a) Complying with the requirements of Part L of this 
chapter, manufacturer's requirements, and those regulations 
applicable at the worksite. 

(b) Using supervisors for crane activities that meet the 
requirements for a qualified person as defined in WAC 296- 
155-52902. 

(c) Ensuring that the crane is in proper operating condi- 
tion prior to initial use at the worksite by: 

(i) Verifying that the crane owner has provided docu- 
mentation that the crane meets the requirements of Part L of 
this chapter. 

(ii) Verifying that inspections have been performed as 
prescribed in WAC 296-155-53405. 

(d) Verifying that the crane has the necessary lifting 
capacity to perform the proposed lifting operations in the 
planned configuration. 

(e) Using crane operators that meet the requirements of 
WAC 296-155-53300 and are qualified to perform the tasks 
that will be required with the crane to which they are assigned 
to operate. 

(f) Ensuring the assigned operator(s) has been notified of 
adjustments or repairs that have not been completed, prior to 
commencing crane operations. 

(g) Using personnel that meet the requirements for a 
competent and/or qualified person as defined in WAC 296- 
155-52902 for the purposes of inspections, maintenance, 
repair, transport, assembly, and disassembly. 

(h) Ensuring that all personnel involved in maintenance, 
repair, transport, assembly, disassembly, and inspection are 
aware of their assigned duties, and the associated hazards. 

(1) Ensuring that the inspection, testing, and maintenance 
as required by this part are followed and any other related 
requirements specified by the crane owner. 

(5) The site supervisor's duties would include the fol- 
lowing: 

(a) Ensuring that the crane meets the requirements of 
Part L of this chapter prior to initial site usage. 

(b) Determining if additional regulations are applicable 
to crane operations. 

(c) Ensuring that a qualified person is designated as the 
lift director. 

(d) Ensuring that crane operations are coordinated with 
other job site activities that will be affected by or will affect 
lift operations. 
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(e) Ensuring that the area for the crane is adequately pre- 
pared. The preparation includes, but is not limited to, the fol- 
lowing: 

(1) Access roads for the crane and associated equipment; 

(ii) Sufficient room to assemble and disassemble the 
crane; 

(iii) An operating area that is suitable for the crane with 
respect to levelness, surface conditions, support capability, 
proximity to power lines, excavations, slopes, underground 
utilities, subsurface construction, and obstructions to crane 
operation; 

(iv) Traffic control as necessary to restrict unauthorized 
access to the crane's working area. 

(f) Ensuring that work involving the assembly and disas- 
sembly of a crane is supervised by an assembly/disassembly 
director. See WAC 296-155-53402. 

(g) Ensuring that crane operators meet the requirements 
of WAC 296-155-53300. 

(h) Ensuring that conditions which may adversely affect 
crane operations are addressed. Such conditions include, but 
are not limited to, the following: 

(i) Poor soil conditions; 

(11) Wind velocity or gusting winds; 

(iii) Heavy rain; 

(iv) Fog; 

(v) Extreme cold; 

(vi) Artificial lighting. 

(i) Allowing crane operation near electric power lines 
only when the requirements of WAC 296-155-53408 have 
been met. 

(j) Permitting special lifting operations only when equip- 
ment and procedures required by this part, the crane manu- 
facturer, or a qualified person, are employed. Such operations 
include, but are not limited to, the following: 

(1) Multiple crane lifts; 

(11) Multiple load line lifts; 

(iii) Lifting personnel; 

(iv) Pick and carry operations; 

(v) Mobile/articulating cranes operating on barges. 

(k) Ensuring that work performed by the rigging crew is 
supervised by a qualified rigger. See WAC 296-155-53406. 

(1) Ensuring that crane maintenance is performed by a 
qualified person. See WAC 296-155-53404. 

(6) The lift director's duties would include the following: 

(a) Being present at the job site and overseeing the lifting 
operations; 

(b) Stopping crane operations if alerted to an unsafe con- 
dition affecting those operations; 

(c) Ensuring that the preparation of the area needed to 
support crane operations has been completed before crane 
operations commence; 

(d) Ensuring necessary traffic controls are in place to 
restrict unauthorized access to the crane's work area; 

(e) Ensuring that personnel involved in crane operations 
understand their assigned duties, and the associated hazards; 

(f) Addressing safety concerns raised by the operator or 
other personnel and deciding if it is necessary to overrule 
those concerns and directs crane operations to continue. In all 
cases, the manufacturer's criteria for safe operation and the 
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requirements of this chapter and any other applicable safety 
and health standards must be adhered to; 

(g) Assigning qualified signal person(s) and conveying 
that information to the crane operator; 

(h) Ensuring that signal persons assigned meet the quali- 
fication requirements located in WAC 296-155-53302; 

(i) Allowing crane operation near electric power lines 
only when the requirements of WAC 296-155-53408 and any 
additional requirements determined by the site supervisor 
have been met; 

(j) Ensuring precautions are implemented when hazards 
associated with special lifting operations are present. Such 
operations include, but are not limited to, the following: 

(1) Multiple crane lifts; 

(11) Multiple load line lifts; 

(iii) Lifting personnel; 

(iv) Pick and carry operations; 

(v) Mobile/articulating cranes operating on barges. 

(k) Ensuring that the applicable requirements of WAC 
296-155-547 through 296-155-55405 are met when lifting 
personnel; 

(1) Informing the crane operator of the weight of loads to 
be lifted, as well as the lifting, moving, and placing locations 
for these loads; 

(m) Obtaining the crane operator's verification that this 
weight does not exceed the crane's rated capacity; 

(n) Ensuring that a crane's load rigging is performed by a 
qualified rigger as defined in WAC 296-155-53306; 

(o) Ensuring that the load is properly rigged and bal- 
anced before it is lifted more than a few inches. 

(7) Whenever the crane operator has doubt or concerns 
as to the safety of crane operations, the operator must stop the 
crane's functions in a controlled manner. Lift operations can 
only resume after safety concerns have been resolved or the 
continuation of crane operations is directed by the lift direc- 
tor as outlined in subsection (6) of this section. The crane 
operator's duties would include the following: 

(a) Reviewing the requirements for the crane with the lift 
director before operations; 

(b) Knowing what types of site conditions could 
adversely affect the operation of the crane and consulting 
with the lift director concerning the possible presence of 
those conditions; 

(c) Understanding and applying the information con- 
tained in the crane manufacturer's operating manual; 

(d) Understanding the crane functions and limitations as 
well as its particular operating characteristics; 

(e) Using the crane's load/capacity chart(s) and diagrams 
and applying all notes and warnings related to the charts to 
confirm the correct crane configuration to suit the load, site, 
and lift conditions; 

(f) Refusing to operate the crane when any portion of the 
load or crane would enter the prohibited zone of energized 
power lines except as defined in WAC 296-155-53408; 

(g) Performing a daily inspection as specified in WAC 
296-155-53405; 

(h) Promptly reporting the need for any adjustments or 
repairs to the appropriate person; 

(i) Following applicable lockout/tagout procedures. See 
WAC 296-155-53400(67); 
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(j) Not operating the crane when physically or mentally 
unfit; 

(k) Ensuring that all controls are in the off or neutral 
position and that all personnel are in the clear before energiz- 
ing the crane or starting the engine; 

(1) Not engaging in any practice that will divert their 
attention while actually operating the crane controls; 

(m) Testing the crane function controls that will be used 
and operating the crane only if those function controls 
respond properly; 

(n) Operating the crane's functions, under normal operat- 
ing conditions, in a smooth and controlled manner; 

(0) Knowing and following the procedures specified by 
the manufacturer or approved by a qualified person, for 
assembly, disassembly, setting up, and reeving the crane; 

(p) Knowing how to travel the crane; 

(q) Observing each outrigger during extension, setting, 
and retraction or using another worker to observe each outrig- 
ger during extension, setting, or retraction; 

(r) Ensuring that the load and rigging weight(s) have 
been provided; 

(s) Calculating or determining the net capacity for all 
configurations that will be used and verifying, using the 
load/capacity chart(s), that the crane has sufficient net capac- 
ity for the proposed lift; 

(t) Considering all factors known that might affect the 
crane capacity and informing the lift director of the need to 
make appropriate adjustments; 

(u) Knowing the standard and special signals as specified 
in WAC 296-155-53406 and responding to such signals from 
the person who is directing the lift or a qualified signal per- 
son; 

(v) If power fails during operations: 

(1) Setting all brakes and locking devices. 

(11) Moving all clutches or other power controls to the off 
or neutral position. 

(iii) Landing any load suspended below the hook under 
brake control if practical. 

(w) Before leaving the crane unattended: 

(i) Landing any load suspended below the hook, unless 
the requirements of WAC 296-155-53400(52) are met. 

(11) Disengaging the master clutch. 

(iii) Setting travel, swing, boom brakes, and other lock- 
ing devices. 

(iv) Putting controls in the off or neutral position. 

(v) Stopping the engine. An exception to this may exist 
when crane operation is frequently interrupted during a shift 
and the operator must leave the crane. Under these circum- 
stances, the engine may remain running and (w)(1) and (iv) of 
this subsection must apply. The operator must be situated 
where any entry to the crane can be observed. 

(vi) Considering the recommendations of the manufac- 
turer for securing the crane, when a local weather storm 
warning exists. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-53402 Assembly/disassembly. (1) 
When assembling and disassembling crane/derrick (or 
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attachments), ((the-empleyer)) you must comply with all 
applicable manufacturer prohibitions and must comply with 


either: 

(a) Manufacturer procedures applicable to assembly and 
disassembly; or 

(b) Employer procedures for assembly and disassembly. 
Employer procedures may be used only where ((the 
ermpleyer)) you can demonstrate that the procedures used 
meet the requirements in subsection (17) of this section. 
Note: ((Fhe-empleyer)) You must follow manufacturer procedures 


when ((an-employer)) you use((s)) synthetic slings during 
assembly or disassembly of cranes/derricks, see subsection 
(19) of this section. 


(2) Supervision - Competent/qualified person. 

(a) Assembly/disassembly must be directed by a person 
who meets the criteria for both a competent person and a 
qualified person, or by a competent person who is assisted by 
one or more qualified persons (assembly/disassembly direc- 
tor). 

(b) Where the assembly/disassembly is being performed 
by only one person, that person must meet the criteria for 
both a competent person and a qualified person. For purposes 
of this part, that person is considered the assembly/disassem- 
bly director. 

(3) Knowledge of procedures. The assembly/disassem- 
bly director must understand the applicable assembly/disas- 
sembly procedures. 

(4) Review of procedures. The assembly/disassembly 
director must review the applicable assembly/disassembly 
procedures immediately prior to the commencement of 
assembly/disassembly unless the assembly/disassembly 
director has applied them to the same type and configuration 
of crane/derrick (including accessories, if any). 

(5) Preassembly inspection. 

(a) Prior to assembling crane/derrick components or 
attachments the assembly/disassembly director must inspect 
these components and attachments to ensure that they meet 
the manufacturer's recommendations. This inspection must 
include a visual inspection to ensure that the components and 
attachments are of sound physical condition and functional 
within the manufacturer's recommendations. 

(b) Documentation of this inspection must remain at the 
job site while the crane/derrick is in use. 

(6) Crew instructions. 

(a) Before commencing assembly/disassembly opera- 
tions, the assembly/disassembly director must ensure that the 
crew members understand the following: 

(i) Their tasks; 

(11) The hazards associated with their tasks; 

(iii) The hazardous positions/locations that they need to 
avoid. 

(b) During assembly/disassembly operations, before a 
crew member takes on a different task, or when adding new 
personnel during the operations, the requirements in (a)(i) 
through (iii) of this subsection must be met. 

(7) Protecting assembly/disassembly crew members 
out of operator view. 

(a) Before a crew member goes to a location that is out of 
view of the operator and is either: In, on, under, or near the 
crane/derrick (or load) where the crew member could be 
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injured by movement of the crane/derrick (or load), the crew 
member must inform the operator that they are going to that 
location. 

(b) Where the operator knows that a crew member went 
to a location covered by (a) of this subsection, the operator 
must not move any part of the crane/derrick (or load) until the 
operator is informed in accordance with a prearranged system 
of communication that the crew member is in a safe position. 

(8) Working under the boom, jib or other compo- 
nents. 

(a) When pins (or similar devices) are being removed, 
employees must not be under the boom, jib, or other compo- 
nents, except where the requirements in (b) of this subsection 
are met. 

(b) Exception. Where ((the-empleyer)) you demon- 
strate((s)) that site constraints require one or more employees 
to be under the boom, jib, or other components when pins (or 
similar devices) are being removed, the assembly/disassem- 
bly director must implement procedures that minimize the 
risk of unintended dangerous movement and minimize the 
duration and extent of exposure under the boom. (See WAC 
296-155-56430, Assembly/disassembly—Working under the 
boom, jib or other components—Sample procedures for min- 
imizing the risk of unintended dangerous boom movement.) 

(9) Capacity limits. During all phases of assembly/dis- 
assembly, rated capacity limits for loads imposed on the 
crane/derrick, components (including rigging), lifting lugs 
and crane/derrick accessories must not be exceeded. 

(10) Addressing specific hazards. The assembly/disas- 
sembly director supervising the assembly/disassembly opera- 
tion must address the hazards associated with the operation, 
which include: 

(a) Site and ground bearing conditions. Site and 
ground conditions must be adequate for safe assembly/disas- 
sembly operations and to support the crane/derrick during 
assembly/disassembly (see WAC 296-155-53400 (34) 
through (38) for ground condition requirements). 

(b) Blocking material. The size, amount, condition and 
method of stacking blocking must be sufficient to sustain the 
loads and maintain stability. 

(c) Proper location of blocking. When used to support 
lattice booms or components, blocking must be appropriately 
placed to: 

(1) Protect the structural integrity of the crane/derrick; 
and 

(ii) Prevent dangerous movement and collapse. 

(d) Verifying assist crane loads. When using an assist 
crane, the loads that will be imposed on the assist crane at 
each phase of assembly/disassembly must be verified in 
accordance with WAC 296-155-53400(61) before assem- 
bly/disassembly begins. 

(e) Boom and jib pick points. The point(s) of attach- 
ment of rigging to a boom (or boom sections or jib or jib sec- 
tions) must be suitable for preventing structural damage and 
facilitating safe handling of these components. 

(f) Center of gravity. 

(1) The center of gravity of the load must be identified if 
it is necessary for the method used for maintaining stability. 

(ii) Where there is insufficient information to accurately 
identify the center of gravity, measures designed to prevent 
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unintended dangerous movement resulting from an inaccu- 
rate identification of the center of gravity must be used. (See 
WAC 296-155-56430, Assembly/disassembly— Working 
under the boom, jib or other components—Sample proce- 
dures for minimizing the risk of unintended dangerous boom 
movement.) 

(g) Stability upon pin removal. The boom sections, 
boom suspension systems (such as gantry A-frames and jib 
struts), and components must be rigged or supported to main- 
tain stability upon the removal of the pins. 

(h) Snagging. Suspension ropes and pendants must not 
be allowed to catch on the boom or jib connection pins or cot- 
ter pins (including keepers and locking pins). 

(i) Struck by counterweights. The potential for unex- 
pected movement from inadequately supported counter- 
weights and from hoisting counterweights. 

(j) Boom hoist brake failure. Each time reliance is to be 
placed on the boom hoist brake to prevent boom movement 
during assembly/disassembly, the brake must be tested prior 
to such reliance to determine if it is sufficient to prevent 
boom movement. If it is not sufficient, a boom hoist pawl, 
other locking device/back-up braking device, or another 
method of preventing dangerous movement of the boom 
(such as blocking or using an assist crane) from a boom hoist 
brake failure must be used. 

(k) Loss of backward stability. Backward stability 
before swinging the upperworks, travel, and when attaching 
or removing crane/derrick components. 
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Figure 2. Lack of backward stability results in superstructure toppling. 


(1) Wind speed and weather. The effect of wind speed 
and weather on the crane/derrick. 

(11) Cantilevered boom sections. Manufacturer limita- 
tions on the maximum amount of boom supported only by 
cantilevering must not be exceeded. Where these are unavail- 
able, a registered professional engineer familiar with the type 
of crane/derrick involved must determine this limitation in 
writing, which must not be exceeded. 

(12) Weight of components. The weight of each of the 
components must be readily available. 

(13) Components and configuration. 

(a) The selection of components and configuration of the 
crane/derrick that affect the capacity or safe operation of this 
equipment must be in accordance with: 

(i) Manufacturer's instructions, prohibitions, limitations, 
and specifications. Where these are unavailable, a registered 
professional engineer familiar with the type of crane/derrick 
involved must approve, in writing, the selection and configu- 
ration of components; or 

(11) Approved modifications that meet the requirements 
of WAC 296-155-53400 (58) and (59) (crane/derrick modifi- 
cations). 

(b) Post-assembly inspection. Upon completion of 
assembly, the crane/derrick must be inspected by the assem- 
bly/disassembly director to ensure compliance with (a) of this 
subsection and as follows: 

(1) Upon completion of assembly, the crane/derrick must 
be inspected by a qualified person to assure that it is config- 
ured in accordance with manufacturer's criteria. For tower 
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cranes, this inspection must be done by an accredited crane 
certifier. 


(ii) Where manufacturer's criteria is unavailable, a quali- 
fied person must determine if a registered professional engi- 
neer (RPE) familiar with the type of crane/derrick involved is 
needed to develop criteria for the configuration. If an RPE is 
not needed, ((the-emptoeyer)) you must ensure that the criteria 
are developed by the qualified person. If an RPE is needed, 


((the-empleyer)) you must ensure that they are developed by 
an RPE. 


(c) Crane/derrick must not be used until an inspection 
demonstrates that it is configured in accordance with the 
applicable criteria. 


(d) Documentation of this inspection must remain at the 
job site while the crane/derrick is in use. 

(14) Shipping pins. Reusable shipping pins, straps, 
links, and similar equipment must be removed. Once they are 
removed they must either be stowed or otherwise stored so 
that they do not present a falling object hazard. 


(15) Pile driving. Cranes used for pile driving must not 
have a jib attached during pile driving operations. 


(16) The following are additional requirements for dis- 
mantling of booms and jibs, including dismantling for chang- 
ing the length of booms and jibs (applies to both the use of 
manufacturer procedures and employer procedures): 


(a) None of the pins in the pendants are to be removed 
(partly or completely) when the pendants are in tension. See, 
for example, Figure 3. 
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Figure 3. Pins (indicated by arrows) are not to be removed while pendants remain in tension. 


(b) None of the pins (top and bottom) on boom sections located between the pendant attachment points and the crane/derrick 
body are to be removed (partly or completely) when the pendants are in tension. See, for example, Figures 4 and 5. 
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Figure 4. Pendant is in tension while connected to uppermost boom section, and no pins are to be removed. 


Figure 5. Pendant is in tension, and pins between pendant attachment point and crane body (indicated by arrows) are not 
to be removed. Note that, because the cantilevered portion of the boom is not supported, only the bottom pins ahead of 
the pendant may be removed. See Figure 8. 


(c) None of the pins (top and bottom) on boom sections located between the uppermost boom section and the crane/derrick 
body are to be removed (partly or completely) when the boom is being supported by the uppermost boom section resting on the 
ground (or other support). See, for example, Figure 6. 
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Figure 6. Uppermost boom section is resting on ground, and no pins between uppermost boom section and crane body 
are to be removed. 


(d) None of the top pins on boom sections located on the cantilevered portion of the boom being removed (the portion being 
removed ahead of the pendant attachment points) are to be removed (partly or completely) until the cantilevered section to be 
removed is fully supported. See, for example, Figures 7 and 8. 


Figure 7. Cantilevered portion of boom is not supported, and top pins therefore are not to be removed. Bottom pins (cir- 
cled) may be removed. 
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Figure 8. Cantilevered portion of boom is supported, and top pins (circled) may therefore be removed. 
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(17) When using employer procedures instead of manu- 
facturer procedures for assembling or disassembling, ((#he 
empteyer)) you must ensure that the procedures are designed 
to: 

(a) Prevent unintended dangerous movement, and to pre- 
vent collapse, of any parts of the crane/derrick. 

(b) Provide adequate support and stability of all parts of 
the crane/derrick during the assembly/disassembly process. 

(c) Position employees involved in the assembly/disas- 
sembly operation so that their exposure to movement or col- 
lapse is minimized. 

(d) Qualified person. Employer procedures must be 
developed by a qualified person. 

(18) Outriggers and stabilizers. When the load to be 
handled and the operating radius require the use of outriggers 
or stabilizers, or at any time when outriggers or stabilizers are 
used, the following requirements must be met: 

(a) The outriggers or stabilizers must be either fully 
extended or, if manufacturer procedures permit, deployed as 
specified in the load chart. 

(b) The outriggers must be set to remove the crane 
weight from the wheels, except for locomotive cranes (see (f) 
of this subsection for use of outriggers on locomotive cranes). 
This provision does not apply to stabilizers. 

(c) When outrigger floats are used, they must be attached 
to the outriggers. When stabilizer floats are used they must be 
attached to the stabilizers. 

(d) Each outrigger or stabilizer must be visible to the 
operator or to a signal person during extension and setting. 

(e) Outrigger and stabilizer blocking must: 

(i) Meet the requirements in subsection (10)(b) and (c) of 
this section. 

(ii) Be placed only under the outrigger or stabilizer 
float/pad of the jack or, where the outrigger or stabilizer is 
designed without a jack, under the outer bearing surface of 
the extended outrigger or stabilizer beam. 

(f) For locomotive cranes, when using outriggers or sta- 
bilizers to handle loads, the manufacturer's procedures must 
be followed. When lifting loads without using outriggers or 
stabilizers, the manufacturer's procedures must be met 
regarding truck wedges or screws. 

(19) Rigging. In addition to the following requirements 
in WAC 296-155-556, 296-155-558, 296-155-560 and 296- 
155-562 and other requirements in this and other standards 
applicable to rigging, when rigging is used for assembly/dis- 
assembly, ((the-empleyer)) you must ensure that: 

(a) The rigging work is done by a qualified rigger. See 
WAC 296-155-53306. 

(b) Synthetic slings are protected from: Abrasive, sharp 
or acute edges, and configurations that could cause a reduc- 
tion of the sling's rated capacity, such as distortion or local- 
ized compression. See WAC 296-155-55815(6), 296-155- 
55820(6) and 296-155-55825(6). 

Note: Requirements for the protection of wire rope slings are con- 
tained in WAC 296-155-55805. 


(c) When synthetic slings are used, the synthetic sling 
manufacturer's instructions, limitations, specifications and 
recommendations must be followed. 
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AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-53403 Fall protection. (1) Application. 

(a) Subsections (2), (3)(b), (5) and (6) of this section 
apply to all cranes/derricks covered by this part except tower 
cranes. 

(b) Subsections (3)(a), (4), (7), (10) and (11) of this sec- 
tion apply to all cranes/derricks covered by this part. 

(c) Subsections (3)(c) and (9) of this section apply only 
to tower cranes. 

(2) Boom walkways. 

(a) Cranes/derricks manufactured after the effective date 
of this section with lattice booms must be equipped with 
walkways on the boom(s) if the vertical profile of the boom 
(from cord centerline to cord centerline) is ((stx)) 6 or more 
feet. 

(b) Boom walkway criteria. The walkways must be at 
least ((twełve)) 12 inches wide. 

(3) Steps, handholds, ladders, grabrails, guardrails 
and railings. 

(a) All steps, handholds, ladders and guardrails/rail- 
ings/grabrails must be maintained in good condition. 

(b) Cranes/derricks manufactured after the effective date 
of this section must be equipped so as to provide safe access 
and egress between the ground and the operator work sta- 
tion(s), including the forward and rear positions, by the pro- 
vision of devices such as steps, handholds, ladders, and 
guardrails/railings/grabrails. These devices must meet the 
following criteria: 

(i) Steps, handholds, ladders and guardrails/railings/ 
grabrails must meet the criteria of SAE J185 (May 2003) or 
ISO 11660-2:1994(E) except where infeasible. 

(11) Walking/stepping surfaces, except for crawler treads, 
must have slip-resistant features/properties (such as diamond 
plate metal, strategically placed grip tape, expanded metal, or 
slip-resistant paint). 

(c) Tower cranes manufactured after the effective date of 
this section must be equipped so as to provide safe access and 
egress between the ground and the cab, machinery platforms, 
and tower (mast), by the provision of devices such as steps, 
handholds, ladders, and guardrails/railings/grabrails. These 
devices must meet the following criteria: 

(i) Steps, handholds, ladders, and guardrails/railings/ 
grabrails must meet the criteria of ISO 11660-1:2008(E) and 
ISO 11660-3:2008(E) or SAE J185 (May 2003) except where 
infeasible. 

(ii) Walking/stepping surfaces must have slip-resistant 
features/properties (such as diamond plate metal, strategi- 
cally placed grip tape, expanded metal, or slip-resistant 
paint). 

(4) Personal fall arrest and fall restraint systems must 
conform to the criteria in WAC 296-155-24510. Body har- 
nesses must be used in personal fall arrest and fall restraint 
systems. 

(5) For nonassembly/disassembly work,  ((the 
empteyer)) you must provide and ensure the use of fall pro- 
tection equipment for employees who are on a walking/work- 
ing surface with an unprotected side or edge more than ((s#x)) 
6 feet above a lower level as follows: 
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(a) When moving point-to-point: 
(i) On nonlattice booms (whether horizontal or not hori- 
zontal). 
(11) On lattice booms that are not horizontal. 
(iii) On horizontal lattice booms where the fall distance 
is ((ten)) 10 feet or more. 
(b) While at a work station on any part of the crane 
(including the boom, of any type). 
Note: If the equipment is running and the employee is at or near the 
draw-works, precautions should be taken to ensure the fall pro- 
tection gear will not become entangled. 


(6) For assembly/disassembly work, ((the-empleyer)) 


you must provide and ensure the use of fall protection equip- 

ment for employees who are on a walking/working surface 

with an unprotected side or edge more than ((te#)) 10 feet 

above a lower level. 

Note: If the equipment is running and the employee is at or near the 
draw-works, precautions should be taken to ensure the fall pro- 
tection gear will not become entangled. 


(7) Anchorage criteria. 

(a) Anchorages used for attachment of personal fall 
arrest equipment must be independent of any anchorage 
being used to support or suspend platforms and capable of 
supporting at least ((five+theusand)) 5,000 pounds (22.2 kN) 
per employee attached, or must be designed, installed, and 
used as follows: 

(i) As part of a complete personal fall arrest system 
which maintains a safety factor of at least two; and 

(11) Under the supervision of a qualified person. 

(b) Positioning devices must be secured to an anchorage 
capable of supporting at least twice the potential impact load 
of an employee's fall or ((threethousand)) 3,000 pounds 
(13.3 kN), whichever is greater. 

(c) Anchorages for personal fall arrest and positioning 
device systems. 

(1) Personal fall arrest systems must be anchored to any 
apparently substantial part of the equipment unless a compe- 
tent person, from a visual inspection, without an engineering 
analysis, would conclude that the criteria in (a) of this subsec- 
tion would not be met. 

(11) Positioning device systems must be anchored to any 
apparently substantial part of the crane unless a competent 
person, from a visual inspection, without an engineering 
analysis, would conclude that the criteria in (b) of this sub- 
section would not be met. 

(iii) Attachable anchor devices (portable anchor devices 
that are attached to the crane) must meet the anchorage crite- 
ria in (a) of this subsection for personal fall arrest systems 
and (b) of this subsection for positioning device systems. 

(8) Anchorages for fall restraint systems. Fall restraint 
systems must be anchored to any part of the crane that is 
capable of withstanding twice the maximum load that an 
employee may impose on it during reasonably anticipated 
conditions of use. 

(9) Tower cranes. 

(a) For work other than erecting, climbing, and disman- 
tling, ((the-empleyer)) you must provide and ensure the use 
of fall protection equipment for employees who are on a 
walking/working surface with an unprotected side or edge 
more than ((six)) 6 feet above a lower level. 
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Note: If the equipment is running and the employee is at or near the 
draw-works, precautions should be taken to ensure the fall pro- 
tection gear will not become entangled. 


(b) For erecting, climbing, and dismantling work, ((the 
empteyer)) you must provide and ensure the use of fall pro- 
tection equipment for employees who are on a walking/work- 
ing surface with an unprotected side or edge more than ((te#)) 
10 feet above a lower level. 

(10) Anchoring to the load line. A personal fall arrest 
system is permitted to be anchored to the crane/derrick's hook 
(or other part of the load line) where all of the following 
requirements are met: 

(a) A qualified person has determined that the set-up and 
rated capacity of the crane/derrick (including the hook, load 
line and rigging) meets or exceeds the requirements in sub- 
section (7)(a) of this section. 

(b) The crane operator must be at the worksite and 
informed that the crane is being used for this purpose. 

(c) No load is suspended from the load line when the per- 
sonal fall arrest system is anchored to the crane/derrick's 
hook (or other part of the load line). 

(11) Training. ((Fhe-empleyer)) You must train each 
employee who may be exposed to fall hazards while on, or 
hoisted by, cranes/derricks covered by this section on all of 
the following: 

(a) The requirements in this part that address fall protec- 
tion. 

(b) The applicable requirements in Parts C-1 and K of 
this chapter. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-53404 Wire rope. (1) Selection and 
installation criteria. 

(a) Original crane/derrick wire rope and replacement 
wire rope must be selected and installed in accordance with 
the requirements of this section. Selection of replacement 
wire rope must be in accordance with the recommendations 
of the wire rope manufacturer, the crane/derrick manufac- 
turer, or a qualified person. 

(b) Wire rope design criteria: Wire rope (other than rota- 
tion resistant rope) must comply with either Option (1) or 
Option (2) of this section, as follows: 

(1) Option (1). Wire rope must comply with Section 5- 
1.7.1 of ASME B30.5-2007 except that section's paragraph 
(c) must not apply. 

(ii) Option (2). Wire rope must be designed to have, in 
relation to the crane's/derrick's rated capacity, a sufficient 
minimum breaking force and design factor so that compli- 
ance with the applicable inspection provisions in this section 
will be an effective means of preventing sudden rope failure. 

(c) Wire rope must be compatible with the safe function- 
ing of the crane/derrick. 

(d) Boom hoist reeving. 

(1) Fiber core ropes must not be used for boom hoist or 
luffing attachment reeving, except for derricks. 

(ii) Rotation resistant ropes must be used for boom hoist 
reeving only where the requirements of (e) of this subsection 
are met. 
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(e) Rotation resistant ropes. 

(i) Definitions. 

(((4))) Type I rotation resistant wire rope (Type I). 
Type I rotation resistant rope is stranded rope constructed to 
have little or no tendency to rotate or, if guided, transmits lit- 
tle or no torque. It has at least ((fifteen)) 15 outer strands and 
comprises an assembly of at least ((three)) 3 layers of strands 
laid helically over a center in two operations. The direction of 
lay of the outer strands is opposite to that of the underlying 
layer. 

(())) Type II rotation resistant wire rope (Type II). 
Type II rotation resistant rope is stranded rope constructed to 
have resistance to rotation. It has at least ((te#)) 10 outer 
strands and comprises an assembly of two or more layers of 
strands laid helically over a center in two or ((three)) 3 oper- 
ations. The direction of lay of the outer strands is opposite to 
that of the underlying layer. 

((€©))) Type III rotation resistant wire rope (Type 
III). Type III rotation resistant rope is stranded rope con- 
structed to have limited resistance to rotation. It has no more 
than ((n#e)) 9 outer strands, and comprises an assembly of 
two layers of strands laid helically over a center in two oper- 
ations. The direction of lay of the outer strands is opposite to 
that of the underlying layer. 

(11) Requirements. 

(A) Types II and III with an operation design factor of 
less than ((f#ve)) 5 must not be used for duty cycle or repeti- 
tive lifts. 

(B) Rotation resistant ropes (including Types I, II and 
HI) must have an operating design factor of no less than 3.5. 

(C) Type I must have an operating design factor of no 
less than ((five)) 5, except where the wire rope manufacturer 
and the crane/derrick manufacturer approves the design fac- 
tor, in writing. 

(D) Types II and III must have an operating design factor 
of no less than ((f¥e)) 5, except where the requirements of 
(e)(iii) of this subsection are met. 

(iii) When Types II and III with an operation design fac- 
tor of less than ((fve)) 5 are used (for nonduty cycle, nonre- 
petitive lifts), the following requirements must be met for 
each lifting operation: 

(A) A qualified person must inspect the rope in accor- 
dance with subsection (2)(a) of this section. The rope must be 
used only if the qualified person determines that there are no 
deficiencies constituting a hazard. In making this determina- 
tion, more than one broken wire in any one rope lay must be 
considered a hazard. 

(B) Operations must be conducted in such a manner and 
at such speeds as to minimize dynamic effects. 

(C) Each lift made under these provisions must be 
recorded in the monthly and annual inspection documents. 
Such prior uses must be considered by the qualified person in 
determining whether to use the rope again. 

(iv) Additional requirements for rotation resistant ropes 
for boom hoist reeving. 

(A) Rotation resistant ropes must not be used for boom 
hoist reeving, except where the requirements of (e)(iv)(B) of 
this subsection are met. 

(B) Rotation resistant ropes may be used as boom hoist 
reeving when load hoists are used as boom hoists for attach- 
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ments such as luffing attachments or boom and mast attach- 
ment systems. Under these conditions, all of the following 
requirements must be met: 

(I) The drum must provide a first layer rope pitch diam- 
eter of not less than ((eighteen)) 18 times the nominal diame- 
ter of the rope used. 

(II) The requirements in WAC 296-155-53400(44) (irre- 
spective of the date of manufacture of the crane/derrick), and 
WAC 296-155-53400(45). 

(HI) The requirements of ANSI/ASME B30.5-2007, 
Section 5-1.3.2(a), (a)(2) through (a)(4), (b) and (d), except 
that the minimum pitch diameter for sheaves used in multiple 
rope reeving is ((e#ghtees)) 18 times the nominal diameter of 
the rope used instead of the value of ((s#xteen)) 16 specified 
in Section 5-1.3.2(d). 

(IV) All sheaves used in the boom hoist reeving system 
must have a rope pitch diameter of not less than ((et¢hteen)) 
18 times the nominal diameter of the rope used. 

(V) The operating design factor for the boom hoist reev- 
ing system must be not less than ((f#ve)) 5. 

(VI) The operating design factor for these ropes must be 
the total minimum breaking force of all parts of rope in the 
system divided by the load imposed on the rope system when 
supporting the static weights of the structure and the load 
within the crane's/derrick's rated capacity. 

(VID When provided, a power-controlled lowering sys- 
tem must be capable of handling rated capacities and speeds 
as specified by the manufacturer. 

(f) Wire rope clips used in conjunction with wedge sock- 
ets must be attached to the unloaded dead end of the rope 
only, except that the use of devices specifically designed for 
dead-ending rope in a wedge socket is permitted. 

(g) Socketing must be done in the manner specified by 
the manufacturer of the wire rope or fitting. 

(h) Prior to cutting a wire rope, seizings must be placed 
on each side of the point to be cut. The length and number of 
seizings must be in accordance with the wire rope manufac- 
turer's instructions. 

(2) Inspection of wire ropes. 

(a) Shift inspection. 

(i) A competent person must begin a visual inspection 
prior to each shift the crane/derrick is used, which must be 
completed before or during that shift. The inspection must 
consist of observation of accessible wire ropes (running and 
standing) that are likely to be in use during the shift for appar- 
ent deficiencies, including those listed in (a)(ii) of this sub- 
section. Untwisting (opening) of wire rope or booming down 
is not required as part of this inspection. 

(A) Category I. Apparent deficiencies in this category 
include the following: 

(D) Distortion of the wire rope structure such as kinking, 
crushing, unstranding, birdcaging, signs of core failure or 
steel core protrusion between the outer strands. 

(II) Corrosion. 

(IID) Electric arc damage (from a source other than power 
lines) or heat damage. 

(IV) Improperly applied end connections. 

(V) Corroded, cracked, bent, or worn end connections 
(such as from severe service). 
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(B) Category II. Apparent deficiencies in this category 

are: 

(1) Visibly broken wires in running wire ropes: ((S#x)) 6 

randomly distributed broken wires in one rope lay or ((#hree)) 

3 broken wires in one strand in one rope lay, where a rope lay 

is the length along the rope in which one strand makes a com- 
plete revolution around the rope; 

(II) Visibly broken wires in rotation resistant ropes: Two 
randomly distributed broken wires in ((s#)) 6 rope diameters 
or ((feur)) 4 randomly distributed broken wires in ((thitty)) 
30 rope diameters; 

(HI) Visibly broken wires in pendants or standing wire 
ropes: More than two broken wires in one rope lay located in 
rope beyond end connections and/or more than one broken 
wire at an end connection; and 

(IV) A diameter reduction of more than ((five-percent)) 
5% from nominal diameter. 

(C) Category III. Apparent deficiencies in this category 
include the following: 

(I) In rotation resistant wire rope, core protrusion or 
other distortion indicating core failure. 

(II) Prior electrical contact with a power line. 

(IID) A broken strand. 

(11) Critical review items. The competent person must 
give particular attention to all of the following: 

(A) Rotation resistant wire rope in use. 

(B) Wire rope being used for boom hoists and luffing 
hoists, particularly at reverse bends. 

(C) Wire rope at flange points, crossover points and 
repetitive pickup points on drums. 

(D) Wire rope at or near terminal ends. 

(E) Wire rope in contact with saddles, equalizer sheaves 
or other sheaves where rope travel is limited. 

(111) Removal from service. 

(A) If a deficiency in Category I is identified, an imme- 
diate determination must be made by the competent person as 
to whether the deficiency constitutes a safety hazard. If the 
deficiency is determined to constitute a safety hazard, opera- 
tions involving use of the wire rope in question must be pro- 
hibited until: 

(1) The wire rope is replaced; or 

(II) If the deficiency is localized, the problem is cor- 
rected by removing the damaged section of the wire rope; the 
undamaged portion may continue to be used. Joining lengths 
of wire rope by splicing is prohibited. If a rope is shortened 
under this subsection, ((the-empleyer)) you must ensure that 
the drum will still have two wraps of wire when the load 
and/or boom is in its lowest position. 

(B) If a deficiency in Category II is identified, operations 
involving use of the wire rope in question must be prohibited 
until: 

(1) (Fhe-empleyercomples)) You comply with the wire 
rope manufacturer's established criterion for removal from 
service or a different criterion that the wire rope manufacturer 
has approved in writing for that specific wire rope; 

(II) The wire rope is replaced. 

(C) If the deficiency is localized, the problem is cor- 
rected by severing the wire rope in two; the undamaged por- 
tion may continue to be used. Joining lengths of wire rope by 
splicing is prohibited. If a rope is shortened under this sub- 
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section, ((the-empteyer)) you must ensure that the drum will 
still have two wraps of wire when the load and/or boom is in 
its lowest position. If a deficiency in category III is identified, 
operations involving use of the wire rope in question must be 
prohibited until: 

(1) The wire rope is replaced; or 

(II) If the deficiency (other than power line contact) is 
localized, the problem is corrected by severing the wire rope 
in two; the undamaged portion may continue to be used. Join- 
ing lengths of wire rope by splicing is prohibited. Repair of 
wire rope that contacted an energized power line is also pro- 
hibited. If a rope is shortened under this subsection, ((the 
empteyer)) you must ensure that the drum will still have two 
wraps of wire when the load and/or boom is in its lowest posi- 
tion. 

(D) Where a wire rope is required to be removed from 
service under this section, either the crane/derrick (as a 
whole) or the hoist with that wire rope must be tagged-out, in 
accordance with WAC 296-155-53400(67), until the wire 
rope is repaired or replaced. 

(b) Monthly inspection. 

(i) Each month an inspection must be conducted in 
accordance with (a) of this subsection (shift inspection). 

(11) The inspection must include any deficiencies that the 
qualified person who conducts the annual inspection deter- 
mines under (c)(i11) of this subsection must be monitored. 

(111) Wire ropes on a crane/derrick must not be used until 
an inspection under this subsection demonstrates that no cor- 
rective action under (a)(iii) of this subsection is required. 

(iv) This inspection must be documented and be kept and 
made available upon request. Electronic records are accept- 
able. 

(c) Annual/comprehensive, for cranes and derricks not 
covered by WAC 296-155-531 through 296-155-53214. 

(i) At least every ((t#welve)) 12 months, wire ropes in use 
on the crane/derrick must be inspected by a qualified person 
in accordance with (a) of this subsection (shift inspection). 

(ii) In addition, at least every ((#velve)) 12 months, the 
wire ropes in use on the crane/derrick must be inspected by a 
qualified person, as follows: 

(A) The inspection must be for deficiencies of the types 
listed in (a)(i)(B) of this subsection. 

(B) The inspection must be complete and thorough, cov- 
ering the surface of the entire length of the wire ropes, with 
particular attention given to all of the following: 

(1) Critical review items listed in (a)(ii) of this subsec- 
tion. 

(II) Those sections that are normally hidden during shift 
and monthly inspections. 

(HI) Wire rope in contact with saddles, equalizer sheaves 
or other sheaves where rope travel is limited. 

(IV) Wire rope subject to reverse bends. 

(V) Wire rope passing over sheaves. 

(VI) Wire rope at or near terminal ends. 

(C) Exception: In the event an inspection under (c)(ii) of 
this subsection is not feasible due to existing set-up and con- 
figuration of the crane/derrick (such as where an assist crane 
is needed) or due to site conditions (such as a dense urban set- 
ting). The inspection must consist of observation of the work- 
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ing range plus ((three)) 3 additional wraps (running and 
standing) prior to use. 

(iii) If a deficiency is identified, an immediate determi- 
nation must be made by the qualified person as to whether the 
deficiency constitutes a safety hazard. 

(A) If the deficiency is determined to constitute a safety 
hazard, operations involving the use of the wire rope in ques- 
tion is prohibited until: 

(1) The wire rope is replaced; or 

(II) If the deficiency is localized, the problem is cor- 
rected by severing the wire rope in two; the undamaged por- 
tion may continue to be used. Joining lengths of wire rope by 
splicing is prohibited. If a rope is shortened under this sub- 
section, ((the-empteyer)) you must ensure that the drum will 
still have two wraps of wire when the load and/or boom is in 
its lowest position. 

(B) If the qualified person determines that, though not 
presently a safety hazard, the deficiency needs to be moni- 
tored, ((the-empleyer)) you must ensure that the deficiency is 
checked in the monthly inspections. 

(iv) This inspection must be documented and be kept and 
made available upon request. Electronic records are accept- 
able. 

(d) Rope lubricants that are of the type that hinder 
inspection must not be used. 

(3) All documents produced under this section must be 
available, during the applicable document retention period, to 
all persons who conduct inspections under this section. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-53405 Inspections. (1) Cranes that have 
had modifications or additions as defined in WAC 296-155- 
53214 must be inspected by an accredited crane certifier after 
such modifications/additions have been completed, prior to 
initial use. 

(2) Repaired/adjusted equipment. 

(a) Cranes that have had significant repairs as defined in 
WAC 296-155-53214 must be inspected by an accredited 
crane certifier after such repairs have been completed, prior 
to initial use. 

(b) Cranes that have had a repair or adjustment not 
defined in WAC 296-155-53214, that relates to safe opera- 
tion (such as: A repair or adjustment to a safety device or 
operator aid, or to a critical part of a control system, power 
plant, braking system, load-sustaining structural components, 
load hook, or in-use operating mechanism), must be 
inspected by a qualified person after such a repair or adjust- 
ment has been completed, prior to initial use. The inspection 
must meet all of the following requirements: 

(i) The qualified person must determine if the repair/ 
adjustment meets manufacturer equipment criteria (where 
applicable and available). 

(11) Where manufacturer equipment criteria are unavail- 
able or inapplicable, the qualified person must: 

(A) Determine if a registered professional engineer 
(RPE) is needed to develop criteria for the repair/adjustment. 


If an RPE is not needed, ((the-empteyer)) you must ensure 
that the criteria are developed by the qualified person. If an 
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RPE is needed, ((the-empteyer)) you must ensure that they 
are developed by an RPE. 

(B) Determine if the repair/adjustment meets the criteria 
developed in accordance with (b)(11)(A) of this subsection. 

(iii) The inspection must include functional testing of the 
repaired/adjusted parts and other components that may be 
affected by the repair/adjustment. 

(c) Equipment must not be used until an inspection under 
this section demonstrates that the repair/adjustment meets the 
requirements of (b)(i) of this subsection (or, where applica- 
ble, in (b)(ii) of this subsection). 

(3) A competent person must begin a visual inspection 
prior to each shift the crane will be used, which must be com- 
pleted before or during that shift. The inspection must consist 
of observation for apparent deficiencies. Taking apart equip- 
ment components and booming down is not required as part 
of this inspection unless the results of the visual inspection or 
trial operation indicate that further investigation necessitating 
taking apart crane components or booming down is needed. 
Determinations made in conducting the inspection must be 
reassessed in light of observations made during operation. At 
a minimum, the inspection must include all of the following: 

(a) Control mechanisms for maladjustments interfering 
with proper operation; 

(b) Control and drive mechanisms for apparent excessive 
wear of components and contamination by lubricants, water 
or other foreign matter; 

(c) Air, hydraulic, and other pressurized lines for deteri- 
oration or leakage, particularly those which flex in normal 
operation; 

(d) Hydraulic system for proper fluid level; 

(e) Hooks and latches for deformation, cracks, excessive 
wear, or damage such as from chemicals or heat; 

(f) Wire rope reeving for compliance with the manufac- 
turer's specifications; 

(g) Wire rope, in accordance with WAC 296-155-53404; 

(h) Electrical apparatus for malfunctioning, signs of 
apparent excessive deterioration, dirt or moisture accumula- 
tion; 

(i) Tires (when in use) for proper inflation and condition; 

(j) Ground conditions around the equipment for proper 
support, including ground settling under and around outrig- 
gers/stabilizers and supporting foundations, groundwater 
accumulation, or similar conditions. This subsection does not 
apply to the inspection of ground conditions for railroad 
tracks and their underlying support when the railroad tracks 
are part of the general railroad system of transportation that is 
regulated pursuant to the Federal Railroad Administration 
under 49 C.F.R., Part 213; 

(k) The crane for level position within the tolerances 
specified by the crane manufacturer's recommendations, both 
before each shift and after each move and setup; 

(1) Operator cab windows for significant cracks, breaks, 
or other deficiencies that would hamper the operator's view; 

(m) Rails, rail stops, rail clamps and supporting surfaces 
when the crane has rail traveling. This subsection does not 
apply to the inspection of rails, rail stops, rail clamps and sup- 
porting surfaces when the railroad tracks are part of the gen- 
eral railroad system of transportation that is regulated pursu- 
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ant to the Federal Railroad Administration under 49 C.F.R., 
Part 213; 

(n) Safety devices and operational aids for proper opera- 
tion; 

(o) Derricks must have guys inspected for proper ten- 
sion. 

(4) (Fhe-empleyer)) You must keep monthly inspection 
records (see items listed in subsection (3) of this section). 
These inspection records must be kept for at least ((three)) 3 
months. This report must contain the following information: 

(a) The items checked and the results of the inspection; 

(b) The name and signature of the person who conducted 
the inspection and the date. 

(5) If any deficiency is found during the inspection, an 
immediate determination must be made by the competent 
person as to whether the deficiency constitutes a safety haz- 
ard. If the deficiency is determined to constitute a safety haz- 
ard, the equipment must be taken out of service until it has 
been corrected and approved by a qualified person. 

(6) If any deficiency in safety devices/operational aids is 
identified, the action specified in WAC 296-155-53410 and 
296-155-53412 must be taken prior to using the equipment. 

(7) If any deficiency is identified, an immediate determi- 
nation must be made by a qualified person as to whether the 
deficiency constitutes a safety hazard. 

(a) If a qualified person determines that a deficiency is a 
safety hazard, the crane must be taken out of service until it 
has been corrected, evaluated, and approved by a qualified 
person, except when temporary alternative measures are 
implemented as allowed in WAC 296-155-53412 and for 
tower cranes see WAC 296-155-54100(61). 

(b) If a qualified person determines that, though not pres- 
ently a safety hazard, the deficiency needs to be monitored, 
((the-empleyer)) you must ensure that the deficiency is 
checked in the monthly inspections. 

(8) Severe service. Where the severity of use/conditions 
is such that there is a reasonable probability of damage or 
excessive wear (such as loading that may have exceeded 
rated capacity, shock loading that may have exceeded rated 
capacity, prolonged exposure to a corrosive atmosphere), 
((the-emapleyer)) you must stop using the crane and a quali- 
fied person must: 

(a) Inspect the crane for structural damage to determine 
if the crane can continue to be used safely. 

(b) In light of the use/conditions determine whether any 
items/conditions listed in subsection (7) of this section need 
to be inspected; if so, the qualified person must inspect those 
items/conditions. 

(c) If a deficiency is found, ((the-empleyer)) you must 
follow the requirements in subsection (7)(a) of this section. 

(9) Cranes not in regular use. Cranes that have been idle 
for ((three)) 3 months or more must be inspected by a quali- 
fied person in accordance with the requirements of subsec- 
tion (3) of this section before initial use. 

(10) Any part of a manufacturer's procedures regarding 
inspections that relate to safe operation (such as to a safety 
device or operational aid, critical part of a control system, 
power plant, braking system, load-sustaining structural com- 
ponents, load hook, or in-use operating mechanism) that is 
more comprehensive or has a more frequent schedule of 
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inspection than the requirements of this section must be fol- 
lowed. 

(11) All documents produced under this section must be 
available, during the applicable document retention period, to 
all persons who conduct inspections under this section. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-53406 Signals. (1) A qualified signal 
person that meets the requirements in WAC 296-155-53302 
must be provided in each of the following situations: 

(a) The point of operation, meaning the load travel or the 
area near or at load placement, is not in full view of the 
crane/derrick operator. 

(b) When the crane is traveling, the view in the direction 
of travel is obstructed. 

(c) Due to site specific safety concerns, either the 
crane/derrick operator or the person handling the load deter- 
mines that it is necessary. 

(2) Types of signals. Signals to crane/derrick operators 
must be by hand, voice, audible, or other means at least as 
effective. 

(3) Hand signals. 

(a) When using hand signals, the standard method as 
established in the applicable ASME B30 standards must be 
used. Where use of the standard method for hand signals is 
infeasible, or where an operation or use of an attachment is 
not covered in the standard method, nonstandard hand signals 
may be used in accordance with (b) of this subsection. 

Note: See WAC 296-155-56400 for the hand signal chart. 


(b) Nonstandard hand signals. When using nonstandard 
hand signals, the signal person, operator, and lift director 
must contact each other prior to the operation and agree on 
the nonstandard hand signals that will be used. 

(4) Signals other than hand, voice or audible signals may 
be used where ((the-empleyer)) you demonstrate((s)) that the 
signals provided are at least equally effective communica- 
tions as voice, audible, or standard method hand signals. 

(5) Use and suitability. 

(a) Prior to beginning operations, the operator, signal 
person, and lift director, must contact each other and agree on 
the voice signals that will be used. Once the voice signals are 
agreed upon, these employees need not meet again to discuss 
voice signals unless another employee is added or substi- 
tuted, there is confusion about the voice signals, or a voice 
signal is to be changed. 

(b) Each voice signal must contain the following 
((three)) 3 elements, given in the following order: Function 
(such as hoist, boom, etc.) and direction; distance and/or 
speed; function stop. 

(c) The operator, signal person and lift director, must be 
able to effectively communicate in the language used. 

(d) The signals used (hand, voice, audible, or other effec- 
tive means), and means of transmitting the signals to the 
operator (such as direct line of sight, video, radio, etc.) must 
be appropriate for the site conditions. 

(e) Signals must be discernible or audible at all times. 
The crane operator must not respond unless signals are 
clearly understood. 
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(6) During operations requiring signals, the ability to 
transmit signals between the operator and signal person must 
be maintained. If that ability is interrupted at any time, the 
operator must safely stop operations requiring signals until it 
is reestablished and a proper signal is given and understood. 

(7) If the operator becomes aware of a safety problem 
and needs to communicate with the signal person, the opera- 
tor must safely stop operations. Operations must not resume 
until the operator and signal person agree that the problem 
has been resolved. 

(8) Only one person gives signals to a crane/derrick at a 
time, except in circumstances covered by subsection (9) of 
this section. 

(9) Anyone who becomes aware of a safety problem 
must alert the operator or signal person by giving the stop or 
emergency stop signal. The operator must obey a stop (or 
emergency stop) signal, irrespective of who gives it. 

(10) All directions given to the operator by the signal 
person must be given from the operator's direction perspec- 
tive. 

(11) Communication with multiple cranes/derricks. 
Where a signal person(s) is in communication with more than 
one crane/derrick, a system for identifying the crane/derrick 
for which each signal is intended must be used, as follows: 

(a) For each signal, prior to giving the function/direction, 
the signal person must identify the crane/derrick for which 
the signal is intended; or 

(b) An equally effective method of identifying which 
crane/derrick the signal is intended for must be used. 

(12) Hand signal chart. Hand signal charts must be 
either posted on the crane/derrick or conspicuously posted in 
the vicinity of the hoisting operations. 

(13) Radio, telephone or other electronic transmis- 
sion of signals. 

(a) The device(s) used to transmit signals must be tested 
on site before beginning operations to ensure that the signal 
transmission is effective, clear, and reliable. 

(b) Signal transmission must be through a dedicated 
channel except: 

(1) Multiple cranes/derricks and one or more signal per- 
sons may share a dedicated channel for the purpose of coor- 
dinating operations. 

(ii) Where a crane is being operated on or adjacent to 
railroad tracks, and the actions of the crane operator need to 
be coordinated with the movement of other equipment or 
trains on the same or adjacent tracks. 

(c) The operator's reception of signals must be made by 
a hands-free system. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-53408 Power line safety. (1) Assembly 
and disassembly of crane/derrick. 

(a) Before assembling or disassembling crane/derrick, 
((the-empleyer)) you must determine if any part of the 
crane/derrick, load line or load (including rigging and lifting 
accessories) could get, in the direction or area of assembly, 
closer than ((twenty)) 20 feet of a power line that is up to 350 
kV or closer than ((f#ft¥)) 50 feet of a power line that exceeds 
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350 kV during the assembly/disassembly process. If so, (the 
ermpleyer)) you must meet the requirements in Option (1), 
Option (2), or Option (3), as follows: 

(1) Option (1) - Deenergize and ground. Confirm from 
the utility owner/operator that the power line has been deen- 
ergized and visibly grounded at the worksite. 


(11) Option (2) - Clearance. Ensure that no part of the 
crane/derrick, load line or load (including rigging and lifting 
accessories), gets closer than ((#venty)) 20 feet of a power 
line that is up to 350 kV or closer than ((f#t¥)) 50 feet of a 
power line that exceeds 350 kV by implementing the mea- 
sures specified in (b) of this subsection. 


(iii) Option (3) - Table 4 clearance. 
(A) Determine the line's voltage and the minimum 
approach distance permitted under Table 4 of this section. 


(B) Determine if any part of the crane/derrick, load line 
or load (including rigging and lifting accessories), could get 
closer than the minimum approach distance of the power line 
permitted under Table 4 of this section. If so, then ((the 
empleyer)) you must follow the requirements in (b) of this 
subsection to ensure that no part of the crane/derrick, load 
line, or load (including rigging and lifting accessories), gets 
closer to the line than the minimum approach distance. 


(b) Preventing encroachment/electrocution. Where 
encroachment precautions are required under Option (2), or 
Option (3), all of the following requirements must be met: 


(i) Conduct a planning meeting with the assembly/disas- 
sembly director, operator, assembly/disassembly crew and 
the other workers who will be in the assembly/disassembly 
area to review the location of the power line(s) and the steps 
that will be implemented to prevent encroachment/electrocu- 
tion. 


(ii) If tag lines are used, they must be nonconductive. 


(iii) At least one of the following additional measures 
must be in place. The measure selected from this list must be 
effective in preventing encroachment. The additional mea- 
sures are: 


(A) Use a dedicated spotter who is in continuous contact 
with the crane/derrick operator, plus an elevated warning 
line, barricade, or line of signs, in view of the spotter, 
equipped with flags or similar high-visibility markings. The 
dedicated spotter must: 

(I) Be equipped with a visual aid to assist in identifying 
the minimum clearance distance. Examples of a visual aid 
include: A clearly visible line painted on the ground; a clearly 
visible line on stanchions; a set of clearly visible line-of-sight 
landmarks (such as a fence post behind the dedicated spotter 
and a building corner ahead of the dedicated spotter). 

(II) Be positioned to effectively gauge the clearance dis- 
tance. 

(III) Where necessary, use equipment that enables the 
dedicated spotter to communicate directly with the operator, 
in accordance with WAC 296-155-53406(13) (radio, tele- 
phone, or other electronic transmission of signals). 

(IV) Give timely information to the operator so that the 
required clearance distance can be maintained. 
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Note: To be considered a dedicated spotter, the requirements of WAC 
296-155-53302 (Signal person qualifications) must be met and 
his/her sole responsibility is to watch the separation between 
the power line and the equipment, the load line and load 
(including rigging and lifting accessories), and ensure through 
communication with the operator that the applicable minimum 
approach distance is not breached. 


(B) A proximity alarm set to give the operator sufficient 
warning to prevent encroachment. 

(C) A device that automatically warns the operator when 
to stop movement, such as a range control warning device. 
Such a device must be set to give the operator sufficient 
warning to prevent encroachment. 

(D) A device that automatically limits range of move- 
ment, set to prevent encroachment. 

(c) Assembly/disassembly below power lines is prohib- 
ited. No part of a crane/derrick, load line or load (including 
rigging and lifting accessories), whether partially or fully 
assembled, is allowed below a power line unless ((the 
empteyerthas)) you have confirmed that the utility 
owner/operator has deenergized and (at the worksite) visibly 
grounded the power line. 

(d) Assembly/disassembly inside Table 4 clearance is 
prohibited. No part of a crane/derrick, load line or load 
(including rigging and lifting accessories), whether partially 
or fully assembled, is allowed closer than the minimum 
approach distance under Table 4 of a power line unless ((the 
empteyerthas)) you have confirmed that the utility 
owner/operator has deenergized and (at the worksite) visibly 
grounded the power line. 

(e) Voltage information. Where Option (3) is used, the 
utility owner/operator of power lines must provide the 
requested voltage information prior to commencement of 


work or within two working days of ((the-empleyer's)) your 
request. 


(f) Power lines presumed energized. ((Fhe-empleyer)) 
You must assume that all power lines are energized unless the 
utility owner/operator confirms that the power line has been 
and continues to be deenergized and visibly grounded at the 
worksite. 

(g) Posting of electrocution warnings. There must be at 
least one electrocution hazard warning conspicuously posted 
in the cab so that it is in view of the operator and (except for 
overhead gantry and tower cranes) at least two on the outside 
of the crane/derrick. 

(2) Operation of crane/derrick. 

(a) Hazard assessments and precautions inside the work 
zone. Before beginning crane/derrick operations, ((the 
empteyer)) you must: 

(1) Identify the work zone. 

(A) Define a work zone by demarcating boundaries 
(such as with flags, or a device such as a range limit device or 
range control warning device) and prohibiting the operator 
from operating the crane/derrick past those boundaries; or 

(B) Define the work zone as the area ((three-hundred 
sixty)) 360 degrees around the crane/derrick, up to its maxi- 
mum working radius. 

(11) Determine if any part of the crane/derrick, load line 
or load (including rigging and lifting accessories), if operated 
up to its maximum working radius in the work zone, could 
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get closer than ((#venty)) 20 feet of a power line that is up to 
350 kV or closer than ((ff¢¥)) 50 feet of a power line that 
exceeds 350 kV. If so, ((the-empteyer)) you must meet the 
requirements in Option (1), Option (2), or Option (3) as fol- 
lows: 

(A) Option (1) - Deenergize and ground. Confirm from 
the utility owner/operator that the power line has been deen- 
ergized and visibly grounded at the worksite. 

(B) Option (2) - ((wentyfeet)) 20-foot clearance. 
Ensure that no part of the crane/derrick, load line, or load 
(including rigging and lifting accessories), gets closer than 
((twenty)) 20 feet to the power line by implementing the mea- 
sures specified in (b) of this subsection. 

(C) Option (3) - Table 4 clearance. 

(I) Determine the line's voltage and the minimum 
approach distance permitted under Table 4 of this section. 

(II) Determine if any part of the crane/derrick, load line 
or load (including rigging and lifting accessories), while 
Operating up to its maximum working radius in the work 
zone, could get closer than the minimum approach distance 
of the power line permitted under Table 4 of this section. If 
so, then ((the-empleyer)) you must follow the requirements in 
(b) of this subsection to ensure that no part of the crane/der- 
rick, load line, or load (including rigging and lifting accesso- 
ries), gets closer to the line than the minimum approach dis- 
tance. 

(b) Preventing encroachment/electrocution. Where 
encroachment precautions are required under Option (2) or 
Option (3), all of the following requirements must be met: 

(1) Conduct a planning meeting with the operator and the 
other workers who will be in the area of the crane/derrick or 
load to review the location of the power line(s), and the steps 
that will be implemented to prevent encroachment/electrocu- 
tion. 

(ii) If tag lines are used, they must be nonconductive. 

(iii) Erect and maintain an elevated warning line, barri- 
cade, or line of signs, in view of the operator, equipped with 
flags or similar high-visibility markings, at ((@venty)) 20 feet 
from a power line that is up to 350 kV or ((f#fty)) 50 feet from 
a power line that exceeds 350 kV (if using Option (2)) or at 
the minimum approach distance under Table 4 of this section 
(if using Option (3)). If the operator is unable to see the ele- 
vated warning line, a dedicated spotter must be used as 
described in (iv)(B) of this subsection in addition to imple- 
menting one of the measures described in (b)(i), (iii) through 
(v) of this subsection. 

(iv) Implement at least one of the following measures: 

(A) A proximity alarm set to give the operator sufficient 
warning to prevent encroachment. 

(B) Use a dedicated spotter who is in continuous contact 
with the crane/derrick operator, plus an elevated warning 
line, barricade, or line of signs, in view of the spotter, 
equipped with flags or similar high-visibility markings. The 
dedicated spotter must: 

(I) Be equipped with a visual aid to assist in identifying 
the minimum clearance distance. Examples of a visual aid 
include: A clearly visible line painted on the ground; a clearly 
visible line on stanchions; a set of clearly visible line-of-sight 
landmarks (such as a fence post behind the dedicated spotter 
and a building corner ahead of the dedicated spotter). 


Permanent 


WSR 16-09-085 


(II) Be positioned to effectively gauge the clearance dis- 
tance. 

(III) Where necessary, use equipment that enables the 
dedicated spotter to communicate directly with the operator. 

(IV) Give timely information to the operator so that the 
required clearance distance can be maintained. 

Note: To be considered a dedicated spotter, the requirements of WAC 
296-155-53302 (Signal person qualifications) must be met and 
his/her sole responsibility is to watch the separation between 
the power line and the equipment, the load line and load 
(including rigging and lifting accessories), and ensure through 
communication with the operator that the applicable minimum 
approach distance is not breached. 


(C) A device that automatically warns the operator when 
to stop movement, such as a range control warning device. 
Such a device must be set to give the operator sufficient 
warning to prevent encroachment. 

(D) A device that automatically limits range of move- 
ment, set to prevent encroachment. 

(E) An insulating link/device, as defined in WAC 296- 
155-52902, installed at a point between the end of the load 
line (or below) and the load. 

(v) The requirements of (b)(iv) of this subsection do not 
apply to work covered by chapter 296-45 WAC. 

(c) Voltage information. Where Option (3) is used, the 
utility owner/operator of power lines must provide the 
requested voltage information prior to commencement of 
work or within two working days of ((the-empleyer's)) your 
request. 

(d) Operations below power lines. 

(1) No part of the crane/derrick, load line or load (includ- 
ing rigging and lifting accessories) is allowed below a power 
line unless ((the-empleyerhas)) you have confirmed that the 
utility owner/operator has deenergized and (at the worksite) 
visibly grounded the power line, except where one of the 
exceptions in (d)(ii) of this subsection apply. 

(ii) Exceptions. (d)(i) of this subsection is inapplicable 
where ((the-empteyer)) you demonstrate((s)) that one of the 
following applies: 

(A) The work is covered by chapter 296-45 WAC. 

(B) For cranes/derricks with nonextensible booms: The 
uppermost part of the crane/derrick, with the boom at true 
vertical, would be more than ((twesty)) 20 feet below the 
plane of a power line that is up to 350 kV, ((f#t¥)) 50 feet 
below the plane of a power line that exceeds 350 kV or more 
than the Table 4 minimum clearance distance below the plane 
of the power line. 

(C) For cranes with articulating or extensible booms: 
The uppermost part of the crane, with the boom in the fully 
extended position, at true vertical, would be more than 
twenty feet below the plane of a power line that is up to 350 
kV, fifty feet below the plane of a power line that exceeds 
350 kV or more than the Table 4 minimum clearance distance 
below the plane of the power line. 

(D) ((Fhe-empleyer—demenstratesthat)) Compliance 
with (d)(i) of this subsection is infeasible and meets the 
requirements of subsection (4) of this section. 

(e) Power lines presumed energized. ((Fhe-empleyet)) 
You must assume that all power lines are energized unless the 
utility owner/operator confirms that the power line has been 
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and continues to be deenergized and visibly grounded at the 
worksite. 

(f) Training. 

(i) ((Fhe-employer)) You must train each operator and 
crew member assigned to work with the crane/derrick on all 
the following: 

(A) The procedures to be followed in the event of electri- 
cal contact with a power line. Such training must include: 

(I) Information regarding the danger of electrocution 
from the operator simultaneously touching the crane/derrick 
and the ground. 

(II) The importance to the operator's safety of remaining 
inside the cab except where there is an imminent danger of 
fire, explosion, or other emergency that necessitates leaving 
the cab. 

(III) The safest means of evacuating from the crane/der- 
rick that may be energized. 

(IV) The danger of the potentially energized zone around 
the crane/derrick (step potential). 

(V) The need for crew in the area to avoid approaching 
or touching the crane/derrick and the load. 

(VI) Safe clearance distance from power lines. 

(B) Power lines are presumed to be energized unless the 
utility owner/operator confirms that the power line has been 
and continues to be deenergized, and visibly grounded at the 
worksite. 

(C) Power lines are presumed to be uninsulated unless 
the utility owner/operator or a registered engineer who is a 
qualified person with respect to electrical power transmission 
and distribution confirms that a power line is insulated. 

(D) The limitations of an insulating link/device, proxim- 
ity alarm, and range control (and similar) device, if used. 

(E) The procedures to be followed to properly ground 
equipment and the limitations of grounding. 

(11) Employees working as dedicated spotters must be 
trained to enable them to effectively perform their task, 
including training on the applicable requirements of this sec- 
tion. 

(iii) Training under this section must be administered in 
accordance with WAC 296-155-53409(2). 

(g) Devices originally designed by the manufacturer for 
use as: A safety device (see WAC 296-155-53410), opera- 
tional aid (see WAC 296-155-53412), or a means to prevent 
power line contact or electrocution, when used to comply 
with this section, must meet the manufacturer's procedures 
for use and conditions of use. 

(3) Prior to working near a transmitter/communication 
tower where an electrical charge can be induced in the 
crane/derrick or materials being handled, the transmitter must 
be deenergized or the following precautions must be taken: 

(a) The crane/derrick must be provided with an electrical 
ground directly to the crane/derrick frame; 

(b) Ground jumper cables must be attached to materials 
being handled by boom equipment when electrical charge is 
induced while working near energized transmitters. Crews 
must be provided with nonconductive poles having large alli- 
gator clips or other similar protection to attach the ground 
cable to the load; 

(c) Combustible and flammable materials must be 
removed from the immediate area prior to operations; and 
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(d) If tag lines are used, they must be nonconductive. 

(4) Operation of the crane/derrick inside the Table 4 
zone. Operations in which any part of the crane/derrick, load 
line or load (including rigging and lifting accessories) is 
either closer than the minimum approach distance under 
Table 4 of an energized power line or the power line voltage 
is undetermined and the crane/derrick load line or load is 
within ((twenty)) 20 feet from the power line is prohibited, 
except where ((the-empteyer)) you demonstrate((s)) that all 
of the following requirements are met: 

(a) Notify the crane safety program within the depart- 
ment of labor and industries. 

(b) ((Fhe-empleyer)) You determine((s)) that it is infea- 
sible to do the work without breaching the minimum 
approach distance under Table 4 of this section. 

(c) ((Fhe-empteyer)) You determine((s)) that, after con- 
sultation with the utility owner/operator, it is infeasible to 
deenergize and ground the power line or relocate the power 
line. 

(d) Minimum clearance distance. 

(1) The power line owner/operator or registered profes- 
sional engineer who is a qualified person with respect to elec- 
trical power transmission and distribution determines the 
minimum clearance distance that must be maintained to pre- 
vent electrical contact in light of the on-site conditions. The 
factors that must be considered in making this determination 
include, but are not limited to: Conditions affecting atmo- 
spheric conductivity; time necessary to bring the crane/der- 
rick, load line and load (including rigging and lifting accesso- 
ries) to a complete stop; wind conditions; degree of sway in 
the power line; lighting conditions, and other conditions 
affecting the ability to prevent electrical contact. 

(ii) Subsection (4)(d)(i) of this section does not apply to 
work covered by chapter 296-45 WAC; instead, for such 
work, the minimum clearance distances specified in chapter 
296-45 WAC, Table 1 apply. Employers covered by chapter 
296-45 WAC are permitted to work closer than the distances 
in chapter 296-45 WAC, Table 1, where both the require- 
ments of this rule and WAC 296-45-375(10) are met. 

(e) A planning meeting with the employer and utility 
owner/operator (or registered professional engineer who is a 
qualified person with respect to electrical power transmission 
and distribution) is held to determine the procedures that will 
be followed to prevent electrical contact and electrocution. At 
a minimum these procedures must include: 

(1) If the power line is equipped with a device that auto- 
matically reenergizes the circuit in the event of a power line 
contact, before the work begins, the automatic reclosing fea- 
ture of the circuit interrupting device must be made inopera- 
tive if the design of the device permits. 

(11) A dedicated spotter who is in continuous contact with 
the operator. The dedicated spotter must: 

(A) Be equipped with a visual aid to assist in identifying 
the minimum clearance distance. Examples of a visual aid 
include, but are not limited to: A clearly visible line painted 
on the ground; a clearly visible line on stanchions; a set of 
clearly visible line-of-sight landmarks (such as a fence post 
behind the dedicated spotter and a building corner ahead of 
the dedicated spotter). 
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(B) Be positioned to effectively gauge the clearance dis- 
tance. 

(C) Where necessary, use equipment that enables the 
dedicated spotter to communicate directly with the operator. 

(D) Give timely information to the operator so that the 
required clearance distance can be maintained. 

Note: To be considered a dedicated spotter, the requirements of WAC 
296-155-53302 (Signal person qualifications) must be met and 
his/her sole responsibility is to watch the separation between 
the power line and the equipment, the load line and load 
(including rigging and lifting accessories), and ensure through 
communication with the operator that the applicable minimum 
approach distance is not breached. 


(iii) An elevated warning line, or barricade (not attached 
to the crane), in view of the operator (either directly or 
through video equipment), equipped with flags or similar 
high-visibility markings, to prevent electrical contact. How- 
ever, this provision does not apply to work covered by chap- 
ter 296-45 WAC. 

(iv) Insulating link/device. 

(A) An insulating link/device installed at a point between 
the end of the load line (or below) and the load. 

(B) For work covered by chapter 296-45 WAC, the 
requirement in (e)(iv)(A) of this subsection applies only 
when working inside the clearance distances of Table 1 in 
chapter 296-45 WAC. 

(C) For work covered by chapter 296-45 WAC, electri- 
cal workers, involving operations where use of an insulating 
link/device is infeasible, the requirements of WAC 296-45- 
375 (10)(c)(ii) or (iii) may be substituted for the requirement 
in (e)(iv)(A) of this subsection. 

(v) Until one year after the effective date of this part, the 
following procedure may be substituted for the requirement 
in (e)(iv)(A) of this subsection: All employees, excluding 
equipment operators located on the equipment, who may 
come in contact with the equipment, the load line, or the load 
must be insulated or guarded from the equipment, the load 
line, and the load. Insulating gloves rated for the voltage 
involved are adequate insulation for the purposes of this sec- 
tion. 

(vi) Until ((three)) 3 years after the effective date of this 
part the following procedure may be substituted for the 
requirement in (e)(iv)(A) of this subsection: 

(A) ((Fhe-empleyer)) You must use a link/device manu- 
factured on or before one year after the effective date of this 
part that meets the definition of an insulating link/device, 
except that it has not been approved by a nationally recog- 
nized testing laboratory, and that is maintained and used in 
accordance with manufacturer requirements and recommen- 
dations, and is installed at a point between the end of the load 
line (or below) and the load; and 

(B) All employees, excluding equipment operators 
located on the equipment, who may come in contact with the 
equipment, the load line, or the load must be insulated or 
guarded from the equipment, the load line, and the load 
through an additional means other than the device described 
in (e)(vi)(A) of this subsection. Insulating gloves rated for the 
voltage involved are adequate additional means of protection 
for the purposes of this section. 
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(vii) Use nonconductive rigging if the rigging may be 
within the Table 4 distance during the operation. 

(viii) If the crane/derrick is equipped with a device that 
automatically limits range of movement, it must be used and 
set to prevent any part of the crane/derrick, load line or load 
(including rigging and lifting accessories) from breaching the 
minimum approach distance established under (d) of this sub- 
section. 

(ix) If a tag line is used, it must be of the nonconductive 
type. 

(x) Barricades forming a perimeter at least ((ten)) 10 feet 
away from the crane/derrick to prevent unauthorized person- 
nel from entering the work area. In areas where obstacles pre- 
vent the barricade from being at least ((te#)) 10 feet away, the 
barricade must be as far from the crane/derrick as feasible. 


(xi) Workers other than the operator must be prohibited 
from touching the load line above the insulating link/device 
and crane. Operators remotely operating the equipment from 
the ground must use either wireless controls that isolate the 
operator from the equipment or insulating mats that insulate 
the operator from the ground. 


(xii) Only personnel essential to the operation are per- 
mitted to be in the area of the crane and load. 


(xiii) The crane/derrick must be properly grounded. 


(xiv) Insulating line hose or cover-up must be installed 
by the utility owner/operator except where such devices are 
unavailable for the line voltages involved. 


(f) The procedures developed to comply with (e) of this 
subsection are documented and immediately available on- 
site. 


(g) The crane/derrick user and utility owner/operator (or 
registered professional engineer) meet with the operator and 
the other workers who will be in the area of the crane/derrick 
or load to review the procedures that will be implemented to 
prevent breaching the minimum approach distance estab- 
lished in (d) of this subsection and prevent electrocution. 


(h) The procedures developed to comply with (e) of this 
subsection are implemented. 


(i) The utility owner/operator (or registered professional 
engineer) and all employers of employees involved in the 
work must identify one person who will direct the implemen- 
tation of the procedures. The person identified in accordance 
with this section must direct the implementation of the proce- 
dures and must have the authority to stop work at any time to 
ensure safety. 


(j) If a problem occurs implementing the procedures 
being used to comply with (e) of this subsection, or indicating 
that those procedures are inadequate to prevent electrocution, 
((the-emaployer)) you must safely stop operations and either 
develop new procedures to comply with (e) of this subsection 
or have the utility owner/operator deenergize and visibly 
ground or relocate the power line before resuming work. 

(k) Devices originally designed by the manufacturer for 
use as: Safety devices (see WAC 296-155-53410), opera- 
tional aids (see WAC 296-155-53412), or a means to prevent 
power line contact or electrocution, when used to comply 
with this section, must meet the manufacturer's procedures 
for use and conditions of use. 
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(1) ((Fhe-employer)) You must train each operator and 


crew member assigned to work with the equipment in accor- 

dance with subsection (2)(f) of this section. 

(5) Cranes while traveling. 

(a) This section establishes procedures and criteria that 
must be met for cranes traveling under a power line on the 
construction site with no load. Equipment traveling on a con- 
struction site with a load is governed by subsections (2), (4), 
(6), and (7) of this section, whichever is appropriate, and 
WAC 296-155-53400(35). 

(b) (Fhe-emptoyer)) You must ensure that: 

(i) The boom/mast and boom/mast support system are 
lowered sufficiently to meet the requirements of this section. 

(11) The clearances specified in Table 5 of this section are 
maintained. 

(iii) The effects of speed and terrain on crane movement 
(including movement of the boom/mast) are considered so 
that those effects do not cause the minimum clearance dis- 
tances specified in Table 5 of this section to be breached. 

(iv) Dedicated spotter. If any part of the crane while 
traveling will get closer than ((twenty)) 20 feet of the power 
line, ((the-empleyer)) you must ensure that a dedicated spot- 
ter who is in continuous contact with the driver/operator is 
used. The dedicated spotter must: 

(A) Be positioned to effectively gauge the clearance dis- 
tance. 

(B) Where necessary, use equipment that enables the 
dedicated spotter to communicate directly with the operator. 

(C) Give timely information to the operator so that the 
required clearance distance can be maintained. 

Note: To be considered a dedicated spotter, the requirements of WAC 
296-155-53302 (Signal person qualifications) must be met and 
his/her sole responsibility is to watch the separation between 
the power line and the equipment, the load line and load 
(including rigging and lifting accessories), and ensure through 
communication with the operator that the applicable minimum 
approach distance is not breached. 


(v) Additional precautions for traveling in poor visibil- 
ity. When traveling at night, or in conditions of poor visibil- 
ity, in addition to the measures specified in (b)(i) through (iv) 
of this subsection, ((the-empleyer)) you must ensure that: 

(A) The power lines are illuminated or another means of 
identifying the location of the lines must be used. 

(B) A safe path of travel is identified and used. 

(6) The requirements of subsections (1) and (2) of this 
section apply to power lines over 350 kV, and below 1000 kV 
except that wherever the distance "((#¥enty)) 20 feet" is spec- 
ified, the distance "((f#ft¥)) 50 feet" must be substituted. 

(7) For power lines over 1000 kV, the minimum clear- 
ance distance must be established by the utility owner/opera- 
tor or a registered professional engineer who is a qualified 
person with respect to power transmission and distribution. 


Table 4—Minimum Clearance Distances 


Voltage (nominal, Minimum clearance 


kV) distance (feet) 
UptoSO- e  . @yedntus dadsid bAa Erian 10 
OVEEDO:10:200).° a Gees evade aie eyes 15 
Over 20010349" o aop iua dia Meta eee 20 
Over 345:10:500'- aA OT a a Sha eee 25 
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Minimum clearance 
distance (feet) 


Voltage (nominal, 
kV) 


over'‘500:t0:750 aden ates Meee ted wes 35 

over 750 to 1,000  — sa. cee eee 45 

Over 1,000)  — aeea roar esend nE ena EER 
(as established by the utility owner/operator or 
registered professional engineer who is a quali- 
fied person with respect to electrical power trans- 
mission and distribution). 

Note: The value that follows "to" is up to and includes that value. 


Table 5—Minimum Clearance Distances While Traveling 
With No Load and Boom/Mast Lowered 


While traveling— 
Minimum clearance 


Voltage (nominal, kV) distance (feet) 


up to 0.75 


over 0.75 to 50 


over 50 to 345 


over 345 to 750 


over 750 to 1,000 


(as established by the utility owner/operator or 
registered professional engineer who is a qual- 
ified person with respect to electrical power 
transmission and distribution). 


over 1,000 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-53409 Training. (1) (Fhe-empleyer)) 
You must provide training as follows: 


(a) Overhead power lines. ((Fhe-employer)) You must 
ensure that each employee is trained in accordance with 
WAC 296-155-53408 (2)(g) and 296-155-53408 (4)(k) in the 
topics listed in WAC 296-155-53408 (2)(f). 

(b) Qualified signal persons. ((Fhe-empleyer)) You 
must ensure that each employee is trained who will be 
assigned to work as a signal person in accordance with the 
requirements of WAC 296-155-53302(3). 

(c) Qualified rigger. ((Fhe-empleyer)) You must ensure 
that each employee is trained who will be assigned to work as 
a rigger in accordance with the requirements of WAC 296- 
155-53306(3). 

(d) Operators. 

(1) Trainee/apprentice operator. ((Fhe-empleyer)) You 
must ensure that each trainee/apprentice operator is trained in 
the areas addressed in WAC 296-155-53300 and 296-155- 
56420. 

(11) Operator. Operators who have met the requirements 
in WAC 296-155-53300 and 296-155-56420 will be consid- 
ered trained. 

(iii) For operators using equipment covered under this 
part that are exempt in WAC 296-155-52900 (3)(b), ((the 
empteyer)) you must ensure that each operator is trained on 
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the safe operation of the equipment the operator will be 
using. 

(e) (Fhe-empteyer)) You must train each operator of the 
equipment covered by this part in the following practices: 

(1) On friction equipment, whenever moving a boom off 
a support, first raise the boom a short distance (sufficient to 
take the load of the boom) to determine if the boom hoist 
brake needs to be adjusted. On other types of equipment with 
a boom, the same practice is applicable, except that typically 
there is no means of adjusting the brake; if the brake does not 
hold, a repair is necessary. See WAC 296-155-53400 (68) 
and (69). 

(ii) Where available, the manufacturer's emergency pro- 
cedures for halting unintended equipment movement. 

(f£) Competent persons and qualified persons. ((Fhe 
empteyer)) You must ensure that each competent person and 
each qualified person is trained regarding the requirements of 
this part applicable to their respective roles. 

(g) Crush/pinch points. ((Fhe-empleyer)) You must 
ensure that each employee is trained who works with the 
equipment to keep clear of holes, and crush/pinch points and 
the hazards addressed in WAC 296-155-53400(42) (work 
area control). 

(h) Tag-out. ((Fhe-empleyer)) You must ensure that 
each operator and each additional employee authorized to 
start/energize equipment or operate equipment controls (such 
as maintenance and repair employees) is trained, in the tag- 
out and start-up procedures in WAC 296-155-53400 (16) and 
(67). 

(2) Training administration. 

(a) (Fhe-empleyer)) You must evaluate each employee 
required to be trained under this part to confirm that the 
employee understands the information provided in the train- 
ing. 

(b) (Fhe-empleyer)) You must ensure that refresher 
training is provided in relevant topics for each employee 
when, based on the conduct of the employee or an evaluation 
of the employee's knowledge, there is an indication that 
retraining is necessary. 


(c) Whenever ((the- employeris)) you are required to pro- 


vide training under this part, ((the-erapleyer)) you must pro- 
vide the training at no cost to the employee. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-53410 Safety devices. (1) Safety 
devices. The following safety devices are required on all 
cranes/derricks, except tower cranes and self-erecting tower 
cranes, covered by this part, unless otherwise specified. For 
requirements relating to operational aids and safety devices 
for tower cranes, see WAC 296-155-53900 (60) and (61), for 
self-erecting tower cranes see WAC 296-155-54100 (42) and 
(43). 

(a) Crane level indicator. 

(i) The crane must have a level indicator that is either 
built into the crane or is available on the crane. 

(ii) If a built-in crane level indicator is not working prop- 
erly, it must be tagged-out or removed. If a removable crane 
level indicator is not working properly, it must be removed. 
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(iii) This requirement does not apply to articulating 
cranes, portal cranes, derricks, floating cranes/derricks and 
land cranes/derricks on barges, pontoons, vessels or other 
means of flotation. 

(b) Boom stops, except for derricks and hydraulic 
booms. 


(c) Jib stops (if a jib is attached), except for derricks. 

(d) Cranes with foot pedal brakes must have locks, 
except for portal cranes and floating cranes. 

(e) Hydraulic outrigger jacks and hydraulic stabilizer 
jacks must have an integral holding device/check valve. 

(f) Cranes on rails must have rail clamps and rail stops, 
except for portal cranes. 


(g) Horn. 

(i) The crane/derrick, as defined in ASME B30.5, must 
have a built-in horn or a removable horn that is available to 
the operator. 

(ii) If a built-in horn is not working properly, it must be 
tagged-out or removed. If a removable horn is not working 
properly, it must be removed. 

(2) Proper operation required. Operations must not 
begin unless the devices listed in this section are in proper 
working order. If a device stops working properly during 
operations, the operator must safely stop operations. If any of 
the devices listed in this section are not in proper working 
order, the equipment must be taken out of service and opera- 
tions must not resume until the device is again working prop- 
erly. Alternative measures are not permitted to be used. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-53412 Operational aids. (1) The 
devices listed in this section (listed operational aids) are 
required on all cranes/derricks, except tower cranes and self- 
erecting tower cranes, covered by this part, unless otherwise 
specified. For requirements relating to operational aids and 
safety devices for tower cranes, see WAC 296-155-53900 
(60) and (61), for self-erecting tower cranes see WAC 296- 
155-54100 (42) and (43). 


Notes: 


The requirements in subsection (3)(e), (f) and (g) of this section 
do not apply to articulating cranes. 

The requirements in subsection (3)(d), (e) and (h) of this sec- 
tion only apply to those digger derricks manufactured after the 
effective date of this section. 


(2) Operations must not begin unless the listed opera- 
tional aids are in proper working order, except where an oper- 
ational aid is being repaired ((the-empleyeruses)) you use the 
specified temporary alternative measures. More protective 
alternative measures specified by the crane/derrick manufac- 
turer, if any, must be followed. 


(3) When operational aids are inoperative or malfunc- 
tioning, the crane and/or device manufacturer's recommenda- 
tions for continued operation or shutdown of the crane must 
be followed until the problems are corrected. Without such 
recommendations and any prohibitions from the manufac- 
turer against further operation, the following requirements 


apply: 


Permanent [ 264 ] 


Washington State Register, Issue 16-09 


Note: If a replacement part is no longer available, the use of a substi- 
tute device that performs the same type of function is permitted 
and is not considered a modification under WAC 296-155- 
53400 (58) and (59) (crane/derrick modifications). 


(a) Recalibration or repair of the operational aid must be 
accomplished as soon as is reasonably possible, as deter- 
mined by a qualified person. 

(b) Boom hoist limiting device (except for derricks with 
base mounted drums). 

(1) For cranes manufactured after December 16, 1969, a 
boom hoist limiting device is required. Temporary alternative 
measures: One or more of the following methods must be 
used: 

(A) Use a boom angle indicator. 

(B) Clearly mark the boom hoist rope (so that it can eas- 
ily be seen by the operator) at a point that will give the oper- 
ator sufficient time to stop the hoist to keep the boom within 
the minimum allowable radius. In addition, install mirrors or 
remote video cameras and displays if necessary for the oper- 
ator to see the mark. 

(C) Clearly mark the boom hoist rope (so that it can eas- 
ily be seen by a spotter) at a point that will give the spotter 
sufficient time to signal the operator and have the operator 
stop the hoist to keep the boom within the minimum allow- 
able radius. 

(11) If the crane was manufactured on or before Decem- 
ber 16, 1969, and is not equipped with a boom hoist limiting 
device, at least one of the measures in (b)(1)(A) through (C) 
of this subsection must be used. 

(c) Luffing jib limiting device. Cranes with a luffing jib 
must have a luffing jib limiting device. Temporary alternative 
measures are the same as in (b)(i) of this subsection, except to 
limit the movement of the luffing jib rather than the boom 
hoist. 

(d) Anti two-blocking device. (This does not apply to 
dedicated pile drivers.) 

(1) Telescopic boom cranes manufactured after February 
28, 1992, must be equipped with a device which automati- 
cally prevents damage from contact between the load block, 
overhaul ball, or similar component, and the boom tip (or 
fixed upper block or similar component). The device(s) must 
prevent such damage at all points where two-blocking could 
occur. 

(A) Temporary alternative measures: Clearly mark the 
hoist rope (so that it can easily be seen by the operator) at a 
point that will give the operator sufficient time to stop the 
hoist to prevent two-blocking; and 

(B) Use a spotter when extending the boom. 

(11) Lattice boom cranes. 

(A) Lattice boom cranes manufactured after February 
28, 1992, must be equipped with a device that either automat- 
ically prevents damage and load failure from contact between 
the load block, overhaul ball, or similar component, and the 
boom tip (or fixed upper block or similar component), or 
warns the operator in time for the operator to prevent two- 
blocking. The device(s) must prevent such damage/failure or 
provide adequate warning for all points where two-blocking 
could occur. 

(B) Lattice boom cranes, and derricks, manufactured 
after the effective date of this standard must be equipped with 
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a device which automatically prevents damage and load fail- 
ure from contact between the load block, overhaul ball, or 
similar component, and the boom tip (or fixed upper block or 
similar component). The device(s) must prevent such dam- 
age/failure at all points where two-blocking could occur. 


The requirements in subsection (3)(d)(ii)(A) and (B) of 
this section do not apply to such lattice boom cranes 
when used for dragline, clamshell (grapple), magnet, 
drop ball (wrecking ball), container handling, concrete 
bucket, marine operations that do not involve hoisting 
personnel, and pile driving work. 


Exception: 


(C) Temporary alternative measures: Clearly mark the 
hoist rope (so that it can easily be seen by the operator) at a 
point that will give the operator sufficient time to stop the 
hoist to prevent two-blocking, or use a spotter. 

(iii) Articulating cranes manufactured after December 
31, 1999, that are equipped with a load hoist must be 
equipped with a device that automatically prevents damage 
from contact between the load block, overhaul ball, or similar 
component, and the boom tip (or fixed upper block or similar 
component). The device must prevent such damage at all 
points where two-blocking could occur. Temporary alterna- 
tive measures: When two-blocking could only occur with 
movement of the load hoist, clearly mark the hoist rope (so 
that it can easily be seen by the operator) at a point that will 
give the operator sufficient time to stop the hoist to prevent 
two-blocking, or use a spotter. When two-blocking could 
occur without movement of the load hoist, clearly mark the 
hoist rope (so that it can easily be seen by the operator) at a 
point that will give the operator sufficient time to stop the 
hoist to prevent two-blocking, and use a spotter when extend- 
ing the boom. 

(e) Boom angle or radius indicator (except for derricks 
with base mounted drum hoists). The crane must have a 
boom angle or radius indicator readable from the operator's 
station. Temporary alternative measures: Radii or boom 
angle must be determined by measuring the radii or boom 
angle with a measuring device. 

(f) Jib angle indicator if the crane has a luffing jib. Tem- 
porary alternative measures: Radii or jib angle must be deter- 
mined by ascertaining the main boom angle and then measur- 
ing the radii or jib angle with a measuring device. 

(g) Boom length indicator if the crane has a telescopic 
boom, except where the rated capacity is independent of the 
boom length. Temporary alternative measures: One or more 
of the following methods must be used: 

(i) Mark the boom with measured marks to calculate 
boom length; or 

(ii) Calculate boom length from boom angle and radius 
measurements; or 

(iii) Measure the boom with a measuring device. 

(h) Load weighing and similar devices (this also applies 
to dedicated pile drivers manufactured more than one year 
after the effective date of this section). Cranes (other than 
derricks and articulating cranes) manufactured after March 
29, 2003, with a rated capacity over ((st<theusand)) 6,000 
pounds must have at least one of the following: Load weigh- 
ing device, load moment (or rated capacity) indicator, or load 
moment (or rated capacity) limiter. 
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(i) Temporary alternative measures: The weight of the 
load must be determined from a reliable source (such as the 
load's manufacturer), by a reliable calculation method (such 
as calculating a steel beam from measured dimensions and a 
known per foot weight), or by other equally reliable means. 
This information must be provided to the operator prior to the 
lift. 

(ii) Articulating cranes manufactured after the effective 
date of this section must have at least one of the following: 
Automatic overload prevention device, load weighing 
device, load moment (or rated capacity) indicator, or load 
moment (rated capacity) limiter. Temporary alternative mea- 
sures: The weight of the load must be determined from a 
source recognized by the industry (such as the load's manu- 
facturer) or by a calculation method recognized by the indus- 
try (such as calculating a steel beam from measured dimen- 
sions and a known per foot weight). This information must be 
provided to the operator prior to the lift. 

(1) Reserved. 

(j) The following devices are required on cranes manu- 
factured after the effective date of this section: 

(1) Outrigger/stabilizer position (horizontal beam exten- 
sion) sensor/monitor if the crane has outriggers or stabilizers. 
Temporary alternative measures: The operator must verify 
that the position of the outriggers or stabilizers is correct (in 
accordance with manufacturer procedures) before beginning 
operations requiring outrigger or stabilizer deployment. 

(11) Hoist drum rotation indicator if the crane/derrick has 
a hoist drum is not visible from the operator's station. Tempo- 
rary alternative measures: Mark the drum to indicate the rota- 
tion of the drum. In addition, install mirrors or remote video 
cameras and displays if necessary for the operator to see the 
mark. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-53414 Cranes/derricks with a rated 
hoisting/lifting capacity of ((we-theusand)) 2,000 pounds 
or less. For cranes/derricks with a maximum manufacturer- 
rated hoisting/lifting capacity of ((@ve+theusand)) 2,000 
pounds or less: 

(1) The following sections apply: WAC 296-155-52900, 
Scope; WAC 296-155-52902, Definitions; WAC 296-155- 
53400 (34), (36) through (38), (45), (46), (59) and (67), Gen- 
eral requirements; WAC 296-155-53404, Wire rope; WAC 
296-155-53406, Signals; WAC 296-155-53408, Power line 
safety; WAC 296-155-53700(7), Mobile cranes—General; 
WAC 296-155-53715(5), Mobile cranes—Operations; WAC 
296-155-539, Tower cranes; WAC 296-155-542, Over- 
head/bridge and gantry cranes; WAC 296-155-543, Derricks. 

Note to subsection (1) of this section: Under subsection 
(2)(a) of this section, WAC 296-155-53402, (Assembly/dis- 
assembly) also apply. 

(2) Assembly/disassembly. 

(a) WAC 296-155-53402 (Assembly/disassembly) 
applies. 

(b) Components and configuration. ((Fhe-empleyer)) 


You must ensure that: 
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(1) The selection of components and the configuration of 
the crane/derrick which affects the capacity or safe operation 
of the crane/derrick complies with either the: 

(A) Manufacturer instructions, recommendations, lim- 
itations, and specifications. When these documents and infor- 
mation are unavailable, a registered professional engineer 
familiar with the type of crane/derrick involved must 
approve, in writing, the selection and configuration of com- 
ponents; or 

(B) Approved modifications that meet the requirements 
of WAC 296-155-53400 (58) and (59). 

(ii) Post-assembly inspection. Upon completion of 
assembly, the crane/derrick is inspected to ensure that it is in 
compliance with subsection (2)(b)(i) of this section. 

(c) Manufacturer prohibitions. ((Fhe-empleyer)) You 
must comply with applicable manufacturer prohibitions. 

(3) Operation - Procedures. 

(a) ((Fhe-empleyer)) You must comply with all manu- 
facturer procedures applicable to the operational functions of 
the crane/derrick, including its use with attachments. 

(b) Unavailable operation procedures. 
empteyer)) You must: 

(i) Where the manufacturer procedures are unavailable, 
the employer must develop and ensure compliance with all 
procedures necessary for the safe operation of the crane/der- 
rick and attachments. 

(ii) Ensure that procedures for the operational controls 
are developed by a qualified person. 

(iii) Ensure that procedures related to the capacity of the 
crane/derrick are developed and signed by a registered pro- 
fessional engineer. 

(c) Accessibility. ((Fhe-empleyer)) You must ensure 
that: 

(1) The load chart must be available to the operator at the 
control station. 

(ii) Procedures applicable to the operation of the 
crane/derrick, recommended operating speeds, special hazard 
warnings, instructions and operator's manual, are readily 
available for use by the operator. 

(iii) Where rated capacities are available at the control 
station only in electronic form and failure occurs that makes 
the rated capacities inaccessible, the operator must immedi- 
ately cease operations or follow safe shut-down procedures 
until the rated capacities (in electronic or other form) are 
available. 

(4) Safety devices and operational aids. 

(a) ((Fhe-empleyer)) You must ensure that safety devices 
and operational aids that are part of the original equipment 
are maintained in accordance with manufacturer procedures. 

(b) Anti two-blocking. ((Fhe-empleyer)) You must 
ensure that cranes covered by this section manufactured after 
the effective date of this standard must have either an anti 
two-block device that meets the requirements of WAC 296- 
155-53412 (3)(d), or is designed so that, in the event of a two- 
block situation, no damage or load failure will occur (for 
example, by using a power unit that stalls in response to a 
two-block situation). 


(5) Operator qualifications. ((Fhe—empleyer)) You 


must train each operator, ensure that, prior to operating the 


(Fhe 
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crane/derrick, the operator is trained on the safe operation of 
the type of crane/derrick the operator will be using. 

(6) Signal person qualifications. ((Fhe-empleyer)) You 
must train each signal person, in the proper use of signals 
applicable to the use of the crane/derrick. 

(7) Keeping clear of the load. WAC 296-155-53400 
(43) applies, except for WAC 296-155-53400 (43)(c)(ii1) 
(qualified rigger). 

(8) Inspections. ((Fhe-empleyer)) You must ensure that 
the crane/derrick is inspected in accordance with manufac- 
turer procedures. 

(9) Hoisting personnel. ((Fhe-empleyer)) You must 
ensure that equipment covered by this section is not used to 
hoist personnel. 


(10) Design. ((Fhe-empleyer)) You must ensure that the 


crane/derrick is designed by a qualified engineer. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-53700 Mobile cranes—General. (1) 
All crawler or truck cranes (greater than ((#ve+theusand)) 
2,000 pounds capacity) in use must meet the applicable 
requirements for design, construction, testing, inspection, 
maintenance, and operation as prescribed in the ASME 
B30.5-2007, Safety Standard for Mobile and Locomotive 
Cranes. It is not the intent of this rule to require retrofitting of 
existing cranes. However, when an item is being modified, its 
performance needs to be reviewed by a qualified person and 
compared to the applicable sections of this rule. For modifi- 
cation requirements see WAC 296-155-53400 (58) and (59). 
For cranes manufactured prior to the effective date of this 
tule the design, construction and testing criteria must meet at 
a minimum, ASME B30.5-1989. 

(2) Mobile cranes must have boom stops to provide 
resistance from backward overturning. Such as: 

° A fixed or telescoping bumper; 

e A shock absorbing bumper; 

e Hydraulic boom elevation cylinder(s). 

(3) Restraints must be provided that will keep the jibs 
from backward overturning. 

(4) Boom angle or radius indicators readable from the 
operator's station must be provided. 

(5) A means must be provided that automatically stops 
the hoisting of the boom when the boom reaches a predeter- 
mined high angle. This can be either: 

e A boom hoist disconnect; 

¢ A shutoff; 

or 

e Hydraulic relief. 

(6) A boom length indicator that is readable from the 
operator's station must be provided for telescopic booms, 
unless the load rating is independent of the boom length. 

(7) Where the ground is soft or uneven, you must use 
timber, planking, or other suitable material ((must-beused)) 
to provide firm foundation and distribute the load. 

(8) All welding procedures and welding operator qualifi- 
cations must be in accordance with ANSI/AWS D14.3 when 
welding is to be performed on load-sustaining members. 
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AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-53715 Mobile cranes—Operations. 
(1) Where applicable, if the load hoist mechanism is not 
equipped with an automatic brake and the load must remain 
suspended for any considerable length of time, the operator 
must hold the drum from rotating in the lowering direction by 
activating a manually operated brake. The boom hoist brakes 
must be set, and on rope boom support cranes, a braking 
mechanism and a ratchet and pawl or other locking device 
must be engaged to prevent inadvertent lowering of the 
boom. 

(2) On wheel-mounted cranes, ((teads—must-nette 
Hfted)) you must not lift loads over the front area, except as 
permitted by the crane manufacturer. 

(3) Rolling outriggers. Mobile cranes using rolling out- 
riggers must use load charts from the crane manufacturer or 
an RPE that specifically address this configuration. If the 
crane manufacturer does not address the use of rolling outrig- 
gers while some of the crane's weight is on its wheels, then 
the user must use the "on rubber" chart. 

(4) While in transit, you_must exercise the following 
additional precautions ((must-be-exercised)): 

(a) The boom should be carried in line with the direction 
of motion. 

(b) You must secure the superstructure ((must—be 
seeuted)) against rotation (or the boom placed in a boom rack 
mounted on the carrier), except when negotiating turns when 
there is an operator in the cab or the boom is supported on a 
dolly. 

(5) You must travel a crane with or without a load ((must 
be-traveled)) in the configuration recommended by the crane 
manufacturer. In the event a configuration is not specified, 
then you must not attempt travel ((mustnetbeattempted)) 
with the boom so high that it may bounce back over the cab. 

(6) When rotating the crane, you must avoid sudden 
starts and stops ((mustbe-aveided)). Rotational speed must 
be such that the load does not swing out beyond the radius at 
which it can be controlled. You must use a tag or restraint line 
((mustbeused)) when rotation of the load is hazardous. 

(7) ((Cranes-must net be-eperated)) You must not oper- 
ate cranes without the ballast or counterweight being in place 
as specified by the crane manufacturer. Under specific condi- 
tions, such as during crane assembly or unusual boom config- 
urations, you must adhere to the crane manufacturer's recom- 
mendations for the amount of ballast or counterweight ((must 
be-adheredte)). 

(8) You must level the crane ((amastbeteveled)) per the 
crane manufacturer's recommendation; in the event that these 
recommendations are not available you must follow an RPE's 
recommendation ((must-be-foHowed)). 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-53815 Articulating boom cranes— 
Operations. (1) The operator must not engage in any practice 
that diverts their attention while actually engaged in operat- 
ing the crane. 
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(2) Stabilizers/outriggers must be visible to the operator 
or to a signal person during extension or setting. 

(3) When the crane is equipped with stabilizers/outrig- 
gers, they must be extended and set per manufacturer's rec- 
ommendations. When applicable, cribbing under the stabiliz- 
ers/outriggers must meet the following requirements: 

(a) Strong enough to prevent crushing; 

(b) Of such thickness, width, and length as to completely 
support the pad. 

(4) Crane supports for individual stabilizer/outrigger 
pads must be level to the manufacturer's specifications or 
those of a qualified person. Supports may be timbers, crib- 
bing, or other structural members to distribute the load so as 
not to exceed the allowable bearing capacity of the underly- 
ing material. 

(5) In transit the boom must be carried in stowed posi- 
tion, as recommended by the manufacturer. 

(6) The crane must not travel with a load on the hook 
unless allowed by the manufacturer. 

(7) You must not use articulating boom cranes ((mustret 
be-used)) with suspended work platforms (baskets). 

(8) The use of attached work platforms to the boom must 
be approved by the crane manufacturer. 


Note: Requirements for personnel lifting are located in WAC 296- 
155-547. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-53900 Tower cranes—General. (1) 
This section contains supplemental requirements for tower 
cranes; all sections of this part apply to tower cranes unless 
specified otherwise. In addition, the requirements in WAC 
296-155-53402 apply unless otherwise specified, except that 
the term "assembly/disassembly" is replaced by "erecting, 
climbing and dismantling," and the term "disassembly" is 
replaced by "dismantling." 

(2) All tower cranes in use must meet the applicable 
requirements for design, construction, installation, testing, 
maintenance, inspection, and operation as prescribed by the 
manufacturer. If the manufacturer's recommendations are not 
available, follow the requirements in ASME B30.3-2009. It is 
not the intent of this rule to require retrofitting of existing 
cranes. However, when an item is being modified, its perfor- 
mance needs to be reviewed by a qualified person and com- 
pared to the applicable sections of this rule. For modification 
requirements see WAC 296-155-53400 (58) and (59). For 
cranes manufactured prior to the effective date of this rule the 
design and construction criteria must meet at a minimum, 
ASME B30.3-1990. 

(3) You must follow the manufacturer's recommenda- 
tions ((atast-befeHewed)) when installing, erecting, and dis- 
mantling tower cranes. If the manufacturer's recommenda- 
tions are not available, follow the requirements in ASME 
B30.3-2009. 

(4) When cranes are erected/dismantled, written instruc- 
tions by the manufacturer or qualified person and a list of the 
weights of each subassembly to be erected/dismantled must 
be at the site. 
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(5) A qualified person must supervise the erection, jump- 
ing and dismantling of the crane. 

(6) ((Preceduresmust-be-established)) You must estab- 
lish procedures before beginning crane erection/dismantling 
work to implement the instructions and adapt them to the par- 
ticular needs of the site. 

(7) Tower cranes and tower crane assembly parts/com- 
ponents must be inspected by an accredited certifier, prior to 
assembly, following erection of the tower crane, after each 
climbing operation, or reconfiguring the boom, jib, or 
counterjib, before placing the crane in service. (See WAC 
296-155-53206.) ((Onby)) You must only use inspected and 
preapproved components ((mustbewsed)) in the assembly of 
a tower crane. 

(8) ((Fewermasts—mustbe—ereeted)) You must erect 
tower masts plumb to a tolerance of 1:500 (approximately 
one inch in ((ferty)) 40 feet) unless the manufacturer speci- 
fies otherwise and verified by a qualified person. 

(9) You must install cranes that are required to weather- 
vane when out-of-service ((atast-beinstaHed)) with clearance 
for the boom (jib) and the superstructure to swing through a 
full ((three-heundred-sixty)) 360 degree arc. You must main- 
tain clearances recommended by the crane manufacturer 
((paust-be-maintained)) between other weathervaning cranes 
and fixed objects. 

(10) When the crane is out of operation, the jib or boom 
must be pointed downwind and the slewing brake must be 
released so as to permit the jib or boom to weathervane, pro- 
vided the jib or boom has a clear ((three-hundred-sixty)) 360 
degree rotation. 

(11) When the crane is out of operation and a ((three 
hundred-sixty)) 360 degree rotation is not feasible, ((the 
empteyer)) you must follow the manufacturer's or RPE's 
written procedures for restraining the jib or boom from rota- 
tion. 

(12) Foundations and structural supports. Tower crane 
foundations and structural supports (including both the por- 
tions of the structure used for support and the means of 
attachment) must be designed by the manufacturer or a regis- 
tered professional engineer. 

(13) Prior to erecting a tower crane on a nonstandard 
tower crane base/structural support, ((the-empleyer)) you 
must ensure that the engineering configuration of this 
base/structural support has been reviewed and acknowledged 
as acceptable by an independent registered professional 
structural engineer (RPSE), licensed under chapter 18.43 
RCW. 

(14) An RPSE must certify that the crane foundation, 
structural supports and underlying soil provide adequate sup- 
port for the tower crane with its applied torsional and over- 
turning moments and the horizontal and vertical forces. 

(15) The controlling entity that installed the tower crane 
foundations and structural supports must provide a written 
statement/documentation to the A/D director stating that they 
were installed in accordance with their design and require- 
ments the RPE, and the engineer of record if applicable. 

(16) You must consult the engineer of record ((mustbe 
eonsulted)) to verify that the host structure is capable of 
safely resisting the applied crane forces, if this engineer is not 
available an RSPE must perform this verification. When 
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inside climbing cranes are used, the integrity of the host 
structure must be reviewed and approved by an RPSE, for the 
effects of the crane, load, and wind forces at each level of the 
structure. 

(17) Prior to installing a tower crane that will be attached 
to an existing building, new construction, or structure, an 
RPSE must certify that the structural attachment to the build- 
ing is designed to withstand the torsional and overturning 
moments and the horizontal and vertical forces created by the 
crane to be installed. 

(18) The assembly/disassembly director must address 
backward stability before slewing, traveling or freestanding 
tower cranes on ballasted bases. 

(19) The top of the support/foundation must be accessi- 
ble and free of debris, materials and standing water. No mate- 
rials can be stored on the support unless approved by a quali- 
fied person. Tower crane's foundation and fasteners must 
remain accessible and visible for inspection at all times. 

(20) You must not climb tower cranes ((must-not-be 
elimbed)) in concrete structures until the concrete at the lev- 
els at which horizontal and vertical supports are to be placed 
has reached sufficient strength to resist the crane reactions. It 
may be necessary to test concrete cylinders or cores or to use 
on-site testing techniques for this purpose. 

(21) Climbing jack systems used for raising a tower 
crane must be equipped with over-pressure relief valves, 
direct-reading pressure gauges, and pilot-operated hydraulic 
check valves installed in a manner which will prevent the 
jack from retracting should a hydraulic line or fitting rupture 
or fail. 

(22) Before climbing or erecting/dismantling, you must 
balance cranes ((mustbe-balanced)) in accordance with the 
manufacturer's or a qualified person's instructions. If no such 
limit has been set, wind velocity must not exceed the limit set 
by the manufacturer, or ((tweaty)) 20 miles per hour as indi- 
cated by a wind velocity device mounted near the top of the 
crane. The crane operator must be present during climbing or 
erecting/dismantling operations. 

(23) You must not commence climbing operations 
((paustnetbecommenced)) until all crane support provisions 
at the new support level are in place as per the manufacturer's 
recommendations or as specified by an RPSE. 

(24) Crane superstructures and counterjibs (counter- 
weight jib) must be arranged to receive counterweights, made 
in accordance with the manufacturer's specifications for the 
specified jib or boom length, and to hold them in position. 
((Meanssmust be-previded)) You must provide means to 
guard against shifting or dislodgement during crane opera- 
tion. Manufacturer's specified counterweight weights are not 
to be exceeded. 

(25) Moveable counterweights, if provided, must either 
move automatically or must be equipped with a position indi- 
cator with read out at the operator's station(s). 

(26) When counterweight position is controlled by wire 
ropes, ((meansmust-be-previded)) you must provide means 
to prevent uncontrolled movement in the event of wire rope 
or wire rope termination failure. 

(27) When counterweight position is controlled by wire 
ropes and/or linkages between the counterweight and the 


boom, ((previsienmustbe-made)) you must make provisions 
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to avert structural damage if the boom is moved beyond its 
normal limits. 

(28) For cranes utilizing ballast, bases must include pro- 
visions to support and position the ballast. (Means-mustbe 
previded)) You must provide means to guard against shifting 
or dislodgement of ballast during crane operation. 

(29) All electrical equipment must be properly grounded 
and protection must be provided against lightning per the 
manufacturer's recommendation or if not available, a regis- 
tered professional electrical engineer. 

(30) Each electrically powered crane must have a main 
disconnect switch at or near the initial base of the crane. This 
switch must have provisions for locking in the "off" position. 

(31) ((E}eettteat)) You must guard or locate equipment 
((mustbe)) so ((lecated-or-guarded)) that live parts are not 
exposed to inadvertent contact by personnel and equipment 
under normal operating conditions. 

(32) You must protect electrical equipment ((mustbe 
pretected)) from dirt, grease, oil, and moisture. Fixtures, wir- 
ing, and connections exposed to the weather must be of 
weather resistant type. 

(33) Wiring must conform to the provisions of ANSI/ 
NFPA 70 for temporary wiring. Motors, controls, switches, 
and other electrical equipment must meet the applicable 
requirements of ANSI/NFPA 70. Hoists, slewing, trolley, and 
travel controllers must conform to ISO 7752-1, 2010. 

(34) ((Previsions-mustbe-made)) You must make provi- 
sions to guard against reversing of each motor due to reversed 
phase connections. 

(35) Electrical circuits between the fixed and rotating 
portions of the crane must pass through a slip ring assembly 
that will permit continuous rotation of the upper crane struc- 
ture in either direction, unless other means are provided to 
prevent damage to the electrical conductors. 

(36) Individual overload protection must be provided for 
each motor. 

(37) Crane trucks must be fitted with sweeps extending 
below the top of the rail, unless the construction of the rail 
foundation prohibits such extension, and placed in front of 
the leading wheels in either direction. Truck wheels/bogies 
must be guarded. 

(38) ((A-means-must-be-provided)) You must provide a 
means to limit the drop of truck frames in case of wheel or 
axle breakage to a distance that will not cause a crane to over- 
turn. 

(39) Multiple tower crane job sites. On job sites where 
more than one tower crane is installed, you must locate the 
cranes ((mustbeteeated)) such that no crane may come in 
contact with the structure of another crane. Crane's jibs or 
booms are permitted to pass over one another. 

(40) You must position tower cranes, in service, ((muast 
be-pesitiened)) whereby they can slew ((three-hundred-sixty)) 
360 degrees without either the counterjib or jib/boom striking 
any building, structure, or other object, unless: 

(a) Suitable anticollision devices are installed which will 
prohibit contact with such objects or; 

(b) Direct voice communications are established 
between any operator of the tower crane(s) involved and a 
signal person so stationed where the boom and/or counter- 
weight movement, and the object with which it may contact 
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can be observed so that the operator(s) can be warned of 
imminent danger. 

(i) You must establish a secondary means of positive 
communications ((mustbe-established)) as a back-up for pos- 
sible direct voice communication failure. 

(ii) Radio communication systems without tone coded 
squelch are prohibited. You must not use citizens band radios 
((paustnetbeused)) as a means of communications for tower 
cranes. 

(41) Limit switches must be installed and you must ((be 
kept)) keep them properly adjusted. ((Fhey-mustbe-protected 
eriselated)) You must protect or isolate them in a manner 
which will prevent unauthorized tampering. Limit switches 
must provide the following functions: 

(a) Limit the travel of the trolley to prevent it from hit- 
ting the outer end of the jib. 

(b) Limit the upward travel of the load block to prevent 
two-blocking. 

(c) Lower over travel limiting devices must be provided 
for all load hoists where the hook area is not visible to the 
operator. 

(d) In the absence of the crane manufacturer's specifica- 
tions, limit the load being lifted in a manner whereby no more 
than ((ene-hundredten-percent)) 110% of the maximum rated 
load can be lifted or moved. 

(e) Cranes mounted on rail tracks must be equipped with 
limit switches limiting the travel of the crane on the track and 
stops or buffers at each end of the tracks. 

(42) All tower cranes manufactured after July 27, 2010, 
must be equipped with a safety device (also referred to as a 
limit device) that provides deceleration before the top posi- 
tion of the crane hook is reached. 

(43) The load must be free when lifted; it must not be 
caught on nor attached to other objects. You must limit side 
loading of jibs ((mustbetimited)) to freely suspended loads. 
((Granes)) You must not ((be+sed)) use cranes for dragging 
loads. 

(44) When the operator may be exposed to the hazard of 
falling objects, the tower crane cab and/or remote control sta- 
tion must have adequate overhead protection. 

(45) You must provide a safe means ((mustbe—pre- 
vided)) for access to the tower, operator's cab and machinery 
platform. 

(46) When necessary for inspection or maintenance pur- 
poses, you must provide ladders, walkways with railing or 
other devices ((mustbe-provided)). 

(47) All crane brakes must automatically set in event of 
power failure. Slewing brakes must also function in this man- 
ner or be capable of being set manually. 

(48) Each tower crane must be provided with a slewing 
brake capable of holding in both directions preventing the 
superstructure from rotating during operation and must be 
capable of being set in the holding position and remaining so 
without further action on the part of the operator. 

(49) The trolley must be provided with an operating 
brake capable of stopping the trolley in either direction. The 
system must include a means for holding the trolley without 
further action on the part of the operator, and must engage 
automatically if power or pressure to the brake is lost. 
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(50) In addition to the operating brake, the trolley must 
be equipped with an automatic braking device capable of 
stopping trolley in either direction in the event of trolley drive 
rope breakage, if such ropes are used. 

(51) The body or frame of the trolley must be fitted with 
a means to restrain the trolley from becoming detached from 
its guide rail(s) in the event of trolley wheel or axle breakage 
or side loading. 

(52) The jib point sheave, if provided, must have at least 
one broad stripe of bright, contrasting color painted on each 
side so it can be determined whether or not the sheave is turn- 
ing. 

(53) You must protect employees required to perform 
duties on the boom/jib of tower cranes (( 
against falling in accordance with Part C-1 of this chapter. 

(54) An audible signal must automatically sound when- 
ever the crane travels in order to warn persons in the vicinity. 

(55) You must mount a wind velocity indicating device 
((paust-be-meunted)) at or near the top of the crane. You must 
provide a velocity readout ((must-be-previded)) at the opera- 
tor's station in the cab, and a visible or audible alarm must be 
triggered in the cab and at remote control stations when a pre- 
set wind velocity has been exceeded. 

(56) When the wind velocity indicating device is not 
functioning, crane operations may continue if another crane 
on the site is equipped with a functioning wind velocity indi- 
cator or if a qualified person determines that ambient wind 
velocity is within permitted limits. 

(57) You must provide indicating devices ((mustbe-pre- 
vided)) to: 

(a) Display the magnitude of the load on the hook; 

(b) Display the boom angle or operating radius, as appro- 
priate. On hammerhead booms (jibs), radius indication may 
be by means of flags or markers along the length of the boom 
(jib) so as to be visible to the operator; 

(c) Display ambient wind velocity. 

(58) You must provide a limiting device((s-mustbe-pre- 
vided)) to: 

(a) Decelerate the trolley travel at both ends of the jib 
prior to the final limit activation; 

(b) Decelerate the luffing boom travel at upper and lower 
ends prior to final limit activation; 

(c) Limit trolley travel at both ends of the jib; 

(d) Stop boom luffing at lower and upper limits of boom 
movement; 

(e) Decelerate the hoist up hook travel prior to final limit 
activation; 

(f) Stop load block upper motion before two-blocking 
occurs; 

(g) Stop load block downward motion to prevent the last 
two wraps of wire rope from spooling off the hoist drum; 

(h) Limit crane travel at both ends of the runway tracks; 

(i) Limit lifted load; 

(j) Limit operating radius in accordance with lifted load, 
i.e., limit movement; and 

(k) Limit pressures in hydraulic or pneumatic circuits. 

(59) You must lock or seal load limiting devices and 
acceleration/deceleration limiters ((mustbeteeked er 
seated)) when provided with a method to inhibit tampering 
and unauthorized adjustment. 
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(60) Safety devices. 

(a) The following safety devices are required on all 
tower cranes unless otherwise specified: 

(i) Boom stops on luffing boom type tower cranes; 

(ii) Jib stops on luffing boom type tower cranes if 
equipped with a jib attachment; 

(iii) Travel rail end stops at both ends of travel rail; 

(iv) Travel rail clamps on all travel bogies; 

(v) Integrally mounted check valves on all load support- 
ing hydraulic cylinders; 

(vi) Hydraulic system pressure limiting device; 

(vii) The following brakes, which must automatically set 
in the event of pressure loss or power failure, are required: 

(A) A hoist brake on all hoists; 

(B) Slewing brake; 

(C) Trolley brake; 

(D) Rail travel brake. 

(viii) Deadman control or forced neutral return control 
(hand) levers; 

(ix) Emergency stop switch at the operator's station; 

(x) Trolley end stops must be provided at both ends of 
travel of the trolley. 

(b) Proper operation required. ((Operatiens)) You must 
not begin operations unless the devices listed in this subsec- 
tion are in proper working order. If a device stops working 
properly during operations, the operator must safely stop 
operations. You must take the crane ((mustbe+aken)) out of 
service, and you must not resume operations ((mustnet 
resume)) until the device is again working properly. You 
must not use alternative measures ((are-net-permitted tobe 
used)). 

(61) Operational aids. 

(a) The devices listed in this subsection (operational 
aids) are required on all tower cranes covered by this part, 
unless otherwise specified. 

(b) You must not begin crane operations ((mustnet 
begin)) unless the operational aids are in proper working 
order, except where ((the-empleyer)) you meet((s)) the spec- 
ified temporary alternative measures. You must follow more 
protective alternative measures, if any are specified by the 
tower crane manufacturer((;+fanymust be foHowed)). 

(c) When operational aids are inoperative or malfunc- 
tioning, you must follow the crane and/or device manufac- 
turer's recommendations for operation or shutdown of the 
crane ((mustbefeHewed)) until the problems are corrected. 
Without such recommendations and any prohibitions from 
the manufacturer against further operation, the following 
requirements apply: 


Note: If a replacement part is no longer available, the use of a substi- 
tute device that performs the same type of function is permitted 
and is not considered a modification under WAC 296-155- 
53400 (58) and (59). 


(i) You must accomplish recalibration or repair of the 
operational aid ((must-be-accomplished)) as soon as is rea- 
sonably possible, as determined by a qualified person. 

(11) Trolley travel limiting device. The travel of the trol- 
ley must be restricted at both ends of the jib by a trolley travel 
limiting device to prevent the trolley from running into the 
trolley end stops. Temporary alternative measures: 
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(A) Option A. You must mark the trolley rope ((mustbe 
maarked)) (so it can be seen by the operator) at a point that will 
give the operator sufficient time to stop the trolley prior to the 
end stops. 

(B) Option B. You must use a spotter who is in direct 
communication with the operator ((mustbe-ased)) when 
operations are conducted within ((ten)) 10 feet of the outer or 
inner trolley end stops. 

(iii) Boom hoist limiting device. You must limit the 
range of the boom ((Mmust-betimited)) at the minimum and 
maximum radius. Temporary alternative measures: Clearly 
mark the hoist rope (so it can be seen by the operator) at a 
point that will give the operator sufficient time to stop the 
boom hoist within the minimum and maximum boom radius, 
or use a spotter who is in direct communication with the oper- 
ator to inform the operator when this point is reached. 

(iv) Anti two-blocking device. The tower crane must be 
equipped with a device which automatically prevents damage 
from contact between the load block, overhaul ball, or similar 
component, and the boom tip (or fixed upper block or similar 
component). The device(s) must prevent such damage at all 
points where two-blocking could occur. Temporary alterna- 
tive measures: Clearly mark the hoist rope (so it can be seen 
by the operator) at a point that will give the operator suffi- 
cient time to stop the hoist to prevent two-blocking, or use a 
spotter who is in direct communication with the operator to 
inform the operator when this point is reached. 


Note: This temporary alternative measure cannot be used if lifting 
personnel in a suspended platform. 


(v) Hoist drum lower limiting device. Tower cranes 
manufactured after the effective date of this section must be 
equipped with a device that prevents the last two wraps of 
hoist cable from being spooled off the drum. Temporary 
alternative measures: Mark the hoist rope (so it can be seen 
by the operator) at a point that will give the operator suffi- 
cient time to stop the hoist prior to last two wraps of hoist 
cable being spooled off the drum, or use a spotter who is in 
direct communication with the operator to inform the opera- 
tor when this point is reached. 

(vi) Load moment limiting device. The tower crane 
must have a device that prevents moment overloading. Tem- 
porary alternative measures: You must use a radius indicating 
device ((mustbe-used)) (if the tower crane is not equipped 
with a radius indicating device, you must measure the radius 
((prast-be-measured)) to ensure the load is within the rated 
capacity of the crane). In addition, the weight of the load 
must be determined from a reliable source (such as the load's 
manufacturer), by a reliable calculation method (such as cal- 
culating a steel beam from measured dimensions and a 
known per foot weight), or by other equally reliable means. 
You must provide this information ((mustbe-previded)) to 
the operator prior to the lift. 

(vii) Hoist line pull limiting device. You must limit the 
capacity of the hoist ((mustbetmited)) to prevent overload- 
ing, including each individual gear ratio if equipped with a 
multiple speed hoist transmission. Temporary alternative 
measures: The operator must ensure that the weight of the 
load does not exceed the capacity of the hoist (including for 
each individual gear ratio if equipped with a multiple speed 
hoist transmission). 
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(viii) Rail travel limiting device. You must limit the 
travel distance in each direction ((mustbetimited)) to pre- 
vent the travel bogies from running into the end stops or buf- 
fers. Temporary alternative measures: You must use a spotter 
who is in direct communication with the operator ((mustbe 
used)) when operations are conducted within ((ten)) 10 feet 
of either end of the travel rail end stops; the spotter must 
inform the operator of the distance of the travel bogies from 
the end stops or buffers. 

(ix) Boom hoist drum positive locking device and con- 
trol. The boom hoist drum must be equipped with a control 
that will enable the operator to positively lock the boom hoist 
drum from the cab. Temporary alternative measures: You 
must manually set the device ((must-be+manually-set)) when 
required if an electric, hydraulic or automatic type is not 
functioning. 

(x) Boom angle or hook radius indicator. 

(A) Luffing boom tower cranes must have a boom angle 
indicator readable from the operator's station. 

(B) Hammerhead tower cranes manufactured after the 
effective date of this section must have a hook radius indica- 
tor readable from the operator's station. Temporary alterna- 
tive measures: You must determine hook radii or boom angle 
((paust-be-determined)) by measuring the hook radii or boom 
angle with a measuring device. 

(xi) Trolley travel deceleration device. You must auto- 
matically reduce the trolley speed (must be-automatically 
reduced)) prior to the trolley reaching the end limit in both 
directions. Temporary alternative measures: ((Fhe 
erpleyer)) You must post a notice in the cab of the crane 
notifying the operator that the trolley travel deceleration 
device is malfunctioning and instructing the operator to take 
special care to reduce the trolley speed when approaching the 
trolley end limits. 

(xii) Boom hoist deceleration device. You must auto- 
matically reduce the boom speed (must be-automatically 
reduced)) prior to the boom reaching the minimum or maxi- 
mum radius limit. Temporary alternative measures: ((Fhe 
empleyer)) You must post a notice in the cab of the crane 
notifying the operator that the boom hoist deceleration device 
is malfunctioning and instructing the operator to take special 
care to reduce the boom speed when approaching the boom 
maximum or minimum end limits. 

(xiii) Load hoist deceleration device. You must auto- 


matically reduce the load speed ((mustbe-autematicaly 
reduced)) prior to the hoist reaching the upper limit. Tempo- 


rary alternative measures: ((Fhe-empleyer)) You must post a 
notice in the cab of the crane notifying the operator that the 
load hoist deceleration device is malfunctioning and instruct- 
ing the operator to take special care to reduce the hoist speed 
when approaching the upper limit. 

(xiv) Wind speed indicator. You must provide a device 
((muastbe-provided)) to display the wind speed and it must be 
mounted at or near the top of the crane structure. Temporary 
alternative measures: Use of wind speed information from a 
properly functioning indicating device on another tower 
crane on the same site, or a qualified person estimates the 
wind speed. 

(xv) Load indicating device. Cranes manufactured after 
the effective date of this section, must have a device that dis- 
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plays the magnitude of the load on the hook. Displays that are 
part of load moment limiting devices that display the load on 
the hook meet this requirement. Temporary alternative mea- 
sures: The weight of the load must be determined from a reli- 
able source (such as the load's manufacturer), by a reliable 
calculation method (such as calculating a steel beam from 
measured dimensions and a known per foot weight), or by 
other equally reliable means. You must provide this informa- 
tion ((arast-be-previded)) to the operator prior to the lift. 

(62) You must not install advertising signs or similar 
panels ((mustnetbenstaHed)) on the crane or tower unless 
size, design, and positioning satisfy the manufacturer's rec- 
ommendations, in the absence of the manufacturer's recom- 
mendations, you must obtain an RPE's written approval 
((mustbe-obtained)). 

(63) For night operations, lighting must be adequate to 
illuminate the working areas while not interfering with the 
operator's vision. 

(64) All welding procedures and welding operator quali- 
fications for use in repair or alteration of load sustaining 
members must be in accordance with ANSI/AWS D14.3 or 
ANSI/AWS D1.1. Where special steels or other materials are 
used, the manufacturer or a qualified person must provide 
welding procedure instructions. The type of metal used for 
load sustaining members must be identified by the manufac- 
turer. In the absence of the manufacturer you must use an 
RPSE ((mustbeused)). 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-53915 Tower cranes—Operations. (1) 
The operator must not engage in any practice that diverts 
their attention while actually engaged in operating the crane. 

(2) The operator must do the following before leaving 
the crane unattended: 

(a) Set down the load, rigging gear, bucket, lifting mag- 
net, or other devices. 

(b) Position trolley in accordance with the manufac- 
turer's recommendations unless the site specific application 
drawing requires a different position. 

(c) Leave the superstructure free to weathervane unless 
provisions for nonweathervaning have been specified by the 
manufacturer or by a qualified person. 

(d) Disconnect power to operating controls or disengage 
the master clutch, as applicable. 

(e) Place all controls in the "off" or "neutral" position. 

(f) Secure the crane against accidental travel. 

(g) Stop the internal combustion engine, when provided. 


Exemption: 


If crane operation is frequently interrupted during a shift, 
the crane may remain running while the operator remains 
on the crane superstructure. 


(h) Restrain the crane from travel with rail clamps, or 
other means provided, when a wind alarm is given or on leav- 
ing the crane overnight. 

Note: Additional information relating to cranes being unattended are 
located in WAC 296-155-53400(52) of this part. 


(3) If power fails during operation, the operator must: 
(a) Set trolley, hoist, and travel brakes and locking 
devices, as applicable; 
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(b) Move all clutch or other power controls to the "off" 
or "neutral" position; 

(c) If practical, you must land the suspended load ((must 
betanded)) under brake control. 

(4) ((Cranes-must netbe-chmbed)) You must not climb 
cranes to a new operating level nor ((eperated)) operate them 
when wind speeds exceed the maximum velocity recom- 
mended by the manufacturer. Where the manufacturer does 
not specify this information, an RPE must determine the 
maximum allowable wind velocity. Climbing operations are 
not allowed until tie-ins at the new support level as specified 
by a qualified person are in place. 

(5) Prior to daily operation, you must check operator aids 
((mustbeæeheeked)) to determine if they are working properly 
as required in WAC 296-155-53405 and 296-155-53905. 

(6) During adverse weather conditions which reduce vis- 
ibility, you must perform operations ((mustbe-perfermed)) 
according to the manufacturer's specifications, when not 
available in accordance with an RPE's written instructions. 

(7) You must not lower the load ((mustnet-betowered)) 
below the point where less than two full wraps of rope remain 
on the drum. 

(8) When slewing the boom (jib), trolleying a load, or 
traveling the crane, you must avoid sudden starts and stops 
((paust-be-aveided)). Slew and travel speeds must be such that 
the load does not swing out beyond the radius at which it can 
be controlled. You must use a tag or restraint line ((mustbe 
used)) when swinging of the load is hazardous. 

(9) ((Cranes-must net be-eperated)) You must not oper- 
ate cranes without the ballast or counterweight in place as 
specified by the manufacturer. Under specific conditions, 
such as during crane assembly or disassembly, you must 
adhere to the manufacturer's recommendations for the 
amount of partial ballast or counterweight ((must-be-adhered 
te-Fhe)). You must not exceed the maximum ballast or coun- 
terweight approved by the manufacturer or an RPE for use on 
a given crane ((mustnetbe-exceeded)). 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-54100 Self-erecting tower cranes— 
General. (1) All self-erecting tower cranes in use must meet 
the applicable requirements for design, construction, installa- 
tion, testing, maintenance, inspection, and operation as pre- 
scribed by the manufacturer. For modification requirements 
see WAC 296-155-53400 (58) and (59). 

(2) In addition to the requirements in WAC 296-155- 
53402(6), employees must not be in or under the tower, jib, or 
rotating portion of the crane during erecting, climbing and 
dismantling operations until the crane is secured in a locked 
position and the competent person in charge indicates it is 
safe to enter this area, unless the manufacturer's instructions 
direct otherwise and only the necessary personnel are permit- 
ted in this area. 

(3) When cranes are erected, reconfigured, or disman- 
tled, you must follow written instructions by the manufac- 
turer ((mustbefolewed)). If circumstances do not permit the 
normal manufacturer's written instructions from being fol- 
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lowed, you must follow alternative written instructions from 
the manufacturer or an RPE ((must-befeHowed)). 

(4) You must perform erection, reconfiguration, and dis- 
mantling ((mustbe-perfermed)) under the supervision of a 
qualified person. 

(5) You must carefully assess the area in which a crane is 
to be set up ((amast-be-carefully-assessed)) to ensure that it is 
suitable before the crane is taken to site and put into service. 
The area chosen must be of a sufficient size to enable the 
crane to be maneuvered into position, set up, operated and 
dismantled, with sufficient clearances between the crane and 
surrounding structures, as detailed by application drawings 
and in the manufacturer's operation and instruction manual. 

(6) When setting up a crane, ((eare-must-betaken)) you 
must take care to ensure that the crane will not contact or 
approach overhead hazards such as power lines, communica- 
tions cables or overhead structures. 

(7) The assembly/disassembly director must address 
backward stability before slewing self-erecting tower cranes. 

(8) Crane supports for individual outrigger pads must be 
level to the manufacturer's specifications or those of a quali- 
fied person. Supports may be timbers, cribbing, or other 
structural members to distribute the load so as not to exceed 
the allowable bearing capacity of the underlying material. 

(9) All load bearing foundations, supports, and rail tracks 
must be constructed or installed to support the crane loads 
and to transmit them to the soil or other support medium. In 
addition to supporting vertical load, foundations and sup- 
ports, rail supports excepted, must be designed to provide a 
moment resisting overturning equal to a minimum of ((ene 
hundred fifty_percent)) 150% of the maximum crane over- 
turning moment. This requirement may be met by means of 
structural anchors or ballast weights. 

(10) In addition to the requirements in WAC 296-155- 
53400 (36) and (37), a qualified person must ensure that the 
underlying soil is adequate support for the crane with its max- 
imum forces recommended by the manufacturer. 

(11) You must install cranes required to weathervane 
when out-of-service ((arast-beinstaHed)) with clearance for 
jib and superstructure to slew a full ((three-hundred-sixty)) 
360 degree arc unobstructed without encroaching any power 
line "Danger-Swing/Crush Zone." You must maintain clear- 
ances recommended by the crane manufacturer ((mustbe 
maintained)) between weathervaning cranes, fixed objects 
and other cranes. 

(12) When the crane is out of operation and a ((three 
hundred-sixty)) 360 degree rotation is not provided, follow 
the manufacturer's or RPE's written procedures. 

(13) You must not install advertising signs or similar 
panels ((mustnetbenstaHed)) on the crane or tower unless 
size, design, and positioning satisfy the manufacturer's rec- 
ommendations. In the absence of the manufacturer's recom- 
mendations, you must obtain an RPE's written approval 
((atust-be-obtained)). 

(14) Prior to installing a self-erecting tower crane on a 
building or structure you must consult the engineer of record 
((prust-be-consulted)) to verify that the host structure is capa- 
ble of safely resisting the applied crane forces, if this engi- 
neer is not available an RSPE must perform this verification. 
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(15) When cranes are erected and after each reconfigura- 
tion, before placing the crane in service, all functional 
motions, motion limiting devices, brakes, and you must test 
indicating devices ((must-be+tested)) for operation. 

(a) The order in which tests of a newly erected or recon- 
figured crane are to be performed is as follows: 

(1) Functional motion tests without load. Each test must 
include: 

(A) Load hoisting and lowering; 

(B) Jib elevating and lowering, or traversing the trolley; 

(C) Slew motion; 

(D) Brakes and clutches; 

(E) Operational aids and motion limiting devices; 

(F) Remote control, if provided. 

(ii) Functional load tests at rated load. Each test must 
include: 

(A) Load hoisting and lowering; 

(B) Jib elevating and lowering, or traversing the trolley; 

(C) Slew motion; 

(D) Brakes and clutches; 

(E) Operational aids and load limiting devices; 

(F) Remote control, if provided. 

(b) During the test, you must check the crane supports 
((paustbe-cheeked)). Any observed displacement is reason to 
suspend testing until an evaluation is made by a qualified per- 
son. 

(16) Conditions that adversely affect the crane at the 
time of erection, reconfiguration, or dismantling must be a 
limiting factor that could require suspending the operation. 
These conditions include but are not limited to: 

(a) Support conditions; 

(b) Wind velocity or gusting winds; 

(c) Heavy rain; 

(d) Fog; 

(e) Extreme cold or heat; 

(Ð Ice; 

(g) Artificial lighting. 

(17) For night operations, lighting must be adequate to 
illuminate the working areas while not interfering with the 
operator's vision. 

(18) For cranes utilizing ballast, bases must include pro- 
visions to support and position the ballast. (Means-mustbe 
previded)) You must provide means to guard against shifting 
or dislodgement during crane operation. 

(19) Superstructures must be arranged to receive coun- 
terweights, made in accordance with the crane manufacturer's 
specifications, and to hold them in position. ((Means-mustbe 
previded)) You must provide means to guard against shifting 
or dislodgement during crane operation. 

(20) Counterweights must be securely fastened in place 
and must be at the location and within the weight tolerance as 
recommended by the manufacturer. 

(21) Limiting devices must be provided to: 

(a) Decelerate the trolley and hoist hook prior to activat- 
ing the motion stop limit; 

(b) Limit trolley travel at both ends of the jib; 

(c) Limit jib telescoping at inner and outer position; 

(d) Stop load block upward motion before two-blocking 
occurs; 
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(e) Stop load block downward motion to prevent the last 
two wraps of wire rope from spooling off the hoist drum; 

(f) Limit crane travel at both ends of the runway tracks; 

(g) Limit lifted load; 

(h) Limit operating radius in accordance with lifted load, 
i.e., limit moment; and 

(i) Limit pressures in hydraulic or pneumatic circuits, 
i.e., pressure relief valves. 

(22) Load limiting devices and acceleration/deceleration 
limiters must be locked or sealed when provided with a 
method to inhibit tampering and unauthorized adjustment. 

(23) All crane brakes must automatically set in event of 
power failure. Slew brakes must also function in this manner 
or be capable of being set manually. 

(24) Each crane must be provided with a slewing brake 
capable of holding in both directions preventing the super- 
structure from rotating during operation and must be capable 
of being set in the holding position and remaining so without 
further action on the part of the operator. 

(25) The trolley must be provided with an operating 
brake capable of stopping the trolley in either direction. The 
system must include a means for holding the trolley without 
further action on the part of the operator, and must engage 
automatically if power or pressure to the brake is lost. 

(26) In addition to the operating brake, the trolley must 
be equipped with an automatic braking device capable of 
stopping the movement of the load trolley in the event of trol- 
ley drive rope breakage, if such ropes are used. 

(27) The body or frame of the trolley must be fitted with 
a means to restrain the trolley from becoming detached from 
its guide rail(s) in the event of trolley wheel or axle breakage 
or side loading. 

(28) All electrical equipment must be properly grounded 
and protection must be provided against lightning per the 
manufacturer's recommendations or if not available, a regis- 
tered professional electrical engineer. 

(29) Each electrically powered crane must have an over- 
current protected main disconnect switch mounted at or near 
the initial base of the crane. This switch must have provisions 
for locking in the off position. 

(30) You must locate or guard electrical equipment 
((paust-be-setecated or-guarded)) so that live parts are not 
exposed to inadvertent contact by personnel and equipment 
under normal operating conditions. 

(31) You must protect electrical equipment ((must-be 
preteeted)) from dirt, grease, oil, and moisture. Fixtures, wir- 
ing, and connections exposed to the weather must be of 
weather resistant type. 

(32) Wiring must conform to the provisions of ANSI/ 
NFPA 70 for temporary wiring. Motors, controls, switches, 
and other electrical equipment must meet the applicable 
requirements of ANSI/NFPA 70. Hoists, slewing, trolley, and 
travel controllers must conform to ISO 7752-1, 2010. 

(33) You must make provisions ((must-be—made)) to 
guard against any crane function operating in the opposite 
intended direction due to reversed phase connections. 

(34) Electrical circuits between the fixed and rotating 
portions of the crane must pass through a slip ring assembly 
that will permit continuous rotation of the upper crane struc- 
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ture in either direction unless other means are provided to 
prevent damage to the electrical conductors. 

(35) Individual overload protection must be provided for 
each motor. 

(36) For traveling cranes, both ends of all tracks must be 
provided with stops or buffers adjusted for simultaneous con- 
tact with both sides of the travel base. Stops attached to rails 
must be mounted not less than ((three)) 3 feet (1 m) inboard 
of the last rail support. Cranes must be equipped with means 
to prevent running into the buffers or stops while under 
power. 

(37) An audible signal device must be provided with the 
control located within reach of the operator. 

(38) An audible signal must automatically sound when- 
ever the crane travels in order to warn persons in the vicinity. 

(39) Bogies must be fitted with sweeps extending below 
the top of the rail, unless the construction of the rail founda- 
tion prohibits such extension, and placed in front of the lead- 
ing wheels in either direction. Bogie wheels must be guarded. 

(40) You must provide a means ((mustbe-provided)) to 
limit the drop of bogie frames in case of wheel or axle break- 
age to a distance that will not cause the crane to overturn. 

(41) You must mount a wind velocity indicating device 
((muastbemounted)) at or near the top of the crane. You must 
provide a velocity readout ((must-be-previded)) at the opera- 
tor's station or in the cab. Temporary alternative measures: 
Use of wind speed information from a properly functioning 
indicating device on another tower crane on the same site, or 
a qualified person estimates the wind speed. 

(42) Safety devices. 

(a) The following safety devices are required on all self- 
erecting tower cranes unless otherwise specified: 

(1) Boom stops on luffing boom type self-erecting tower 
cranes; 

(ii) Jib stops on luffing boom type self-erecting tower 
cranes if equipped with a jib attachment; 

(iii) Travel rail end stops at both ends of travel rail; 

(iv) Travel rail clamps on all travel bogies; 

(v) Integrally mounted check valves on all load support- 
ing hydraulic cylinders; 

(vi) Hydraulic system pressure limiting device; 

(vii) The following brakes, which must automatically set 
in the event of pressure loss or power failure, are required: 

(A) A hoist brake on all hoists; 

(B) Slewing brake; 

(C) Trolley brake; 

(D) Rail travel brake. 

(viii) Deadman control or forced neutral return control 
(hand) levers; 

(ix) Emergency stop switch at the operator's station; 

(x) Trolley end stops must be provided at both ends of 
travel of the trolley. 

(b) Proper operation required. ((QOperations)) You 
must not begin operations unless the devices listed in this 
subsection are in proper working order. If a device stops 
working properly during operations, the operator must safely 
stop operations. You must take the crane ((mmust-be+taken)) 
out of service, and you must not resume operations ((mustnet 
resume)) until the device is again working properly. Alterna- 
tive measures are not permitted to be used. 
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(43) Operational aids. 

(a) The devices listed in this subsection (operational 
aids) are required on all self-erecting tower cranes covered by 
this part, unless otherwise specified. 

(b) You must not begin crane operations ((mustnet 
begin)) unless the operational aids are in proper working 
order, except where the employer meets the specified tempo- 
rary alternative measures. ((Mere)) You must follow protec- 
tive alternative measures specified by the self-erecting tower 
crane manufacturer, if any((-mustbefelewed)). 

(c) When operational aids are inoperative or malfunc- 
tioning, you must follow the crane and/or device manufac- 
turer's recommendations for operation or shutdown of the 
crane ((must-be-feHewed)) until the problems are corrected. 
Without such recommendations and any prohibitions from 
the manufacturer against further operation, the following 
requirements apply: 

Note: 


If a replacement part is no longer available, the use of a substi- 
tute device that performs the same type of function is permitted 
and is not considered a modification under WAC 296-155- 
53400 (58) and (59). 


(i) You must accomplish recalibration or repair of the 
operational aid ((must-be-aceomplished)) as soon as is rea- 
sonably possible, as determined by a qualified person. 

(ii) Trolley travel limiting device. The travel of the trol- 
ley must be restricted at both ends of the jib by a trolley travel 
limiting device to prevent the trolley from running into the 
trolley end stops. Temporary alternative measures: 

(A) Option A. You must mark the trolley rope ((mustbe 
marked)) (so it can be seen by the operator) at a point that will 
give the operator sufficient time to stop the trolley prior to the 
end stops. 

(B) Option B. You must use a spotter who is in direct 
communication with the operator ((mustbe-ased)) when 
operations are conducted within ((ten)) 10 feet of the outer or 
inner trolley end stops. 

(iii) Boom hoist limiting device. You must limit the 
range of the boom ((must-betimited)) at the minimum and 
maximum radius. Temporary alternative measures: Clearly 
mark the hoist rope (so it can be seen by the operator) at a 
point that will give the operator sufficient time to stop the 
boom hoist within the minimum and maximum boom radius, 
or use a spotter who is in direct communication with the oper- 
ator to inform the operator when this point is reached. 

(iv) Anti two-blocking device. The self-erecting tower 
crane must be equipped with a device which automatically 
prevents damage from contact between the load block, over- 
haul ball, or similar component, and the boom tip (or fixed 
upper block or similar component). The device(s) must pre- 
vent such damage at all points where two-blocking could 
occur. Temporary alternative measures: Clearly mark the 
hoist rope (so it can be seen by the operator) at a point that 
will give the operator sufficient time to stop the hoist to pre- 
vent two-blocking, or use a spotter who is in direct communi- 
cation with the operator to inform the operator when this 
point is reached. 

Note: 


This temporary alternative measure cannot be used if lifting 
personnel in a suspended platform. 


(v) Hoist drum lower limiting device. Self-erecting 
tower cranes manufactured after the effective date of this sec- 
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tion must be equipped with a device that prevents the last two 
wraps of hoist cable from being spooled off the drum. Tem- 
porary alternative measures: Mark the hoist rope (so it can be 
seen by the operator) at a point that will give the operator suf- 
ficient time to stop the hoist prior to last two wraps of hoist 
cable being spooled off the drum, or use a spotter who is in 
direct communication with the operator to inform the opera- 
tor when this point is reached. 

(vi) Load moment limiting device. The self-erecting 
tower crane must have a device that prevents moment over- 
loading. Temporary alternative measures: You must use a 
radius indicating device ((must-be-ased)) (if the tower crane 
is not equipped with a radius indicating device, you must 
measure the radius ((arast-be-measured)) to ensure the load is 
within the rated capacity of the crane). In addition, the weight 
of the load must be determined from a reliable source (such 
as the load's manufacturer), by a reliable calculation method 
(such as calculating a steel beam from measured dimensions 
and a known per foot weight), or by other equally reliable 
means. You must provide this information ((mustbe-pre- 
vided)) to the operator prior to the lift. 

(vii) Hoist line pull limiting device. You must limit the 
capacity of the hoist ((mustbetimited)) to prevent overload- 
ing, including each individual gear ratio if equipped with a 
multiple speed hoist transmission. Temporary alternative 
measures: The operator must ensure that the weight of the 
load does not exceed the capacity of the hoist (including for 
each individual gear ratio if equipped with a multiple speed 
hoist transmission). 

(viii) Rail travel limiting device. You must limit the 
travel distance in each direction ((mrast-betmited)) to pre- 
vent the travel bogies from running into the end stops or buf- 
fers. Temporary alternative measures: You must use a spotter 
who is in direct communication with the operator ((mustbe 
used)) when operations are conducted within ((tem)) 10 feet 
of either end of the travel rail end stops; the spotter must 
inform the operator of the distance of the travel bogies from 
the end stops or buffers. 

(ix) Boom hoist drum positive locking device and con- 
trol. The boom hoist drum must be equipped with a control 
that will enable the operator to positively lock the boom hoist 
drum from the cab. Temporary alternative measures: You 
must manually set the device ((must-be-manuallyset)) when 
required if an electric, hydraulic or automatic type is not 
functioning. 

(x) Boom angle or hook radius indicator. 

(A) Luffing boom self-erecting tower cranes must have a 
boom angle indicator readable from the operator's station. 

(B) Self-erecting hammerhead cranes manufactured after 
the effective date of this section must have a hook radius indi- 
cator readable from the operator's station. Temporary alterna- 
tive measures: ((Heek)) You must determine the radii or 
boom angle ((mustbe-determined)) by measuring the hook 
radii or boom angle with a measuring device. 

(xi) Trolley travel deceleration device. You must auto- 
matically reduce the trolley speed ((mustbe-autematicaly 
reduced)) prior to the trolley reaching the end limit in both 
directions. Temporary alternative measures: ((Fhe 
empteyer)) You must post a notice in the cab of the crane 
notifying the operator that the trolley travel deceleration 
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device is malfunctioning and instructing the operator to take 
special care to reduce the trolley speed when approaching the 
trolley end limits. 

(xii) Boom hoist deceleration device. You must auto- 
matically reduce the boom speed (must be-automatically 
reduced)) prior to the boom reaching the minimum or maxi- 
mum radius limit. Temporary alternative measures: ((Fhe 
ermpleyer)) You must post a notice in the cab of the crane 
notifying the operator that the boom hoist deceleration device 
is malfunctioning and instructing the operator to take special 
care to reduce the boom speed when approaching the boom 
maximum or minimum end limits. 

(xiii) Load hoist deceleration device. You must auto- 


matically reduce the load speed ((mustbe-autematicaly 
reduced)) prior to the hoist reaching the upper limit. Tempo- 


rary alternative measures: ((Fhe-empleyer)) You must post a 
notice in the cab of the crane notifying the operator that the 
load hoist deceleration device is malfunctioning and instruct- 
ing the operator to take special care to reduce the hoist speed 
when approaching the upper limit. 

(xiv) Wind speed indicator. You must provide a device 
((mustbeprovided)) to display the wind speed and it must be 
mounted at or near the top of the crane structure. Temporary 
alternative measures: Use of wind speed information from a 
properly functioning indicating device on another crane on 
the same site, or a qualified person estimates the wind speed. 

(xv) Load indicating device. Cranes manufactured after 
the effective date of this section, must have a device that dis- 
plays the magnitude of the load on the hook. Displays that are 
part of load moment limiting devices that display the load on 
the hook meet this requirement. Temporary alternative mea- 
sures: You must determine the weight of the load ((mustbe 
determined)) from a reliable source (such as the load's manu- 
facturer), by a reliable calculation method (such as calculat- 
ing a steel beam from measured dimensions and a known per 
foot weight), or by other equally reliable means. You must 
provide this information ((mustbe-provided)) to the operator 
prior to the lift. 

(44) All welding procedures and welding operator quali- 
fications for use in repair or alteration of load sustaining 
members must be in accordance with ANSI/AWS D14.3 or 
ANSI/AWS D1.1. Where special steels or other materials are 
used, the manufacturer or a qualified person must provide 
welding procedure instructions. The type of metal used for 
load sustaining members must be identified by the manufac- 
turer. In the absence of the manufacturer you must use an 
RPSE ((mustbeused)). 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-54115 Self-erecting tower cranes— 
Operations. (1) The operator must not engage in any practice 
that diverts their attention while actually engaged in operat- 
ing the crane. 

(2) Before leaving the crane unattended the operator 
must: 

(a) Set down the load, rigging gear, bucket, lifting mag- 
net, or other devices; 

(b) Land any load suspended below the hook; 


Permanent 


Washington State Register, Issue 16-09 


(c) Put controls in the off or neutral position; 

(d) Set brakes and other locking devices; 

(e) Disengage the main control circuit; 

(f) Stop the engine: An exception to this may exist when 
crane operation is frequently interrupted during a shift and 
the operator must leave the crane. Under these circumstances, 
the engine may remain running and (a) through (e) of this 
subsection ((must)) apply. The operator must be situated 
where any entry to the crane can be observed. 

(g) Leave the superstructure free to weathervane unless 
provisions for nonweathervaning have been specified by the 
manufacturer or by a qualified person. 


Note: Additional information relating to cranes being unattended are 
located in WAC 296-155-53400(52) of this part. 


(3) If power fails during operation, the operator must: 

(a) Set all brakes and locking devices; 

(b) Move all clutch or other power controls to the "off" 
or "neutral" position; 

(c) If practical, the suspended load must be landed under 
brake control, according to the manufacturer's procedures. 

(4) The operator must be familiar with the crane and its 
proper care. If adjustments or repairs are necessary, the oper- 
ator must report the condition to the competent person. The 
next operator must be notified of the condition. 

(5) All controls must be tested by the operator at the start 
of a new shift, if possible. If any controls fail to operate prop- 


erly, ((they-mustbe-adjusted or repaired)) you must adjust or 


repair them before operations are initiated. 

(6) ((Cranes-must net be-eperated)) You must not oper- 
ate cranes when wind speeds exceed the maximum velocity 
recommended by the manufacturer. Where the manufacturer 
does not specify this information, an RPE must determine the 
maximum allowable velocity. 

(7) Prior to daily operation, you must check operator aids 
((mustbeæeheeked)) to determine if they are working properly 
as required in WAC 296-155-53405(3). 

(8) During adverse weather conditions which reduce vis- 
ibility, you must perform operations ((atastbe-perfermed)) in 
accordance with the manufacturer's specifications, when not 
available follow RPE's recommendations for reduced func- 
tion speeds and with signaling means appropriate to the situ- 
ation. 

(9) No less than two full wraps of rope must remain on 
the load hoist drum(s) at any time during operation. 

(10) When slewing the boom (jib), trolleying a load, or 
traveling the crane, you must avoid sudden starts and stops 
((paust-be-aveided)). Slew and travel speeds must be such that 
the load does not swing out beyond the radius at which it can 
be controlled. You must use a tag or restraint line ((mustbe 
used)) when uncontrolled rotation of the load is hazardous. 

(11) ((Granessmustnetbe-eperated)) You must not oper- 
ate cranes without the ballast or counterweight in place as 
specified by the manufacturer. Under specific conditions, 
such as during crane assembly or disassembly, you must 
adhere to the manufacturer's recommendations for the 
amount of partial ballast or counterweight ((mustbeadhered 
te-Fhe)). You must not exceed the maximum ballast or coun- 
terweight approved by the manufacturer for use on a given 
crane ((mustnotbeexeeeded)). 
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(12) The load must be free when lifted; it must not be 
caught on nor attached to other objects. Side loading of jibs 
must be limited to freely suspended loads. ((Cranes+must net 
bezused)) You must not use cranes for dragging loads. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-54200 Overhead/bridge and gantry 
cranes—General. (1) Permanently installed over- 
head/bridge and gantry cranes which are located in a manu- 
facturing facility or powerhouse must follow the require- 
ments of WAC 296-24-235 (General safety and health stan- 
dards), even when a construction activity is being performed. 
This requirement applies to overhead, bridge, gantry cranes, 
including semigantry, cantilever gantry, wall cranes, storage 
bridge cranes, and others having the same fundamental char- 
acteristics. 

(2) Overhead and gantry cranes that are not permanently 
installed must follow the applicable requirements in chapter 
296-155 WAC Part L. 

(3) Cranes included in this section must meet the appli- 
cable requirements for design, inspection, construction, test- 
ing, maintenance and operation as prescribed in: 

(a) ASME B30.2-2005, Safety Standard for Overhead 
and Gantry Cranes (Top Running Bridge, Single or Multiple 
Girder, Top Running Trolley Hoist). 

(b) ASME B30.11-2010, Safety Standards for Monorails 
and Underhung Cranes. 

(c) ASME B30.17-2006, Safety Standards for Overhead 
and Gantry Cranes (Top Running Bridge, Single Girder, 
Underhung Hoist). 

(d) It is not the intent of this rule to require retrofitting of 
existing cranes. However, when an item is being modified, its 
performance needs to be reviewed by a qualified person and 
compared to the applicable sections of this rule. For modifi- 
cation requirements see WAC 296-155-53400 (58) and (59). 
For cranes manufactured prior to the effective date of this 
rule the design and construction criteria must meet at a mini- 
mum, ASME B30.2.0-1990. 

(4) The rated load of the crane must be plainly marked on 
each side of the crane, and if the crane has more than one 
hoisting unit, each hoist must have its rated load marked on it 
or its load block, and this marking must be clearly legible 
from the ground or floor. 

(5) The crane or surrounding structure must be marked to 
provide operating directions that match and are visible from 
the crane's operating controls, i.e., north/south, east/west or 
forward/back, left/right. 

(6) Overhead and gantry cranes with bridge trucks must 
be equipped with sweeps which extend below the top of the 
rail and project in front of the truck wheels. 

(7) Except for floor-operated cranes, an effective warn- 
ing device must be provided for each crane equipped with a 
power traveling mechanism. 

(8) You must provide a wind-indicating device ((mustbe 
provided)) for all outdoor overhead and gantry cranes. The 
device must be mounted on the crane runway structure and 
must give a visible and audible alarm to the crane operator at 
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a predetermined wind velocity. A single wind-indicating 
device may serve as an alarm for more than one crane. 

(9) Electrical. 

(a) Wiring and equipment must comply with Article 610 
of ANSI/NFPA No. 70, National Electrical Code and chapter 
296-155 WAC Part I. 

(b) The control circuit voltage must not exceed 600 volts 
for AC or DC. 

(c) The voltage at pendant pushbuttons must not exceed 
150 volts for AC and 300 volts for DC. 

(d) Where multiple conductor cable is used with a sus- 
pended pushbutton station, the station must be supported in a 
manner that will protect the electrical conductors against 
strain. 

(e) You must construct pendant control stations ((must 
be-constructed)) to prevent electrical shock. The pushbutton 
enclosure must be at ground potential and marked for identi- 
fication of functions. 

(10) All welding procedures and welding operator quali- 
fications to be used on load sustaining members must be in 
accordance with ANSI/AWS D1.1, except as modified by 
ANSI/AWS D14.1. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-54215 Overhead/bridge and gantry 
cranes—Operations. (1) The operator must not engage in 
any practice that diverts their attention while actually 
engaged in operating the crane. 

(2) The operator must do the following before leaving a 
cab-operated crane or a cab-operated carrier unattended: 

(a) Remove any attached load and raise the hook to the 
highest allowable position. 

(b) Place controllers or master switches in the "off" posi- 
tion and deenergize the main switch (crane disconnect) of the 
specific crane. 


Note: Additional information relating to cranes being unattended is 
located in WAC 296-155-53400(52) of this part. 


(3) If power fails during operation, the operator must: 

(a) Move all clutch or other power controls to the "off" 
position; 

(b) Prior to reuse of the crane you must check operating 
motions ((maust-be-cheeked)) for proper direction. 

(4) The operator must be familiar with the crane and its 
proper care. If adjustments or repairs are necessary, the oper- 
ator must report the condition to the competent person. The 
next operator must be notified of the condition. 

(5) You must not lower the load ((mustnetbetowered)) 
below the point where less than two full wraps of wire rope 
remain on the drum. 

(6) When two or more cranes are used to lift a load, one 
qualified person must be in charge of the operation. This per- 
son must analyze the operation and instruct all personnel 
involved in the proper positioning, rigging of the load, and 
the movements to be made. 

(7) The operator must not leave the position at the con- 
trols while the load is suspended over an area accessible to 
people. 
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(8) For cab and remote operated cranes, when the load or 
hook approaches near or over personnel, a warning signal 
must be sounded. 

(9) Hoist limit switch. 

(a) At the beginning of each operator's shift, you must 
test the upper limit switch of each hoist ((must-be+este¢)) 
under no load. 

(b) You must never use the hoist limit switch which con- 
trols the upper limit of travel of the load block ((must-nevert 
be-ased)) as an operating control. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-54300 Derricks—General. (1) This 
section contains supplemental requirements for derricks, 
whether temporarily or permanently mounted; all sections of 
this part apply to derricks unless specified otherwise. A der- 
rick is powered equipment consisting of a mast or equivalent 
member that is held at or near the end by guys or braces, with 
or without a boom, and its hoisting mechanism. The mast/ 
equivalent member and/or the load is moved by the hoisting 
mechanism (typically base-mounted) and operating ropes. 
Derricks include: A-frame, basket, breast, Chicago boom, gin 
pole (except gin poles used for erection of communication 
towers), guy, shearleg, stiffleg, and variations of such equip- 
ment. 

(2) Derricks. All derricks in use must meet the applica- 
ble requirements for design, construction, installation, 
inspection, testing, maintenance, and operation as prescribed 
in American National Standard Institute B30.6-2010, Safety 
Standard for Derricks. It is not the intent of this rule to require 
retrofitting of existing derricks. However, when an item is 
being modified, its performance needs to be reviewed by a 
qualified person and compared to the applicable sections of 
this rule. For modification requirements see WAC 296-155- 
53400 (58) and (59). For derricks manufactured prior to the 
effective date of this rule the design and construction criteria 
must meet at a minimum, ASME B30.6-1990. 

(3) Derricks must be constructed to meet all stresses 
imposed on members and components when installed and 
operated in accordance with the manufacturer's/builder's pro- 
cedures and within its rated capacity. 

(4) You must follow the manufacturer's recommenda- 
tions ((must-befeHewed)) when installing, erecting, operat- 
ing, maintenance and dismantling derricks. If the manufac- 
turer's recommendations are not available, follow the require- 
ments in ASME B30.6-2010. 

(5) When derricks are erected/dismantled, written 
instructions by the manufacturer or qualified person and a list 
of the weights of each subassembly to be erected/dismantled 
must be at the site. 

(6) ((Precedures-must-be-established)) You must estab- 
lish procedures before beginning derrick erection/disman- 
tling work to implement the instructions and adapt them to 
the particular needs of the site. 

(7) A qualified person must supervise the erection and 
dismantling of the derrick. 

(8) Derricks and their crane assembly parts/components 
must be inspected by an accredited certifier, prior to assem- 
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bly and following erection of the derrick before placing the 
crane in service (see WAC 296-155-53212). Only inspected 
and preapproved components are allowed to be used in the 
assembly of a derrick. 

(9) Prior to erecting a derrick on a nonstandard base/ 
structural support, ((the-empleyer)) you must ensure that the 
engineering configuration of this base/structural support has 
been reviewed and acknowledged as acceptable by an inde- 
pendent registered professional structural engineer (RPSE), 
licensed under chapter 18.43 RCW. 

(10) An RPSE must certify that the derrick foundation, 
structural supports and underlying soil provide adequate sup- 
port for the derrick with its applied torsional and overturning 
moments and the horizontal and vertical forces. 

(11) Derricks must be attached to bases/structural sup- 
ports in compliance with the manufacturer's or an RPSE's 
instructions. 

(12) Prior to installing a derrick that will be attached to 
an existing building, new construction, or structure, an RPSE 
must certify that the structural attachments to the building are 
designed to withstand the torsional and overturning moments 
and the horizontal and vertical forces created by the derrick to 
be installed. 

(13) You must consult the engineer of record ((mustbe 
eoensulted)) to verify that the host structure is capable of 
safely resisting the applied derrick forces, if this engineer is 
not available an RPSE must perform this verification. 

(14) Derrick superstructures and machine deck (counter- 
weight jib/counter-jibs) must be arranged to receive counter- 
weights, made in accordance with the manufacturer's specifi- 
cations for the specified jib or boom length, and to hold them 
in position. ((Means-must-be-provided)) You must provide 
means to guard against shifting or dislodgement during der- 
rick operation. Manufacturer's specified counterweight 
weights are not to be exceeded. 

(15) For derricks utilizing ballast, bases must include 
provisions to support and position the ballast. ((Means-must 
be-previded)) You must provide means to guard against shift- 
ing or dislodgement of ballast during derrick operation. 

(16) All electrical equipment must be properly grounded 
and protection must be provided against lightning per the 
manufacturer's recommendations or if not available, a regis- 
tered professional electrical engineer. 

(17) Each electrically powered derrick must have a main 
disconnect switch at or near the initial base of the derrick. 
This switch must have provisions for locking in the "off" 
position. 

(18) You must locate or guard electrical equipment 
((naust-be-setocated or euarded)) so that live parts are not 
exposed to inadvertent contact by personnel and equipment 
under normal operating conditions. 

(19) You must protect electrical equipment ((must-be 
preteeted)) from dirt, grease, oil, and moisture. Fixtures, wir- 
ing, and connections exposed to the weather must be of 
weather resistant type. 

(20) Wiring must conform to the provisions of ANSI/ 
NFPA 70 for temporary wiring. Motors, controls, switches, 
and other electrical equipment must meet applicable require- 
ments of ANSI/NFPA 70. Hoists, slewing, trolley, and travel 
controllers must conform to ISO 7752-1, 2010. 
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(21) ((Provisions-mustbe-made)) You must make provi- 
sions to guard against reversing of each motor due to reversed 
phase connections. 

(22) Electrical circuits between the fixed and rotating 
portions of the derrick must pass through a slip ring assembly 
that will permit continuous rotation of the upper derrick 
structure in either direction, unless other means are provided 
to prevent damage to the electrical conductors. 

(23) Individual overload protection must be provided for 
each motor. 

(24) You must protect employees required to perform 
duties on the boom/jib of derricks (( 
against falling in accordance with Part C-1 of this chapter. 

(25) You must not install advertising signs or similar 
panels ((mustnetbenstaHed)) on the derrick unless size, 
design, and positioning satisfy the manufacturer's recommen- 
dations, in the absence of the manufacturer's recommenda- 
tions, you must obtain an RPE's written approval ((mustbe 
ebtained)). 

(26) For night operations, lighting must be adequate to 
illuminate the working radius while not interfering with the 
operator's vision. 

(27) All welding procedures and welding operator quali- 
fications for use in repair or alteration of load sustaining 
members must be in accordance with ANSI/AWS D14.3 or 
ANSI/AWS D1.1. Where special steels or other materials are 
used, the manufacturer or a qualified person must provide 
welding procedure instructions. The type of metal used for 
load sustaining members must be identified by the manufac- 
turer. In the absence of the manufacturer you must use an 
RPSE ((mustbeused)). 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-54305 Derricks—Construction. (1) 
Guy derricks. 

(a) The minimum number of guys must be ((s#x)) 6, with 
equal spacing, except where a qualified person or derrick 
manufacturer approves variations from these requirements 
and revises the rated capacity to compensate for such varia- 
tions. 

(b) You must not use guy derricks ((mustnetbeased)) 
unless ((the empleyerhas)) you have the following guy infor- 
mation from the manufacturer or a qualified person, when not 
available from the manufacturer: 

(1) The number of guys. 

(11) The spacing around the mast. 

(iii) The size, grade, and construction of rope to be used 
for each guy. 

(c) For guy derricks manufactured after December 18, 
1970, in addition to the information required in subsection (b) 
of this section, ((the-empleyer)) you must have the following 
guy information from the manufacturer or a qualified person, 
when not available from the manufacturer: 

(1) The amount of initial sag or tension. 

(11) The amount of tension in guy line rope at anchor. 

(d) The mast base must permit the mast to rotate freely 
with allowance for slight tilting of the mast caused by guy 
slack. 
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(e) The mast cap must: 

(i) Permit the mast to rotate freely. 

(ii) Withstand tilting and cramping caused by the guy 
loads. 

(iii) Be secured to the mast to prevent disengagement 
during erection. 

(iv) Be provided with means for attaching guy ropes. 

(2) Stiffleg derricks. 

(a) The mast must be supported in the vertical position 
by at least two stifflegs; one end of each must be connected to 
the top of the mast and the other end securely anchored. 

(b) The stifflegs must be capable of withstanding the 
loads imposed at any point of operation within the load chart 
range. 

(c) The mast base must: 

(i) Permit the mast to rotate freely (when necessary). 

(ii) Permit deflection of the mast without binding. 

(d) You must prevent the mast ((mustbe—prevented)) 
from lifting out of its socket when the mast is in tension. 

(e) The stiffleg connecting member at the top of the mast 
must: 

(1) Permit the mast to rotate freely (when necessary). 

(11) Withstand the loads imposed by the action of the stif- 
flegs. 

(iii) Be secured so as to oppose separating forces. 

(3) Gin pole derricks. 

(a) Guy lines must be sized and spaced so as to make the 
gin pole stable in both boomed and vertical positions. 


Exception: Where the size and/or spacing of guy lines do not result 


in the gin pole being stable in both boomed and vertical 


positions, ((the-employer)) you must ensure that the der- 
rick is not used in an unstable position. 


(b) The base of the gin pole must permit movement of 
the pole (when necessary). 

(c) The gin pole must be anchored at the base against 
horizontal forces (when such forces are present). 

(4) Chicago boom derricks. The fittings for stepping 
the boom and for attaching the topping lift must be arranged 
to: 

(a) Permit the derrick to swing at all permitted operating 
radii and mounting heights between fittings. 

(b) Accommodate attachment to the upright member of 
the host structure. 

(c) Withstand the forces applied when configured and 
operated in accordance with the manufacturer's/builder's pro- 
cedures and within its rated capacity. 

(d) Prevent the boom or topping lift from lifting out 
under tensile forces. 

(5) Anchoring and guying. 

(a) You must use load anchoring data developed by the 
manufacturer or a registered professional engineer ((mustbe 
used)). 

(b) Guy derricks. 

(i) You must anchor the mast base ((must-be-anchored)) 
per the manufacturer's recommendations. In the absence of 
the manufacturer's recommendations you must use an RPSE 
((mustbewsed)). 

(ii) The guys must be secured to the ground or other firm 
anchorage. 
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(iii) The anchorage and guying must be designed to with- 
stand maximum horizontal and vertical forces encountered 
when operating within rated capacity with the particular guy 
slope and spacing specified for the application. 

(c) Stiffleg derricks. 

(1) The mast base and stifflegs must be anchored per the 
manufacturer's recommendations. In the absence of the man- 
ufacturer's recommendations you must use an RPSE ((mast 
be+used)). 

(ii) The mast base and stifflegs must be designed to with- 
stand maximum horizontal and vertical forces encountered 
when operating within rated capacity with the particular stif- 
fleg spacing and slope specified for the application. 

(d) Gin pole derricks. 

(i) Side guys must be located so that they do not usurp 
the topping-lifted load; 

(ii) Side guys must be evenly played out or in depending 
on their position relative to the boom foot pivot. 

(6) Swingers and hoists. 

(a) The boom, slewing mechanism, and hoists must be 
suitable for the derrick work intended and must be anchored 
to prevent displacement from the imposed loads. 

(b) Base-mounted drum hoists. Base-mounted drum 
hoists must meet the requirements of ASME B30.7-2006, 
including the following: 

(i) Load ratings must be the manufacturer's recom- 
mended single rope pull in pounds (kilograms), at a specified 
rate of speed, on a given size drum, and prescribed number of 
layers of rope. 

(11) Markings. Hoists are to be marked with the follow- 
ing identification for each drum: 

(A) Load rating; 

(B) Drum size consisting of barrel diameter, barrel 
length, and flange diameter; 

(C) Rope size(s); 

(D) Rope speed in feet per minute (meters per second); 

(E) Rated power supply. 

(iii) Attachments and anchorages for hoist bases must 
provide mounting of the hoist and must be capable of with- 
standing loads imposed by the hoist under operating condi- 
tions. The weight of the hoist and loads imposed by the load 
ropes must be provided for. 

(iv) Location of drum hoists. Drum hoists must be 
located in a manner that provides proper rope spooling on the 
drums. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-54320 Derricks—Operations. (1) The 
operator must not engage in any practice that diverts their 
attention while actually engaged in operating the derrick. 

(2) The operator must do the following before leaving 
the derrick unattended: 

(a) Set down any attached load. 

(b) Disengage clutches. 

(c) Put the handles of controls in the "off" position. 

(d) Open main switch or stop the engine. 

(e) Engage the manual locking devices in the absence of 
automatic holding equipment. 
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Note: Additional information relating to cranes being unattended is 
located in WAC 296-155-53400(52) of this part. 


(3) If power fails during operation, the derrick hoist 
operator must: 

(a) If practical, you must land the suspended load ((must 
betanded)) under brake control, according to the manufac- 
turer's procedures or an RPE; 

(b) Set all brakes or locking devices; 

(c) Move all clutch or other power controls to the "off" 
position. 

(4) The operator must be familiar with the derrick and its 
proper care. If adjustments or repairs are necessary, the oper- 
ator must report the condition to the competent person, and 
must also notify the next operator. 

(5) The operator must test all controls at the start of a 
new shift. If any controls do not operate properly, ((theymust 
be-adpusted_orrepatred)) you must adjust or repair them 
before operations are begun. 

(6) You must not lower the load ((mustnet-betowered)) 
below the point where less than two full wraps of rope remain 
on the drum. 

(7) When slewing a derrick, you must avoid sudden 
starts and stops ((mmust-be-aveided)). Slewing speed must be 
such that the load does not swing out beyond the radius at 
which it can be controlled. You must use a tag or restraint line 
((mustbewsed)) when slewing of the load is hazardous. 

(8) Use of winch heads. 

(a) (C )) You must not handle 
ropes on a winch head without the knowledge of the operator. 

(b) While a winch head is being used, the operator must 
be within reach of the power unit control lever. 

(9) Securing the derrick. 

(a) When the boom is being held in a fixed position, 
dogs, pawls, or other positive holding mechanisms on the 
boom hoist must be engaged. 

(b) When taken out of service for ((thitty)) 30 days or 
more, you must secure the derrick ((mustbesecured)) 
according to the manufacturer's recommendations. In the 


absence of the manufacturer's recommendations you must 
use an RPE ((mustbewsed)). 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-54400 Floating cranes/derricks and 
land cranes/derricks on barges. (1) This section contains 
supplemental requirements for floating cranes/derricks and 
land cranes/derricks on barges, pontoons, vessels or other 
means of flotation (i.e., vessel/flotation device). The sections 
of this part apply to floating cranes/derricks and land 
cranes/derricks on barges, pontoons, vessels or other means 
of flotation, unless specified otherwise. The requirements of 
this section do not apply when using jacked barges when the 
jacks are deployed to the river, lake, or sea bed and the barge 
is fully supported by the jacks. 

(2) General requirements. The requirements in subsec- 
tions (3) through (10) of this section apply to both floating 
cranes/derricks and land cranes/derricks on barges, pontoons, 
vessels or other means of flotation. 
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(3) Work area control. 

(a) The requirements of WAC 296-155-53400(42) (work 
area control) apply, except for WAC 296-155-53400 
(42)(b) (ii). 

(b) (Fhe-employer)) You must either: 

(1) Erect and maintain control lines, warning lines, rail- 
ings or similar barriers to mark the boundaries of the hazard 
areas; or 

(ii) Clearly mark the hazard areas by a combination of 
warning signs (such as, "Danger - Swing/Crush Zone") and 
high visibility markings on the equipment that identify the 
hazard areas. In addition, ((the-empleyer)) you must train 
each employee to understand what these markings signify. 

(4) Keeping clear of the load. WAC 296-155- 
53400(43) does not apply. 

(5) Additional safety devices. In addition to the safety 
devices listed in WAC 296-155-53410, the following safety 
devices are required: 

(a) Barge, pontoon, vessel or other means of flotation list 
and trim indicator. The safety device must be located in the 
cab or, when there is no cab, at the operator's station. 

(b) Positive equipment house lock. 

(c) Wind speed and direction indicator. A competent per- 
son must determine if wind is a factor that needs to be consid- 
ered; if wind needs to be considered, you must use a wind 
speed and direction indicator ((muastbeused)). 

(6) Operational aids. 

(a) An anti two-block device is required only when hoist- 
ing personnel or hoisting over an occupied cofferdam or 
shaft. 

(b) WAC 296-155-53412 (3)(h) (Load weighing and 
similar devices) does not apply to dragline, clamshell (grap- 
ple), magnet, drop ball, container handling, concrete bucket, 
and pile driving work performed under this section. 

(7) Accessibility of procedures applicable to equip- 
ment operation. If the crane/derrick has a cab, the require- 
ments of WAC 296-155-53400(6) apply. If the crane/derrick 
does not have a cab, ((the-empleyer)) you must ensure that: 

(a) Rated capacities (load charts) are posted at the opera- 
tor's station. If the operator's station is moveable (such as 
with pendant-controlled equipment), the load charts are 
posted on the equipment. 

(b) Procedures applicable to the operation of the equip- 
ment (other than load charts), recommended operating 
speeds, special hazard warnings, instructions and operators 
manual, must be readily available on board the vessel/flota- 
tion device. 

(8) Inspections. In addition to meeting the requirements 
of WAC 296-155-53405 for inspecting the crane/derrick, you 
must inspect the barge, pontoons, vessel or other means of 
flotation used to support a floating crane/derrick or land 
crane/derrick ((atust-be+nspected)), to ensure that: 

(a) Shift. For each shift inspection, the means used to 
secure/attach the equipment to the vessel/flotation device is 
in proper condition, including wear, corrosion, loose or miss- 
ing fasteners, defective welds, and (when applicable) insuffi- 
cient tension. 

(b) Monthly. For each monthly inspection: 

(i) The means used to secure/attach the equipment to the 
vessel/flotation device is in proper condition, including 
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inspection for wear, corrosion, and (when applicable) insuffi- 
cient tension. 

(11) The vessel/flotation device is not taking on water. 

(iii) The deck load is properly secured. 

(iv) The vessel/flotation device is watertight based on the 
condition of the chain lockers, storage, fuel compartments, 
and hatches. 

(v) The firefighting and lifesaving equipment is in place 
and functional. 

(c) The shift and monthly inspections are conducted by a 
competent person, and: 

(1) If any deficiency is identified, an immediate determi- 
nation is made by a qualified person whether the deficiency 
constitutes a hazard. 

(11) If the deficiency is determined to constitute a hazard, 
the vessel/flotation device is removed from service until the 
deficiency has been corrected. 

(d) Annual: External vessel/flotation device inspection. 
For each annual inspection: 

(1) The external portion of the barge, pontoons, vessel or 
other means of flotation used is inspected annually by a qual- 
ified person who has expertise with respect to vessels/flota- 
tion devices and that the inspection includes the following 
items: 

(A) The items identified in this subsection. 

(B) Cleats, bitts, chocks, fenders, capstans, ladders, and 
stanchions, for significant corrosion, wear, deterioration, or 
deformation that could impair the function of these items. 

(C) External evidence of leaks and structural damage; 
evidence of leaks and damage below the waterline may be 
determined through internal inspection of the vessel/flotation 
device. 

(D) ((Feut-eerner)) 4-corner draft readings. 

(E) Firefighting equipment for serviceability. 

(ii) Rescue skiffs, lifelines, work vests, life preservers 
and ring buoys are inspected for proper condition. 

(iii) If any deficiency is identified, an immediate deter- 
mination is made by the qualified person whether the defi- 
ciency constitutes a hazard or, though not yet a hazard, needs 
to be monitored in the monthly inspections. 

(A) If the qualified person determines that the deficiency 
constitutes a hazard, the vessel/flotation device is removed 
from service until it has been corrected. See requirements in 
WAC 296-155-53400(68). 

(B) If the qualified person determines that, though not 
presently a hazard, the deficiency needs to be monitored, the 
deficiency is checked in the monthly inspections. 


(e) ((Feur-year)) 4-year: Internal vessel/flotation device 
inspection. For each ((four-year)) 4-year inspection: 

(i) A marine engineer, marine architect, licensed sur- 
veyor, or other qualified person who has expertise with 
respect to vessels/flotation devices surveys the internal por- 
tion of the barge, pontoons, vessel, or other means of flota- 
tion. 

(11) If the surveyor identifies a deficiency, an immediate 
determination is made by the surveyor as to whether the defi- 
ciency constitutes a hazard or, though not yet a hazard, needs 
to be monitored in the monthly or annual inspections, as 
appropriate. 
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(A) If the surveyor determines that the deficiency consti- 
tutes a hazard, the vessel/flotation device is removed from 
service until it has been corrected. 

(B) If the surveyor determines that, though not presently 
a hazard, the deficiency needs to be monitored, the deficiency 
is checked in the monthly or annual inspections, as appropri- 
ate. 

(f) Documentation. The monthly and annual inspections 
required in (b) and (d) of this subsection are documented in 
accordance with WAC 296-155-53405, respectively, and that 
the ((feuryear)) 4-year inspection required in this section is 
documented, except that you must retain the documentation 
for that inspection ((mustbe-+etained)) for a minimum of 
((feut)) 4 years. You must make all such documents ((must 
be-made)) available, during the applicable document reten- 
tion period, to all persons who conduct inspections in accor- 
dance with WAC 296-155-53405. 

(9) Working with a diver. ((Fhe-employer)) You must 
meet the following additional requirements when working 
with a diver in the water: 

(a) If a crane/derrick is used to get a diver into and out of 
the water, ((#mustnetbetased)) you must not use it for any 
other purpose until the diver is back on board. When used for 
more than one diver, ((#mustnetbe-ased)) you must not use 
it for any other purpose until all divers are back on board. 

(b) The operator must remain at the controls of the 
crane/derrick at all times. 

(c) In addition to the requirements in WAC 296-155- 
53406 (Signals), either: 

(1) A clear line of sight must be maintained between the 
operator and dive tender; or 

(ii) The signals between the operator and dive tender 
must be transmitted electronically. 

(d) The means used to secure the crane/derrick to the 
vessel/flotation device (see subsection (12)(e) of this section) 
must not allow any amount of shifting in any direction. 

(10) Barge, pontoons, vessel or other flotation manufac- 
turer's specifications and limitations. 

(a) ((Fhe-empleyer)) You must ensure that the barge, 
pontoons, vessel, or other means of flotation must be capable 
of withstanding imposed environmental, operational and in- 
transit loads when used in accordance with the manufac- 
turer's specifications and limitations. 

(b) (Fhe-empleyer)) You must ensure that the manufac- 
turer's specifications and limitations with respect to environ- 
mental, operational, and in-transit loads for a barge, pontoon, 
vessel, or other means of flotation are not exceeded or vio- 
lated. 

(c) When the manufacturer's specifications and limita- 
tions are unavailable, ((the-empleyer)) you must ensure that 
the specifications and limitations established by a marine 
engineer, marine architect, licensed surveyor, or other quali- 
fied person who has expertise with respect to environmental, 
operational and in-transit loads for the barge, pontoons, ves- 
sel, or other means of flotation are not exceeded or violated. 

(11) Floating cranes/derricks. For equipment designed 
by the manufacturer (or employer) for marine use by perma- 
nent attachment to barges, pontoons, vessels or other means 
of flotation: 

(a) Load charts. 


Permanent [ 282 ] 


Washington State Register, Issue 16-09 


(i) (Fheempleyer)) You must not exceed the manufac- 


turer load charts applicable to operations on water. When 
using these charts, ((the-erapleyer)) you must comply with all 
parameters and limitations (such as dynamic and environ- 
mental parameters) applicable to the use of the charts. 

(ii) ((Fhe-empleyer)) You must ensure that load charts 
take into consideration a minimum wind speed of ((fert¥)) 40 
miles per hour. 

(b) (Fhe-empleyer)) You must ensure that the require- 
ments for maximum allowable list and maximum allowable 
trim as specified in Table 6 of this section are met. 


Table 6 


Equipment designed for marine use by permanent 
attachment (other than derricks): 


Maximum Maximum 

Rated Capacity Allowable List Allowable Trim 
25 tons or less 5 degrees 5 degrees 
Over 25 tons 7 degrees 7 degrees 


Derricks designed for marine use by permanent attach- 
ment: 


Any rated capac- 10 degrees 10 degrees 


ity 


(c) (Fhe-empleyer)) You must ensure that the equip- 


ment is stable under the conditions specified in Tables 7 and 
8 of this section. (Note: Freeboard is the vertical distance 
between the water line and the main deck of the vessel.) 


Table 7 
Minimum 
Operated at Wind speed freeboard 
Rated capacity 60 mph 2 ft 
Rated capacity 60 mph 2 ft 
plus 25% 
High boom, no 60 mph 2 ft 
load 
Table 8 


For backward stability of the boom: 
Wind speed 
90 mph 


Operated at 


High boom, no load, full 
back list (least stable condi- 
tion) 


(d) If the equipment is employer-made, ((#-+must-netbe 

)) you must not use it unless you 

have documents demonstrating that the load charts and appli- 

cable parameters for use meet the requirements of (a) through 

(c) of this subsection. Such documents must be signed by a 

registered professional engineer who is a qualified person 

with respect to the design of this type of equipment (includ- 
ing the means of flotation). 


(e) ((Fhe-empleyer)) You must ensure that the barge, 


pontoons, vessel or other means of flotation used: 
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(i) Are structurally sufficient to withstand the static and 
dynamic loads of the crane/derrick when operating at the 
crane/derrick's maximum rated capacity with all planned and 
actual deck loads and ballasted compartments. 

(11) Have a subdivided hull with one or more longitudinal 
watertight bulkheads for reducing the free-surface effect. 

(iii) Have access to void compartments to allow for 
inspection and pumping. 

(12) Land cranes/derricks. For land cranes/derricks 
used on barges, pontoons, vessels or other means of flotation, 
((the-empleyer)) you must ensure that: 

(a) The rated capacity of the equipment (including, but 
not limited to, modification of load charts) applicable for use 
on land is reduced to: 

(i) Account for increased loading from list, trim, wave 
action, and wind. 

(11) Be applicable to a specified location(s) on the spe- 
cific barge, pontoons, vessel or other means of flotation that 
will be used, under the environmental conditions expected 
and encountered. 

(iii) The conditions required in (c) and (d) of this subsec- 
tion are met. 

(b) The rated capacity modification required in (a) of this 
subsection is performed by the equipment manufacturer, or a 
qualified person who has expertise with respect to both land 
crane/derrick capacity and the stability of vessels/flotation 
devices. 

(c) For list and trim. 

(1) The maximum allowable list and the maximum allow- 
able trim for the barge, pontoon, vessel or other means of flo- 
tation must not exceed the amount necessary to ensure that 
the conditions in (d) of this subsection are met. In addition, 
the maximum allowable list and the maximum allowable trim 
does not exceed the least of the following: ((Five)) 5 degrees, 
the amount specified by the crane/derrick manufacturer, or, 
when, an amount is not so specified, the amount specified by 
the qualified person. 

(ii) The maximum allowable list and the maximum 
allowable trim for the land crane/derrick does not exceed the 
amount specified by the crane/derrick manufacturer, or, 
when, an amount is not so specified, the amount specified by 
the qualified person. 

(d) For the following conditions: 

(i) All deck surfaces of the barge, pontoons, vessel or 
other means of flotation used are above water. 

(11) The entire bottom area of the barge, pontoons, vessel 
or other means of flotation used is submerged. 

(e) Physical attachment, corralling, rails system and cen- 
terline cable system meet the requirements in Option (1), 
Option (2), Option (3), or Option (4) of this section, and that 
whichever option is used also meets the requirements of 
(e)(v) of this subsection. 

(1) Option (1) - Physical attachment. The crane/derrick 
is physically attached to the barge, pontoons, vessel or other 
means of flotation. Methods of physical attachment include 
crossed-cable systems attached to the crane/derrick and ves- 
sel/flotation device, bolting or welding the crane/derrick to 
the vessel/flotation device, strapping the crane/derrick to the 
vessel/flotation device with chains, or other methods of phys- 
ical attachment. 
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(ii) Option (2) - Corralling. The crane/derrick is pre- 
vented from shifting by installing barricade restraints (i.e., a 
corralling system). ((Empleyers)) You must ensure that cor- 
ralling systems do not allow the equipment to shift by any 
amount of shifting in any direction. 

(iii) Option (3) - Rails. You must prevent the crane/der- 
rick ((maustbe-prevented)) from shifting by being mounted on 
a rail system. ((Empleyers)) You must ensure that rail clamps 
and rail stops are used unless the system is designed to pre- 
vent movement during operation by other means. 

(iv) Option (4) - Centerline cable system. The 
crane/derrick is prevented from shifting by being mounted to 
a wire rope system. ((Fhe-empteyer)) You must ensure that 
the wire rope system meets the following requirements: 

(A) The wire rope and attachments are of sufficient size 
and strength to support the side load of crane/derrick. 

(B) The wire rope is attached physically to the vessel/flo- 
tation device. 

(C) The wire rope is attached to the crane/derrick by 
appropriate attachment methods (such as shackles or 
sheaves) on the undercarriage, and that the method used will 
allow the crew to secure the crane/derrick from movement 
during operation and to move the crane/derrick longitudinally 
along the vessel/flotation device for repositioning. 

(D) Means are installed to prevent the crane/derrick from 
passing the forward or aft end of the wire rope attachments. 

(E) The crane/derrick is secured from movement during 
operation. 

(v) The systems/means used to comply with Option (1), 
Option (2), Option (3), or Option (4) of this section are 
designed by a marine engineer, registered professional engi- 
neer familiar with floating crane/derrick design, or qualified 
person familiar with floating crane/derrick design. 

(f) Exception. For mobile auxiliary cranes used on the 
deck of a floating crane/derrick, the requirement specified by 
(e) of this subsection to use Option (1), Option (2), Option 
(3), or Option (4) does not apply when the employer demon- 
strates implementation of a plan and procedures that meet the 
following requirements: 

(i) A marine engineer or registered professional engineer 
familiar with floating crane/derrick design develops and 
signs a written plan for the use of the mobile auxiliary crane. 

(11) The plan is designed so that the applicable require- 
ments of this section are met despite the position, travel, 
operation, and lack of physical attachment (or corralling, use 
of rails or cable system) of the mobile auxiliary crane. 

(iii) The plan specifies the areas of the deck where the 
mobile auxiliary crane is permitted to be positioned, travel, 
and operate, and the parameters and limitations of such 
movements and operation. 

(iv) The deck is marked to identify the permitted areas 
for positioning, travel, and operation. 

(v) The plan specifies the dynamic and environmental 
conditions that must be present for use of the plan. 

(vi) If the dynamic and environmental conditions in 
(f)(v) of this subsection are exceeded, the mobile auxiliary 
crane is attached physically or corralled in accordance with 
Option (1), Option (2) or Option (4) of (e) of this subsection. 

(g) The barge, pontoons, vessel or other means of flota- 
tion used: 
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(i) Are structurally sufficient to withstand the static and 
dynamic loads of the crane/derrick when operating at the 
crane/derrick's maximum rated capacity with all anticipated 
deck loads and ballasted compartments. 

(11) Have a subdivided hull with one or more longitudinal 
watertight bulkheads for reducing the free surface effect. 

(iii) Have access to void compartments to allow for 
inspection and pumping. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-54800 Design of platforms and sus- 
pension systems. (1) Employers that manufacture personnel 
platforms and/or their suspension systems must be designed, 
constructed and tested according to ASME B30.23-2005, 
Personnel Lifting Systems. The design and manufacturer's 
specifications must be made by a registered professional 
engineer. Personnel platforms manufactured prior to the 
effective of this section must comply with ASME B30.23- 
1998. 

(2) Only the crane/derrick manufacturer may approve 
the design and installation procedures for platform mounting 
attachment points on lattice type boom cranes and lattice type 
boom extensions. The design and installation procedures, for 
platform mounting attachment points on other types of 
cranes/derricks must be approved by their manufacturer or an 
RPE. All approvals must be in writing. 

(3) Platform mounting attachments on the crane/derrick 
must be designed to protect against disengagement during 
lifting operation. 

(4) The system used to connect the personnel platform to 
the equipment must allow the platform to remain within 
((te#)) 10 degrees of level, regardless of boom angle. 

(5) The suspension system must be designed to minimize 
tipping of the platform due to movement of employees occu- 
pying the platform. 

(6) The personnel platform itself (excluding the guard- 
rail system and personal fall arrest system anchorages), must 
be capable of supporting, without failure, its own weight and 
at least ((five)) 5 times the maximum intended load. 

(7) The personnel platform must be equipped with a 
guardrail system which meets the requirements of Part ((K)) 
C-1 of this chapter, and must be enclosed at least from the 
toeboard to mid-rail with either solid construction material or 
expanded metal having openings no greater than one-half 
inch (1.27 cm). Points to which personal fall arrest systems 
are attached must meet the anchorage requirements in Part 
(©) C-1 of this chapter. 

(8) You must install a grab rail ((mustbenstaHed)) 
inside the entire perimeter of the personnel platform except 
for access gates/doors. 

(9) Access gates/doors. If installed, access gates/doors 
of all types (including swinging, sliding, folding, or other 
types) must: 

(a) Not swing outward. If due to the size of the personnel 
platform, such as a one-person platform, it is infeasible for 
the door to swing inward and allow safe entry for the plat- 
form occupant, then the access gate/door may swing outward. 
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(b) Be equipped with a device that prevents accidental 
opening. 

(10) Headroom must be sufficient to allow employees to 
stand upright in the platform. 

(11) In addition to the use of hard hats, employees must 
be protected by overhead protection on the personnel plat- 
form when employees are exposed to falling objects. The 
platform overhead protection must not obscure the view of 
the operator or platform occupants (such as wire mesh that 
has up to one-half inch openings), unless full protection is 
necessary. 

(12) All edges exposed to employee contact must be 
smooth enough to prevent injury. 

(13) An identification plate must be located on the plat- 
form. The location must protect against damage and allow 
easy viewing from both interior (while hoisted) and exterior 
(while not hoisted) of the platform. 

(14) The inspection plate must display the following 
information: 

(a) Manufacturer's name and address; 

(b) Platform rating in terms of weight and personnel; 

(c) Platform identification number; 

(d) Suspension system description for suspended plat- 
forms, or the intended crane/derrick manufacturer and model 
for boom attached platforms; 

(e) Weight of the empty platform and its suspension sys- 
tem; 

(f) Date the platform was manufactured; 

(g) Certification of compliance to the design, construc- 
tion, and testing requirements of ASME B30.23-2005, Per- 
sonnel Lifting Systems; 

(h) Listing of any unique operational environments for 
which the platform has been designed. 

(15) For suspended platforms, the suspension system 
must be sized by the platform manufacturer, and its installed 
sling angle established, so as not to cause damage to the plat- 
form. Suspension systems must comply with the following: 

(a) Hooks and other detachable devices. 

(1) Hooks used in the connection between the hoist line 
and the personnel platform (including hooks on overhaul ball 
assemblies, lower load blocks, bridle legs, or other attach- 
ment assemblies or components) must be: 

(A) Of a type that can be closed and locked, eliminating 
the throat opening. 

(B) Closed and locked when attached. 

(11) Shackles used in place of hooks must be of the alloy 
anchor type, with either: 

(A) A bolt, nut and retaining pin, in place; or 

(B) Of the screw type, with the screw pin secured from 
accidental removal. 

(iii) Where other detachable devices are used, they must 
be of the type that can be closed and locked to the same extent 
as the devices addressed in subsection (a) of this section. 
((Saeh)) You must close and lock devices ((mustbe-clesed 
andteeked)) when attached. 

(b) When a rope bridle is used to suspend the personnel 
platform, each bridle leg must be connected to a master link 
or shackle (see (a) of this subsection) in a manner that ensures 
that the load is evenly divided among the bridle legs. 


Washington State Register, Issue 16-09 


(c) Eyes in wire rope slings shall be fabricated with thim- 
bles. 

(d) Wire rope sling suspension systems with pored 
socket end connections, if used, must be designed in accor- 
dance with the manufacturer's or qualified person's applica- 
tion instructions. 

(e) All sling suspension systems must utilize a master 
link for attachment to the crane/derrick hook or bolt type 
shackle with cotter pin. 

(f) You must not use synthetic webbing or natural or syn- 
thetic fiber rope slings ((mustnetbe-used)) for suspension 
systems. 

(g) Suspension system legs must be designed and sized 
according to ASME B30.23-2005. 

(h) Wire rope sling suspension systems must have each 
leg of the system permanently marked with the rated load of 
the leg. The master link in the system must be permanently 
marked with the suspension system's rated load and identifi- 
cation as a personnel lifting platform suspension component. 

(i) Rigging hardware (including wire rope, shackles, 
rings, master links, and other rigging hardware) and hooks 
must be capable of supporting, without failure, at least 
((f#ve)) 5 times the maximum intended load applied or trans- 
mitted to that component. A sling made from rotation resis- 
tant rope is prohibited. 

(j) You must use bridles and associated rigging for sus- 
pending the personnel platform ((must-besed)) only for the 
platform and the necessary employees, their tools and materi- 
als necessary to do their work, and you must not ((bewsed)) 
use it for any other purpose when not hoisting personnel. 

(16) Overhead protection, when provided for a platform, 
must allow for a clear view of the crane/derrick components 
directly overhead, from any position in the platform. Any 
openings designed in the overhead protection must not allow 
a sphere of greater than 0.5 in (13 mm) to pass through. 

(17) All welding of the personnel platform and its com- 
ponents must be performed by a certified welder familiar 
with the weld grades, types and material specified in the plat- 
form design. 

(18) Bolted connections of load sustaining members or 
components of the platform must be in accordance with the 
AISC Specification for Structural Joints Using ASTM A 325 
or A 490 Bolts. 

(19) ((Fhe+neorperatien- ef)) You must provide a weath- 
erproof compartment suitable for storage of the operator's 
manual and assorted other documents, or a weatherproof 
placard displaying the operator's manual, and readable from 
the platform, when motion controls that are operational from 
the platform are installed ((mustbe-previded)). 

(20) Motion controls, if installed on the platform, must: 

(a) Be clearly identified as to their function; 

(b) Be protected from inadvertent actuation; 

(c) Be inside the platform and readily accessible to the 
operator; 

(d) When possible be oriented and move in the approxi- 
mate direction of the function that they control; 

(e) Return to their neutral position and stop all motion 
when released. 

(21) Boom motion controls, if provided, must addition- 
ally: 
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(a) Include a control that must be continuously activated 
for controls to be operational; 

(b) Include an emergency stop control that does not 
require continuous actuation for a stop condition; 

(c) Have motion controls, accessible at ground level, that 
can override platform controls. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-54900 Crane or derrick requirements 
for personnel lifting. (1) Cranes and derricks must meet the 
requirements in this part and the applicable crane/derrick 
ASME B30 volume in addition to the following requirements 
in this section. 

(2) You must not use the following cranes/derricks 
((muastnetbe-used)) to lift personnel: 

(a) Articulating boom cranes, unless approved by the 
manufacturer; 

(b) Cranes or derricks with pendant supported, jib type 
boom extensions without positive stops. 

(3) The crane or derrick being used to hoist the personnel 
platform must meet the following requirements: 

(a) Live boom or live load capabilities allowing free fall 
are removed for the period of personnel lifting; 

(b) An operational anti two-block device or upper travel 
limit switch is installed on the hoisting systems; 

(c) On cranes and derricks with variable angle booms 
there is a boom angle indicator that is clearly visible to the 
operator; 

(d) Equipped with a boom hoist limiting device; 

(e) Cranes with a luffing jib must be equipped with: 

(i) A jib angle indicator, readily visible to the operator. 

(ii) A jib hoist limiting device. 

(£) Cranes with telescoping booms must have a boom 
length indicator, readable from the operator's station; 

(g) Articulating cranes must be equipped with a properly 
functioning automatic overload protection device. Using 
articulating boom cranes with suspended platforms is not 
allowed. The use of attached work platforms to the articulat- 
ing boom crane must be approved by the crane manufacturer; 

(h) Has automatic brakes on the crane/derrick, so 
motions stop when the operating controls are released; 

(i) Has a holding device, such as a load hold check valve, 
that will prevent uncontrolled movement of the crane/derrick 
if a system fails, on hydraulic or pneumatic systems; 

(j) Has a way to prevent hydraulic or pneumatic outrig- 
gers or stabilizers, if these are a part of the crane/derrick, 
from retracting if the hydraulic or pneumatic line fails; 

(k) The load line hoist drum must have a system, other 
than the load line hoist brake, which regulates the lowering 
rate of speed of the hoist mechanism. You must use this sys- 
tem or device ((must-be-ased)) when hoisting personnel; 

(1) Proper operation required. You must not begin per- 
sonnel hoisting operations ((mustnetbegin)) unless the 
devices listed in this section are in proper working order. If a 
device stops working properly during such operations, the 
operator must safely stop operations. You must not resume 
personnel hoisting operations (Gmustnetresume)) until the 
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device is again working properly. Alternative measures are 
not permitted. 


(4) Direct attachment of a personnel platform to a luffing 
jib is prohibited. 

(5) The base of the crane must be level in accordance 
with manufacturer's recommendations and in no case greater 
than one percent of level. The crane must be located on firm 
footing and a qualified person must determine that the foot- 
ing is sufficiently firm and stable. Outriggers or stabilizers 
must be extended, blocked and locked according to manufac- 
turer's recommendations, if the crane is equipped with them, 
the amount of the extension must be the same for all outrig- 
gers or stabilizers. 


(6) The total weight of the lifted load, including rigging, 
platform, personnel, tools, and material must not exceed 
((fHfty-pereent)) 50% of the crane's rated capacity for the 
radius and configuration, under the planned conditions of 
operations (except during testing as outlined in WAC 296- 
155-551). 

(7) When the occupied personnel platform is in a station- 
ary working position, the load and boom hoist brakes, swing 
brakes, and operator actuated secondary braking and locking 
features (such as pawls or dogs) or automatic secondary 
brakes must be engaged. 


(8) You must inspect the area ((mustbe—nspected)) 


where the crane/derrick will be set up and look for: 
(a) Overhead obstructions; 
(b) Electrical lines; 
(c) Hazardous locations; 


(d) Inadequate surface area; 


(e) Inadequate support to withstand all force imposed, 
wind, weather, and unstable conditions; and 


(f) Other potentially hazardous conditions. 


(9) Hooks on headache ball assemblies, lower load 
blocks, or other attachment assemblies must be of a type that 
can be closed and locked, eliminating the hook throat open- 
ing. Alternatively, an alloy anchor type shackle with a bolt, 
nut and retaining pin may be used. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-55100 Inspections on cranes and per- 
sonnel platforms. (1) A qualified person must inspect per- 
sonnel platforms before use and at each new job site to make 
sure the requirements of WAC 296-155-548 through 296- 
155-55305 are met. 


(2) A qualified person must inspect all items in Table 9 
at least once each day, before use. 


(3) You must correct any hazardous conditions ((mustbe 
eorrected)) before using the platform. 


(4) As applicable, perform a frequent inspection on the 
crane/derrick in accordance with WAC 296-155-53405. 


(5) You must make and keep dated inspection records for 
the crane and the personnel platform ((must-be-made-and 
kept)) on file for the duration of the personnel lift operation. 
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Table 9 


Inspection Checklist for Personnel Lifting Platforms 


Items to check How Often 


Markings (all information legible) 
. Platform 


° Suspension system 


Structure 
e Load supporting welds/bolts 
e Load supporting members 


e Barrier from toe board to inter- | Once each day, 


mediate rail before use. 
° Hand rail 
e Fall protection device anchor- 

age points 


e Gate locking mechanisms 
e Platform flooring 


e Suspension attachment points 


Attachment mechanisms 
e  Pins/ears/bolt-ups/eyes 
e Wire rope/chain/rigid leg 
. Master links 


Special purpose items 
(overhead protection, flotation, plat- 
form controls) 


(6) You must not use the platform ((must-not-be-used)) 
until safety deficiencies identified during the inspection have 
been evaluated, corrected, and approved by a qualified per- 
son. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-55105 Adjustments and repairs on 
personnel platforms. (1) Any adjustments or repairs to the 
platform must be done by a qualified person. 

(2) Adjustments or repairs to the suspension system must 
be done by a qualified person. 

(3) Replacement parts and repairs must be equal to or 
exceed the original equipment specifications. 

(4) The manufacturer or a qualified person must approve 
any modifications, in writing, before they are made. 

(5) You must maintain and keep records of any repairs to 
the structural components of the platform ((muast-be-main- 
tained-and-kept)). 

(6) All welding of the personnel platform and its compo- 
nents must be performed by a certified welder familiar with 
the weld grades, types and material specified in the platform 
design. 
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AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-55110 Proof load test platforms and 
rigging. (1) You must proof load test the platform and rig- 
ging ((mustbe-proefleadtested)) at each new location before 
lifting personnel. This may be done at the same time as the 
trial lift. 

(a) Test as follows: 

(i) Test to ((ene-hundredtwenty-five-percent)) 125% of 
the platform's rated capacity. 

(ii) You must lower the platform ((mustbetewered)) by 
controlled load lowering, braked, and held in a suspended 
position for a minimum of ((f¥e)) 5 minutes with the test 
load evenly distributed on the platform. 

(b) Do the following after proof load testing: 

(i) A qualified person must inspect the platform and rig- 
ging to determine if the test has passed. 

(ii) You must correct any deficiencies that pose a safety 
hazard ((mustbe-cerreeted)) prior to lifting personnel. 

(iii) You must perform another test ((must-be—per- 
fermed)) after any deficiencies are corrected. 

(c) Keep the most recent proof load testing records avail- 
able at the job site. 

(d) You must not conduct personnel hoisting ((mustnet 
be-conducted)) until a qualified person determines that the 
platform and rigging has successfully passed the proof load 
test. 

(2) You must proof load test the platform and rigging 

)) after any structural repair or 
modification, before lifting personnel. 

(a) Test suspended platforms in the following order: 

(i) Test to ((one-hundred fifty-pereent)) 150% of the plat- 
form's rated capacity; 

(ii) You must raise the loaded platform ((must—be 
raised)), then lower it at a speed of at least ((ene-hundred)) 
100 ft/min; 

(iii) Bring the platform to a stop by using the crane/der- 
rick brakes; 

(iv) The platform must hang for at least ((five)) 5 min- 
utes; 

(v) A qualified person must inspect the platform and rig- 
ging; 

(vi) You must correct any deficiencies ((mustbe-cor 
reeted)); 

(vii) You must perform another test ((musttbe—per 
fermed)) after any deficiencies are corrected. 

(b) Test attached platforms in the following order: 

(i) Test to ((ene-hundredtwenty-five-percent)) 125% of 
the platform's rated capacity; 

(ii) Hold the platform suspended for ((five)) 5 minutes 
with the test load evenly distributed on the platform; 

(iii) A qualified person must inspect the platform and 
rigging; 

(iv) You must correct any deficiencies ((mustbe-cor 
reeted)); 

(v) You must perform another test ((must-be-performed)) 
after any deficiencies are corrected. 

(c) You must keep and make available the most recent 


proof load testing records ((must-be-keptand-avaiabłe)) at 


the job site. 
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AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-55115 Trial lift. (1) You must perform 
a trial lift ((must-be-performed)) with the personnel platform, 
on each shift before lifting personnel, to check the following: 

(a) Crane/derrick setup and configuration is correct; 

(b) Load capacities are adequate; 

(c) No hazardous interferences exist; 

(d) The operator's operational competence. 

(2) You must make a trial lift with the unoccupied per- 
sonnel platform loaded at least to the anticipated lift-weight 
((mustbemade)) from ground level, or any other location 
where employees will enter the platform, to each location at 
which the platform is to be hoisted and positioned. Where 
there is more than one location to be reached from a single 
set-up position, you must perform either individual trial lifts 
for each location, or a single trial lift, in which the platform is 
moved sequentially to each location((mustbe-perfermed)); 
the method selected must be the same as the method that will 
be used to hoist the personnel. 

(3) You must repeat the trial lift ((must-be—epeated)) 
before lifting personnel whenever: 

(a) The crane or derrick is moved and set up in a different 
location or returned to a previously used location; 

(b) The crane or derrick is reconfigured; 

(c) The operator is changed; 

(d) The lift route has changed, unless the competent per- 
son determines that the new route presents no new factors 
affecting safety. 

(4) A competent person must determine that: 

(a) Safety devices and operational aids required by this 
section are activated and functioning properly. Other safety 
devices and operational aids must meet the requirements of 
WAC 296-155-53410 and 296-155-53412. 

(b) Nothing interferes with the crane/derrick or the per- 
sonnel platform in the course of the trial lift. 

(c) The lift will not exceed ((f#fty-pereent)) 50% of the 
crane/derrick's rated capacity at any time during the lift. 

(d) The load radius to be used during the lift has been 
accurately determined. 

(5) Immediately after the trial lift, a competent person 
must: 

(a) Conduct a visual inspection of the crane/derrick, base 
support or ground, and personnel platform, to determine 
whether the trial lift has exposed any defect or problem or 
produced any adverse effect. 

(b) Confirm that, upon the completion of the trial lift pro- 
cess, the test weight has been removed. 

(6) Immediately prior to each lift: 

(a) You must hoist the platform ((mustbeheisted)) a few 
inches with the personnel and materials/tools on board and 
inspected by a competent person to ensure that it is secure 
and properly balanced. 

(b) The following conditions must be determined by a 
competent person to exist before the lift of personnel pro- 
ceeds: 

(i) Hoist ropes must be free of deficiencies in accordance 
with WAC 296-155-53404. 

(ii) Multiple part lines must not be twisted around each 
other. 
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(iii) The primary attachment must be centered over the 
platform. 

(iv) If the load rope is slack, you must inspect the hoist- 
ing system ((mustbenspeeted)) to ensure that all ropes are 
properly seated on drums and in sheaves. 

(7) You must correct any condition found during the trial 
lift and subsequent inspection(s) that fails to meet a require- 
ment of this standard or otherwise creates a safety hazard 
((paust-be-correeted)) before hoisting personnel. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-55200 Employer responsibilities for 
lifting personnel. (1) ((Fhe-empleyer)) You must require 
that the provisions of this part are understood and applied at 
the operational levels and that the appropriate portions of this 
part are included in the prelift briefing information. 

(2) ((Fhe-employer)) You must: 

(a) Assign an employee to function as the lift supervisor, 
see WAC 296-155-55205; 

(b) Prepare a personnel lift plan containing at least the 
information shown in WAC 296-155-56410. You must retain 
this plan ((mustbe-+retained)) as part of the job site records; 

(c) Verify the need for a personnel lift; 

(d) Verify the crane/derrick to be used for the personnel 
lift; 

(e) Authorize the personnel lift operation; 

(f) Require the personnel lift be accomplished in accor- 
dance with the provisions of this part; 

(g) Hold the prelift meeting prior to the trial lift at each 
new work location; 

(h) Verify qualified persons are assigned to perform the 
functions of the personnel lift supervisor, operator, signal 
persons, riggers and tagline handlers, as applicable; 

(i) Accomplish other tasks that may be needed to 
enhance the safety of the personnel lift; 

(j) Require that all personnel associated with the lift 
receive the briefings and safety indoctrinations specified in 
this part. This prelift meeting must be attended by the 
crane/derrick operator, signal person (if used for the lift), 
employees to be hoisted, personnel lift supervisor and the 
person responsible for the task to be performed. 

(3) The prelift meeting must cover, as a minimum: 

(a) The requirements of the applicable portions of Part L 
in this chapter; 

(b) Assignment and responsibilities of each person 
involved in the lift operation; 

(c) The procedures to be followed; 

(d) Guidance on general and specific safety precautions; 

(e) Special signals for the operation; 

(f) Unique considerations of the lift; 

(g) Work to be accomplished during lift; 

(h) If applicable, the responsibilities and assignments 
when lifting personnel near electrical power lines. 

(4) If individuals are changed during a series of person- 
nel lifts, you must appropriately brief each new person ((arast 


(5) (Fhe-empleyer)) You must not allow or require any 


operator to lift personnel under the following conditions: 
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(a) The operator does not feel physically or mentally fit 
to perform the operation; 

(b) The operator has been working for more than ((te#)) 
10 hours prior to the start of the lift, or the lift will not be 
completed before the operator has been working for 
((¢welve)) 12 hours; 

(c) The operator did not have at least ((e#¢ht)) 8 hours 
off, immediately prior to the work shift containing the per- 
sonnel lift operation. 

(6) ((Fhe-employer)) You must verify there are no less 
hazardous alternatives to performing the work or providing 
access to the area. You must not authorize the personnel lift 
((prast net-be-autherized)) when less hazardous means are 
feasible. 

(7) The employer can only authorize personnel lifting 
over, under, or in the vicinity of power lines in accordance 
with the requirements of Figures 9, 10 and 11 and Table 10 in 
WAC 296-155-55305. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-55205 Responsibilities of the person- 
nel lift supervisor. (1) The personnel lift supervisor must: 

(a) Supervise the personnel lift operation; 

(b) Verify all crane/derrick and platform inspections 
have been accomplished as outlined in this part; 

(c) Inspect the area for potential hazards, any hazards 
found during this inspection must be reported to the employer 
prior to performing the personnel lift. This inspection must 
include, but not limited to: 

(1) Excessive load and/or radius; 

(11) Overhead obstructions and electrical transmission 
lines; 

(111) Hazardous locations; 

(iv) Inadequate surface and support to withstand all 
forces imposed; 

(v) Wind, weather, and unstable conditions; 

(vi) Any potentially hazardous conditions. 

(d) Verify the base of the crane is level in accordance 
with manufacturer's recommendations and in no case greater 
than one percent of level; 

(e) For crane/derrick with a boom-attached platform, 
verify that the platform is attached as specified by the plat- 
form manufacturer and crane/derrick manufacturer or quali- 
fied person; 

(f) Not allow the total weight of the lifted load, including 
rigging, platform, personnel, tools, and material, to exceed 
((fifty-pereent)) 50% of the crane/derrick's rated load, under 
the planned conditions of operation (except during testing as 
outlined in WAC 296-155-55115). 

(g) Not allow the platform's rating or the crane's/derrick's 
reduced rated load to be exceeded when loads are transferred 
to the hoisted platform. 

(h) Verify a trial lift has been performed as outlined in 
WAC 296-155-55115. 

(1) Verify that during the trial lift, the platform is loaded 
to at least the weight expected during the actual lift. 
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(j) Not allow the crane/derrick to travel with personnel in 
the personnel platform except when the crane/derrick runs on 
fixed rails or runways. 

(k) Verify the platform is securely attached to the crane 
or derrick. 

(1) Verify the load line is not attached to or wrapped 
around the platform. 

(m) Verify boom-attached personnel platforms are 
attached according to manufacturer's specifications or a qual- 
ified person. 

(n) Keep people from passing under the raised platform. 

(o) Ensure there are no more people on the platform than 
are needed to do the job. 

(2) The personnel lift supervisor must ensure the 
crane/derrick and platform manufacturer's information is 
consulted for specific instruction on the crane/derrick opera- 
tion. The crane/derrick and platform operation instructions in 
this part are intended as minimum criteria. 

(3) The personnel lift supervisor must ensure there are an 
appropriate number of signal persons, ground crew, and plat- 
form occupants to perform the personnel lift safely. In sus- 
pended and boom-attached platforms without boom motion 
controls, one occupant must be designated as the platform 
signal person. This person must be responsible for communi- 
cating with the operator and/or other designated signal per- 
sons. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-55210 Crane or derrick operation 
requirements for personnel lifting. (1) Before lifting per- 
sonnel you must meet the following ((m#ustbe-met)): 

(a) Operate crane/derrick with outriggers or stabilizers 
extended, blocked, and locked in accordance with the manu- 
facturers' specifications; 

(b) For crane/derrick that uses wire rope to hoist a per- 
sonnel platform, verify that the crane/derrick has an anti two- 
block device or upper travel limit switch, installed and oper- 
ational; 

(c) Position the personnel platform so that it may be tied 
off to the structure to which the occupants are entering or 
leaving, if the platform cannot be landed during the entrance 
or exit of the occupants. If the platform has been tied off, the 
operator must not move the platform until it is verified that it 
is freely suspended; 

(d) Not knowingly allow the platform load to exceed the 
platform rating, except during proof testing; 

(e) Not travel the crane/derrick with personnel in the per- 
sonnel platform except when they run on fixed rails or run- 
ways; 

(f) Perform all movements of the platform or crane/der- 
rick in a slow, controlled, cautious manner to minimize sud- 
den movement of the platform; 

(g) Engage the power-controlled lowering mechanism at 
all times the platform is occupied (no freefall); 

(h) In the case of suspended or boom-mounted plat- 
forms, without controls, the operator must remain at the 
crane/derrick controls at all times when the platform is occu- 
pied; 
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(i) Reserved; 

(j) Platforms with controls. Where the platform is 
equipped with controls, you must meet all of the following 
((atast-be-met)) at all times while the platform is occupied: 

(1) The occupant using the controls in the platform must 
be a qualified person with respect to their use, including the 
safe limitations of the crane/derrick and hazards associated 
with its operation. See WAC 296-155-53300, Operator qual- 
ifications and certification. 

(11) The crane/derrick operator must be at a set of crane 
controls that include boom and swing functions of the crane, 
and must be on-site and in view of the crane/derrick and plat- 
form. 

(iii) The platform operating manual must be in the plat- 
form or on the crane/derrick. 

Note: If lowering, retracting, and rotating primary power source 
becomes inoperative, the crane/derrick operator is allowed to 
leave the controls. 


(k) Set all brakes and locks on the crane/derrick after 
positioning of the personnel platform and before personnel 
perform any work; 

(1) Move the platform under controlled conditions and 
under the direction of a qualified signal person or platform 
occupant(s); 

(m) Not move platforms over, under, or in the vicinity of 
power lines unless the requirements of WAC 296-155-55305 
are met; 

(n) Not lift any other loads, on any other load lines, while 
conducting a personnel lift. When the crane/derrick has a 
boom-attached platform without controls, ((#+mestnetbe 
used)) you must not use it for other lifting service; 

(o) Factory-produced boom-mounted personnel plat- 
forms that incorporate a winch as original equipment: Loads 
are permitted to be hoisted by such a winch while employees 
occupy the personnel platform only where the load on the 
winch line does not exceed ((ftve-hundred)) 500 pounds and 
does not exceed the rated capacity of the winch and platform, 
and does not exceed ((f#fty-pereent)) 50% of the crane's rated 
capacity at the radius and configuration used; 

(p) Not disable, or allow to be disabled, any crane/der- 
rick safety device during a personnel lift; 

(q) Hoist the platform at a speed suitable for the safety of 
the operation but in no case in excess of ((nimet¥)) 90 
feet/minute (30 m/minute) or 1.5 feet/second (0.5 m/second). 

(2) The operator must not move the platform without a 
discernible or audible signal from a signal person. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-553 Lifting personnel. ((Lifting)) You 
must only lift personnel on platforms with cranes or derricks 


((paustentybe-dene)) if it is the only possible way to accom- 
plish the work that needs to be done. See WAC 296-155-547. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-55300 Personnel lifting requirements. 
(1) Conditions must provide clear visibility. When conditions 
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such as darkness, fog, or snow prevent clear visibility, you 
must not perform a personnel lift ((mustnotbe-performed)). 

(2) Personnel platforms cannot be used in winds (sus- 
tained or gusts) in excess of ((t#wenty)) 20 mph (32.2 km/hr) 
or in electric storms, snow, ice, sleet, or other adverse 
weather conditions which could affect the safety of person- 
nel. 

(3) Other weather and environmental conditions. A qual- 
ified person must determine if, in light of indications of dan- 
gerous weather conditions, or other impending or existing 
danger, it is not safe to lift personnel. If it is not, you must not 
begin the lifting operation ((mustnet beg) (or, if already in 
progress, you must ((be-terméinated)) terminate operations). 

(4) You must only use personnel platforms ((must-enty 
be-used)) for personnel, their tools, and sufficient material to 
do their work. ((Fhey-must net beasedfer)) You must not 
use them solely for transporting bulk materials. 

(5) The number of employees occupying the personnel 
platform must not exceed the maximum number the platform 
was designed to hold or the number required to perform the 
work, whichever is less. 

(6) A qualified person must evaluate the safety concerns 
of the operational environment and verify the platform and 
crane/derrick are suitable for use. Additionally, special work 
circumstances may require further precautions. You must 
take precautions such as, but not limited to, the following 
((mustbetaken)): 

(a) When welding is to be accomplished from the per- 
sonnel platform, you must provide suitable electrode holders 
((must-be-provided)) to protect them from contact with any 
conducting components of the platform. 

(b) You must instruct operators of cranes/derricks, 
installed on floating vessels, ((must-be+astrueted)) not to lift 
personnel when the list or trim of the vessel exceeds ((f¥e)) 
5 degrees. If a mobile crane/derrick is placed on floating ves- 
sels, operators must not lift personnel when the list or trim of 
the vessel exceeds one degree. 

(c) You must provide personnel fall protection devices 
with quick release features ((mustbe-previded)) and 


((requited)) require them to be worn. The fall protection 
device must be appropriately attached while personnel are 


lifted over land and detached while personnel are lifted over 
water. See Part C-1 of this chapter for requirements for fall 
arrest system, including the attachment point (anchorage) 
used to comply with this subsection. When personnel lifts are 
conducted over water, you must provide U.S. Coast Guard 
approved (Type I, II, III, or V) personnel flotation devices 
((mustbe-provided)) and ((requited)) require them to be 
orn. 


W 


(d) A boat/skiff with appropriate rescue personnel must 
be readily available at all times during a personnel lift over 
water. 

(e) You must provide appropriate personnel protective 
equipment ((mustbe-provided)) and ((requited)) require it to 
be used around toxic, flammable, or hazardous substances or 
fumes. 

(f) You must review any concentrated loading of the 
platform ((mustbe+eviewed)) to preclude the overstressing 
of any component or impairing the platform stability. 
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(g) Where the rotation of the platform, while hoisted, can 
create a hazard, you must provide appropriate restraining 
methods ((must-be-provided)) and ((required)) require them 
to be used. 

(7) In order to safely perform the personnel lift, make 
sure the following are met: 

(a) The personnel platform is not loaded with more than 
its rated load capacity; 

(b) Materials and tools being lifted by a platform are: 

(i) Secured to prevent movement; 

(ii) Evenly distributed on the platform. 

(c) The personnel platform is hoisted slowly, with no 
sudden movements; 

(d) Tag lines are used to control the motion of suspended 
platforms, unless using them creates a hazard; 

(e) The platform is secured to the structure where the 
work will be performed before employees exit or enter the 
platform, unless securing to the structure is unsafe; 

(f) No other load lines on the crane or derrick are used to 
lift anything while personnel are on a platform; 

(g) Brakes and locking devices are engaged when the 
personnel platform is occupied and in a stationary working 
position; 

(h) The lowering motion of the hoist line and/or the 
boom is power-controlled only. Free fall is not allowed; 

(8) The platform operation instructions in this rule are 
intended as minimum criteria. You must consult the platform 
manufacturer's information ((mustbeeonstted)) for specific 
instruction on the platform's operation. 

(9) Traveling. 

(a) Rubber tired cranes are not allowed to travel while 
lifting personnel. Hoisting of employees while the crane is 
traveling is only allowed when: 

(1) The crane travels on fixed rails; or 

(11) The crane has crawlers and is on a runway, and the 
employer demonstrates that there is no less hazardous way to 
perform the work. 

(b) Where employees are hoisted while the crane is trav- 
eling, you must meet the following criteria ((mustbe-met)): 

(i) You must restrict crane travel ((mustbe-+restrieted)) to 
a fixed track or runway. 

(11) Where a runway is used, it must be a firm, level sur- 
face designed, prepared and designated as a path of travel for 
the weight and configuration of the crane/derrick being used 
to lift and travel with the personnel platform. An existing sur- 
face may be used as long as it meets these criteria. 

(iii) ((Feavelmust-betimited)) You must limit travel to 
boom length. 

(iv) The boom must be parallel to the direction of travel, 
except where it is safer to do otherwise. 

(v) You must perform a complete trial run ((mastbeper- 
fermed)) to test the route of travel before employees are 
allowed to occupy the platform. This trial run can be per- 
formed at the same time as the trial lift required by WAC 
296-155-55115 which tests the lift route. 

(10) Derricks are prohibited from traveling while per- 
sonnel are hoisted. 

(11) Platform occupants must remain in continuous sight 
or in communication with the operator and in sight and com- 
munication of a signal person. 
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(12) Platform occupants must use personnel protective 
equipment, such as hard hats, safety glasses, hearing protec- 
tion, and gloves, in conditions where a hazard of injury 
exists. 

(13) Platform occupants must wear personnel fall protec- 
tion devices with lanyards attached to a specific anchorage 
point(s), unless special work circumstance requirements dic- 
tate otherwise, such as working over water. 

(14) Platform occupants must keep all parts of the body 
inside the platform during raising, lowering, and horizontal 
movement. This provision does not apply to an occupant of 
the platform when necessary to position the platform or while 
performing the duties of a signal person. 

(15) Platform occupants must not stand, sit on, or work 
from the top rail, intermediate rail, toe board, or use any other 
device to enhance their vertical height working capability. 

(16) Platform occupants must not pull the platform out of 
plumb in relation to the crane/derrick. 

(17) Platform occupants must not enter or exit a sus- 
pended platform while it is raised unless the platform has an 
installed gate and is physically secured to the structure to 
which the occupants are entering or exiting unless the 
employer can demonstrate that securing to the structure 
would create a greater hazard. 

(18) Platform occupants must not operate a platform 
with motion controls without the platform operation manual 
available in the platform. 

(19) If the platform is tied to the structure, the operator 
must not move the platform until the operator receives confir- 
mation that it is freely suspended. 

(20) You must inspect the platform ((mustbeinspected)) 
prior to each lift to verify all attachments and the platform are 
safe to use. 

(21) Verify the platform is evenly loaded, material 
secured, and the total platform weight does not exceed the 
platform rating or the reduced crane/derrick lift capacity. 

(22) Communication requirements. 

(a) Hand signals to the operator must be in accordance 
with the applicable crane/derrick portion of this part. 

(b) Signals must be discernable or audible to the opera- 
tor. 

(c) You must post hand signals ((mustbe-pested)) con- 
spicuously at the following locations: 

(1) On the crane/derrick as required by this part. 

(11) Inside the personnel platform. 

(iii) At any platform motion control locations. 

(d) Some operations may require additions to or modifi- 
cations of standard signals. 

(i) Any special signals must be agreed upon and under- 
stood by the signal persons and crane/derrick operator. 

(11) Special signs must not conflict with the crane/derrick 
standard signals. 

(e) No response must be made unless signals are clearly 
understood. 

(f) If communications between operator and platform 
occupants are disrupted, you must stop all operations ((must 
be-stepped)) until communication is reestablished. 

(g) You must verify communication systems to be used 
during the lift ((maust-be-verified)) as functioning and effec- 
tive prior to commencing the lift. 
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Note: If radios or other electronic means of communication are used, 
they should operate on a secure channel. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-55305 Lifting personnel near electri- 
cal power lines. (1) It is recognized that lifting personnel 
where the crane/derrick or platform can become electrified 
from electric power lines is an extremely hazardous practice. 
It is required to perform the lift so there is no possibility of 
the crane/derrick, load line, or personnel platform becoming 
a conductive path. ((Granes/derricks-mustnet-be-ased)) You 
must not use cranes/derricks to lift personnel under electric 
power lines if any combination of boom, personnel platform, 
load line, and machine component will enter the prohibited 
zone. (See Table 10.) Lifting personnel near electric lines is 
not allowed unless there is no less hazardous way to do the 
job. The ((three)) 3 situations to consider, and take steps to 
establish, when lifting personnel near electric power lines 
are: 


Table 10 


Condition Situation 


A Power lines are deenergized and grounded 
as shown in Figure 9. (This is the safest and 
preferred condition.) 


B Power lines are energized with the 
crane/derrick outside the prohibited zone, 
but there is a potential for the crane/derrick 
or platform being energized as shown in 
Figure 10. 


C Power lines are energized with the 
crane/derrick inside the prohibited zone, 
and there is a possibility that the crane/der- 
rick or platform can become energized as 
shown in Figure 11. (Lifting personnel in 
this condition is prohibited.) 


(2) Condition A. This is the preferred condition under 
which a personnel lift can be performed. The hazard of injury 
or death due to electrocution has been removed. You must 
take the following steps ((muast-be+aken)) when lifting per- 
sonnel in a Condition A situation: 

(a) The power company or owner of the power lines 
must deenergize the lines. 

(b) The power lines must be visibly grounded to avoid 
the possibility of electrical feedback. 

(c) A qualified representative of the owner of the power 
lines or a designated representative of the electric utility must 
be on the site to verify that steps (a) and (b) of this subsection 
have been completed and that the power lines are not ener- 
gized. 

(d) You must install durable signs ((mustbe-+nstalled)) at 
the operator's station and on the outside of the crane warning 
that electrocution or serious bodily injury may occur unless 
the minimum clearance of ((twenty)) 20 feet is maintained 
between the crane/derrick and platform and power lines up to 
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350 kV or ((&fty)) 50 feet of a power line that is over 350 kV. 
You must post these signs ((mmustbe-pested)) at the crane/der- 
rick operating station, on the outside of the crane/derrick, and 
inside the personnel platform. 

(e) If proximity warning devices, insulated links, or 
boom cages are used, they must not be a substitute for any of 
the requirements of this section. If these devices are used, you 
must instruct the crane/derrick operator, ground crew, and 
platform occupants ((mustbe+nstructedbymanagement)) on 
the limitations of the devices, operating condition require- 
ments of the devices, and the devices' testing requirements 
prescribed by the device manufacturer. 

(3) Condition B. You must take the following steps 
((mustbetaken)) when lifting personnel in a Condition B sit- 
uation: 

(a) A meeting, on the job site, between the job site man- 
agement and either a qualified representative of the owner of 
the power lines or the electric utility must take place. You 
must establish procedures to safely complete the lift ((arast 
be-established)). 

(b) Hoisting personnel within ((#venty)) 20 feet of a 
power line that is up to 350 kV, and hoisting personnel within 
((fifty)) 50 feet of a power line that is over 350 kV, is prohib- 
ited, except for work covered by chapter 296-45 WAC, safety 
standards for electrical workers and performed by qualified 
personnel. 

(c) You must add power line movement, horizontal and 
vertical, due to wind ((mustbe-added)) to the distances spec- 
ified in (b) of this subsection. You must consult a qualified 
representative of the power line owner or a designated repre- 
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sentative of the electric utility ((mustbe-consutted)) for the 
movement distances. 


(d) You must continuously monitor the required clear- 
ances to the power lines ((mustbe-continueuslymenitered) ) 
by a dedicated and qualified signal person in constant com- 
munication with the crane/derrick operator. 


(e) Personnel platform movement restraint, when 
required, must be done through electrically nonconductive 
tag lines. 


(£) ((Ne)) You must not permit any person outside the 
personnel platform ((mustbe-permitted)) to touch the 
crane/derrick, load line, or platform unless the signal person 
identified in (d) of this subsection indicates it is safe. 

(g) You must post durable signs ((mustbe-pested)) warn- 
ing that electrocution or serious bodily injury may occur 
unless the minimum clearance specified in (b) of this subsec- 
tion is maintained between the crane/derrick and platform 
and power lines. You must post these signs ((musttbe 
posted)) at the crane/derrick operating station, on the outside 
of the crane/derrick, and inside the personnel platform. 


(h) If proximity warning devices, insulated links, or 
boom cages are used, they must not be a substitute for any of 
the requirements of this section. If these devices are used, you 
must instruct the crane/derrick operator, ground crew, and 
platform occupants ((mustbe-nstructedbymanagement)) on 
the limitations of the devices, operating condition require- 
ments of the devices, and the devices' testing requirements 
prescribed by the device manufacturer. 


(4) Condition C. Lifting personnel under Condition C is 
prohibited. 


POWER LINES DE-ENERGIZED 
AND GROUNDED 


Condition A (see Table 10) 
Figure 9 
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Condition B (see Table 10) 
Figure 10 
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Condition C (see Table 10) 
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Figure 11 
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AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-55400 Use boatswain's chairs as a last 
resort. (1) You must only use boatswain's chairs ((atustenty 
be-used)) when it is not possible to accomplish the task in a 
less hazardous way. 

(2) Follow all applicable requirements in this part for the 
use of boatswain chairs. 

(3) The chair must be capable of supporting its own 
weight and at least ((five)) 5 times the maximum intended 
load. 

(4) Boatswain's chair tackle must consist of correct size 
ball bearings or bushed blocks containing safety hooks and 
properly "eye-spliced" minimum ((five-eighths)) 5/8 inch 
(1.6 cm) diameter first-grade manila rope, or other rope 
which will satisfy the criteria (e.g., strength and durability) of 
manila rope. 

(5) Boatswain's chair seat slings must be a minimum of 
((f#ve-etehths)) 5/8 inch (1.6 cm) diameter fiber, synthetic, or 
other rope which will satisfy the criteria (e.g., strength, slip 
resistance, durability, etc.) of first-grade manila rope. 

(6) Boatswain's chair seat slings must be reeved through 
((fex)) 4 corner holes in the seat; must cross each other on 
the underside of the seat; and must be rigged so as to prevent 
slippage which could cause an out-of-level condition. 

(7) Hooks on headache ball assemblies, lower load 
blocks, or other attachment assemblies must be of a type that 
can be closed and locked, eliminating the hook throat open- 
ing. Alternatively, an alloy anchor type shackle with a bolt, 
nut and retaining pin may be used. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-55405 Lifting personnel using a boat- 
swain's chair. (1) You must not load the boatswain's chair 
((paust net-beteaded)) in excess of its rated load capacity. 

(2) You must only use the boatswain's chair ((maustenty 
be-used)) for employees, their tools, and the materials neces- 
sary to do their work. Do not use the chair to hoist materials 
or tools without hoisting employees. 

(3) You must secure materials and tools ((must—be 
seeured)) during lift. 

(4) You must assign a signal person ((mustbe-assigned)) 
any time the lift will take the employee out of the direct sight 
of the crane operator. 

(5) The employee being lifted must use personal fall pro- 
tection equipment, including a full body harness with the lan- 
yard attached independent of the chair. You must secure the 
lanyard ((maust-be-seeured)) to the lift line above the headache 
ball or to the crane hook itself. 

(6) Only one employee can be lifted at a time. 

(7) The operator must: 

(a) Lift the chair in a slow, controlled manner with no 
sudden movements; 

(b) Remain at the crane/derrick controls at all times 
when the chair is occupied. 

(8) You must engage all brakes and locking features 


((paust- be-engaged)) when the occupied chair is in a station- 


ary working position. 
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(9) (Operations must be-stepped)) You must stop oper- 


ations if any safety device quits working properly during the 
use of the boatswain's chair. 

(10) You must repair the safety device ((mustbe 
repaired)) before resuming operations. Alternative measures 
are not permitted. 

(11) Any other lifting on the crane/derrick's load lines is 
prohibited while personnel are suspended in a chair. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-55600 General requirements. (1) 
((Empleyers)) You must use at least one qualified rigger as 
follows: 

(a) During hoisting activities for assembly and disassem- 
bly work (WAC 296-155-53402 (19)(a)); 

(b) Whenever employees are engaged in hooking, 
unhooking, or guiding a load, or in the initial connection of a 
load to a component or structure, and are within the fall zone 
(WAC 296-155-53400 (43)(c)). 

Note: See qualified rigger requirements located in WAC 296-155- 
53306 of this part. 


(2) All slings in use must meet the applicable require- 
ments for design, inspection, construction, testing, mainte- 
nance and operation as prescribed in ASME B30.9-2010. 

(3) All rigging hardware in use must meet the applicable 
requirements for design, inspection, construction, testing, 
maintenance and operation as prescribed in ASME B30.26- 
2010. 

(4) You must use all rigging gear ((mrust-be-used)) in 
accordance with the manufacturer's recommendations or a 
qualified person. 

(5) All below-the-hook lifting devices in use must meet 
the applicable requirements for design, inspection, construc- 
tion, testing, maintenance and operation as prescribed in 
ASME B30.20-2010. 

(6) All hooks in use must meet the applicable require- 
ments for design, inspection, construction, testing, mainte- 
nance and operation as prescribed in ASME B30.10-2009. 

(7) Repair of hooks must be approved by the manufac- 
turer or qualified person and as follows: 

(a) Cracks, nicks, and gouges may be repaired by a com- 
petent person, all other repairs are done by the manufacturer 
or a qualified person; 

(b) Grind longitudinally, following the contour of the 
hook; 

(c) Do not reduce the dimension of the hook more than 
((ten-percent)) 10% from the original. 

(8) ((Heeks-must net be medified)) You must not modify 
hooks by welding and/or drilling unless written approval by 
the manufacturer has been received. 

(9) You must mark special custom design grabs, hooks, 
clamps, or other lifting accessories, for such units as modular 
panels, prefabricated structures and similar materials, (avast 
be-marked)) to indicate the safe working loads and they must 
be proof tested prior to use to ((one-hundred-andtwenty-five 
pereent)) 125% of their rated load. 

(10) A qualified person must inspect the rigging equip- 
ment before each day or shift and: 
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(a) Consider the application the equipment will be used 
for, and determine if it's safe for use; 

(b) Remove the equipment from service if using it will 
create a hazard or meets any of the removal criteria listed in 
this chapter. 

(11) The rated load of the rigging equipment must not be 
exceeded. 

(12) All rigging hardware must have permanently 
affixed and legible identification markings as prescribed by 
the manufacturer that indicate the recommended safe work- 
ing load. 

(13) You must inspect all rigging hardware ((mustte 
imspeeted)) in accordance with Table 11, each day before 
using. If a daily inspection is not feasible because the hard- 
ware is in a semipermanent or inaccessible location, a peri- 
odic inspection is allowed instead of daily. 

(14) You must remove rigging hardware ((must—be 
remeved)) from service when it shows any conditions listed 
in Table 11, or any other hazardous condition. 


Table 11 
Rigging Hardware Inspection/Removal Criteria 


For all hardware, inspect for the following: 


Missing or illegible identification. 


Indications of heat damage, including weld spatter or arc 
strikes. 


Excessive pitting or corrosion. 


Load bearing components that are: 
Bent; 

Twisted; 

Distorted; 

Stretched; 

Elongated; 

Cracked; 

Broken. 


Excessive nicks or gouges. 


10% reduction of the original or catalog dimension at any 
point. 


Excessive thread damage or wear, where applicable. 


Evidence of unauthorized welding or modification. 


Any other conditions that cause doubt as to the safety of 
continued use. 


On shackles, also inspect for incomplete pin engagement. 


On swivels and swivel hoist rings, check for lack of ability 
to freely rotate or pivot. 


On compression hardware, also check for: 
Unauthorized replacement components; 
Insufficient number of wire rope clips; 


Improperly tightened wire rope clips; 


Damaged wire rope; 
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For all hardware, inspect for the following: 


Indications of wire rope slippage; 


Improper assembly. 


On swivels, check for loose or missing nuts, bolts, cotter 
pins, snap rings, or other fasteners and retaining devices. 


On blocks check for: 


Loose or missing nuts, bolts, cotter pins, snap 
rings, or other fasteners and retaining devices; 


Misalignment or wobble in sheaves; 


Excessive sheave groove corrugation or wear. 


(15) Any alteration or modification of rigging hardware 
must be in accordance with the hardware manufacturer or a 
qualified person and proof load tested to ((ene-hundred 

j ent—Fhis test must be documented and) ) 
125%. You must document this test and make it available 
upon request. 

(16) Welding of rigging hardware is prohibited unless 
authorized by the manufacturer or an RPE. 

(17) Replacement parts must meet or exceed the original 
rigging hardware manufacturer's specifications. 

(18) Rigging hardware selection must have the charac- 
teristics suitable for the application and environment where it 
will be used. 

(19) Workers must keep all parts of their body from 
between the load and any rigging during the lift. 

(20) If handling intermodal shipping containers at a con- 
struction site, ((the-empteyer)) you must follow the require- 
ments in chapter 296-56 WAC, longshore, stevedore and 
waterfront related operations, Part F, Specialized terminals 
and the guidelines found in International Organization for 
Standardization (ISO) 3874 - Series 1 Freight Containers, 
fifth edition - Handling and Securing. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-55800 Chain slings. (1) Only use chain 
slings that are made from grade ((eighty)) 80 or higher alloy 
steel chain. 

(2) You must meet the following requirements ((mustbe 
met)) if manufacturing your own chain slings: 

(a) Have a design factor of ((feur)) 4; 

(b) Meet the rated load requirements in subsection (9) of 
this section. 

(3) Rate chain slings with the load capacity of the lowest 
rated component of the sling. For example, if you use fittings 
that are rated lower than the sling material itself, identify the 
sling with the lower rated capacity. 

(4) Makeshift fittings, such as hooks or links formed 
from bolts, rods, or other parts are prohibited. 

(5) All chain slings must have legible identification 
information attached to the sling which includes the follow- 
ing information: 

(a) Name or trademark of the manufacturer; 

(b) Grade; 

(c) Nominal chain size; 

(d) Number of legs; 
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(e) Rated loads for the vertical hitch and bridle hitch and 
the angle upon which it is based; 

(f) Length (reach); 

(g) Individual sling identification (e.g., serial numbers); 

(h) Repairing agency, if the sling was ever repaired. 

(6) Inspections. 

(a) A qualified person must inspect chain slings before 
their initial use, according to Table 12, both: 

(1) When the sling is new; and 

(ii) Whenever a repair, alteration, or modification has 
been done. 

(b) A qualified person must perform a visual inspection 
for damage, each day or shift the chain sling is used. Immedi- 
ately remove from service any sling damaged beyond the cri- 
teria in Table 12. 

(c) A qualified person must perform periodic inspections 
on chain slings according to Table 12. 

(i) You must examine each link and component ((must 
be-examined)) individually, taking care to expose and exam- 
ine all surfaces including the inner link surfaces. 

(11) Remove slings from use: 

e If any of the conditions in Table 12 are found; 

e When they have been exposed to temperatures above 
((enetheusand)) 1,000 degrees Fahrenheit. 

(d) You must keep a written record of the most recent 
periodic inspection ((must-bekept)), including the condition 
of the sling. 

Note: 


An external code mark on the sling is an acceptable means of 
recording the inspection as long as the code can be traced back 
to a record. 
Table 12 
Chain Sling Inspection/Removal Criteria 


Inspect alloy steel chain slings 


for the following conditions: | Perform inspections: 


° Missing or illegible sling 


identification. 

. Cracks or breaks. 

° Excessive nicks, gouges, |* Atleastonce a year 
or wear beyond that for slings in normal 


allowed in Table 13, Mini- 
mum Allowable Thickness 
at Any Point on a Link. 


Stretched chain links or 
components. 


Bent, twisted or deformed 


service, which 
means use within 
the rated load. 


At least once a 
quarter for slings in 
severe service, 
which involves 
abnormal operat- 
ing conditions. 


As recommended 


chain links or components. by a qualified per- 
son for slings in 
special service, 
which is anything 
other than normal 
or severe. 
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Inspect alloy steel chain slings 
for the following conditions: 


Perform inspections: 


° Evidence of heat damage. 

. Excessive pitting or corro- 
sion. 

° Inability of chain or com- 


ponents to hinge (articu- 
late) freely. 


° Weld spatter. 


° Hooks that have any of the 
following conditions: 
- Any visibly apparent 
bend or twist from the 


plane of the unbent 
hook; 


- Any distortion causing 
an increase in throat 
opening of ((fve-per- 
eent)) 5%, not to 
exceed one-quarter 
inch, or as otherwise 
recommended by the 
manufacturer; 

- Wear exceeding ((te- 
pereent)) 10% of the 
original section 
dimension of the hook 
or its load pin, or as 
otherwise recom- 
mended by the manu- 
facturer; 


- A self-locking mecha- 
nism that does not 
lock (if applicable); 

- Any latch that does 


not close the hook's 

throat (if applicable). 
Other visible damage that 
raises doubt about the 
safety of the sling. 


Table 13 
Minimum Allowable Thickness at Any Point on a Link 
Minimum allowable 
Nominal chain or coupling | thickness at any point on 
link size the link 
Inches Millimeters Inches Millimeters 

7/32 5.5 0.189 4.80 

9/32 7 0.239 6.07 

5/16 8 0.273 6.93 

3/8 10 0.342 8.69 
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Minimum allowable When proof testing this 
Nominal chain or coupling | thickness at any point on type of equipment: Then proof load: 
link size the link . Master links for 
Inches Millimeters Inches Millimeters double leg bridle 
1/2 13 0.443 11.26 slings. 
5/8 16 0.546 13.87 ° Single basket slings. | To at least ((feur)) 4 times the 
single leg vertical hitch rated 
3/4 20 0.687 17.45 load. 
7/8 22 0.750 19.05 f 
° Master coupling 
1 26 0.887 22.53 links connected to 
1 1⁄4 32 1.091 27.71 two legs. 
(7) Repair, alterations, or modifications. * Master links for tri- | To at least ((six)) 6 times the 
(a) ((Ghain)) You must repair slings (mst be repaired) ple and quadruple | single leg vertical hitch rated 


as follows: 

(i) ((SHngsmustontyberepaired)) You must only repair 
slings by the manufacturer or a qualified person; 

(11) Chain used for sling repair must be alloy steel chain 
manufactured and tested in accordance with ASTM A 391/A 
391M for Grade 80 chain and ASTM A 973/A 973M for 
Grade 100 chain; 

(iii) Components for alloy steel chain slings must be 
manufactured and tested in accordance with ASTM A 952/A 
952M; 

(iv) The use of mechanical coupling links within the 
body ofa chain sling to connect two pieces of chain is prohib- 
ited; 

(v) Replace cracked, broken, or bent chain links or com- 
ponents instead of repairing them. 

(b) The sling must be marked to show the repairing 
agency. 

(c) You must proof test repaired slings ((must-be-preef 
tested)) according to the requirements in subsection (8) of 
this section. If only replacing components of the sling, and 
the components were individually proof tested, the sling does 
not have to be tested as a whole. 


Note: For additional requirements relating to repair and modification 
see WAC 296-155-55600(9). 


(8) Proof test chain slings. Prior to initial use, all new and 
repaired chain and components of an alloy steel chain sling, 
either individually or as an assembly must be proof tested by 
the sling manufacturer or a qualified person. Follow the 
requirements in Table 14, Chain Sling Proof Load Require- 
ments. 


Table 14 
Chain Sling Proof Load Requirements 


When proof testing this 
type of equipment: Then proof load: 
° Single or multiple | Each leg and component to at 
leg slings. least two times the single leg 
vertical hitch rated load. 
° Components 
attached to single 
legs. 
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leg bridle slings. load. 


° Double basket bri- 
dle sling. 


(9) Chain slings rated loads, the term "working load 
limit" is commonly used to describe rated load. 


Note: Rated loads are based on the following factors: 
e Strength of sling materials; 
+ Design factor; 
e Type of hitch; 
e Angle of loading. 


(a) You must use chain slings ((mustbeused)) within the 
rated loads shown in Tables 1 through 4 of ASME B30.9- 
2010. For angles that are not shown in these tables, either use 
the rated load for the next lower angle or one calculated by a 
qualified person. 

(b) The use of horizontal sling angles less than ((thi#ty)) 
30 degrees are prohibited, unless recommended by the sling 
manufacturer or a qualified person. See Figure 12, Multiple- 
Leg Bridle Sling Hitch. 

(c) You must verify rated loads ((mustbe-verified)) for 
slings used in a choker meet the values shown in the above 
referenced tables provided that the angle of choke is ((ene 
hundred and twenty)) 120 degrees or greater. See Figure 13, 
Single-Leg Choker Hitch. 

(d) Rated loads for angles of choke less than ((ene-hun- 
dred+wenty)) 120 degrees must be determined by the manu- 
facturer or a qualified person. 


Figure 12 
Multiple-Leg Bridle Sling Hitch 
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Figure 13 
Single-Leg Choker Hitch 
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(10) Use of chain slings. 
(a) Shorten or adjust slings using only methods approved 
by the manufacturer or a qualified person. 


(b) ((SHnes-must net be-shoertened-ortensthened)) You 


must not shorten or lengthen slings by knotting or twisting. 


(c) Twisting and kinking must be avoided. 

(d) Hitch slings in a way that provides control of the 
load. 

(e) Balance the load in slings used in a basket hitch to 
prevent it from slipping. 

(£) (SH )) You must protect slings 
from sharp edges of the load. See Figure 14. 


(g) ((Fheshne mustbe-prevented)) You must prevent the 
sling from snagging anything during the lift, with or without 


load. 


Softeners can be made from split pipe, padding or blocking 
Figure 14 
Softeners 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-55805 Wire rope slings. (1) Manufac- 
turing wire rope slings. 

(a) Wire rope slings must be made from new or unused 
regular lay wire rope. The wire rope must be manufactured 
and tested in accordance with ASTM A 1023-02 and ASTM 
A 586. 

(b) The following fabrication methods must be used to 
make wire rope slings: 

(i) Hand splicing; 

(11) Turnback eye; 

(iii) Return loop; 

(iv) Flemish eye mechanical splicing; 

(v) Poured or swaged socketing. 

(c) Wire rope slings must have a design factor of ((f#¥e)) 


5. 

(d) Wire rope slings must meet the requirements in Table 
16. 

(e) Using any of the following when making wire rope 
slings is prohibited: 

(1) Rotation resistant wire rope; 

(11) Malleable cast iron clips; 

(iii) Knots; 

(iv) Wire rope clips, unless: 
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° The application of the sling prevents using prefabri- 
cated slings; 

° The specific application is designed by a qualified per- 
son. 

(f) You must install and maintain wire rope clips, if used, 
((arust-beinstaHed-andimaintained)) in accordance with the 
recommendations of the clip manufacturer or a qualified per- 
son, or in accordance with the provisions of ASME B30.26- 
2010. 

(g) You must not use slings made with wire rope clips 
((prast net-be-used)) as a choker hitch. 

Note: If using wire rope clips under these conditions, follow the guid- 
ance given in Table 15. 
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Number, Torque Values, and Turn Back 
Requirements for U-Bolt Wire Rope Clips 


Number, Torque Values and Turn Back Requirements for 
Double Saddle (Fist Grip) Wire Rope Clips 


Amount 
of Rope Amount of 
Clip & Wire Turn Clip & Wire Rope Turn 
Rope Size Min.No.of | Backin | *Torque in Rope Size Min. No.of | Back in *Torque in 
(inches) Clips Inches Ft. Lbs. (inches) Clips Inches Ft. Lbs. 
1/8 2 3-1/4 4.5 3/16-1/4 2 4 30 
3/16 2 3-3/4 7.5 5/16 2 5 30 
1/4 2 4-3/4 15 3/8 2 5-1/4 45 
5/16 2 5-1/4 30 7/16 2 6-1/2 65 
3/8 2 6-1/2 45 1/2 3 11 65 
7/16 2 7 65 9/16 3 12-3/4 130 
1/2 3 11-1/2 65 5/8 3 13-1/2 130 
9/16 3 12 95 3/4 4 16 225 
5/8 3 12 95 7/8 4 26 225 
3/4 4 18 130 1 5 37 225 
7/8 4 19 225 1-1/8 5 41 360 
1 5 26 225 1-1/4 6 55 360 
1-1/8 6 34 225 1-3/8 6 62 500 
1-1/4 7 44 360 1-1/2 7 78 500 
1-3/8 7 44 360 
1-1/2 8 54 360 
1-5/8 8 58 430 
1-3/4 8 61 590 
2 8 71 750 
2-1/4 8 73 750 
2-1/2 9 84 750 
2-3/4 10 100 750 
3 10 106 1200 
3-1/2 12 149 1200 


*The tightening torque values shown are based upon the threads being clean, dry, and free of lubrication. 


Table 16 
Wire Rope Sling Configuration Requirements 


If you have: 


Then you need: 


Slings made of rope with 6x19 and 6x36 


A minimum clear length of rope ((ten)) 10 times the rope diameter between 


classification. splices, sleeves, or end fittings (see Figure 15, Minimum Sling Length) 
unless approved by a qualified person. 

Cable laid slings. 

Braided slings. A minimum clear length of rope ((fert¥)) 40 times the component rope 


diameter between the loops or end fittings (see Figure 16, Minimum Braided 
Sling Length) unless approved by a qualified person. 


Grommets and endless slings. 


A minimum circumferential length of ((nimety-six)) 96 times the body diam- 
eter of the grommet or endless sling unless approved by a qualified person. 
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If you have: Then you need: 


° Other configurations. Specific limitation data provided by a qualified person. These slings must 
meet all other requirements of ASME B30.9-2010. 


Clear length minimum 10 times the rope diameter 


B |L AAAAAAAAAAAAAAAAAARAARAAAAA U O 


Figure 15 
Minimum Sling Length 
For rope with 6x19 and 6x36 classification 
or Cable Laid Slings 


RANAN AAN Na, 
OSAS 
ASS NDA 


Se 


Clear length minimum = 40 times 
component rope diameter 


Braided Eye-and-Eye Wire Rope Sling 


Figure 16 Minimum Braided Sling Length 


(2) Wire rope sling fittings. 

(a) ((Fittingssmustbeused)) You must use fittings according to the fitting manufacturer's directions. 

(b) Rate slings with the load capacity of the lowest rated component of the sling. For example, if you use fittings that are 
rated lower than the sling material itself, identify the sling with the lower rated capacity. 

(c) Weld any end attachments, except covers to thimbles, before assembling the sling. 

(3) Identification information. All wire rope slings must have legible identification information attached to the sling which 
includes the information below, see sample tag in Figure 17. For slings in use that are manufactured before the effective date of 
this rule, you must add the information below ((mustbe-added)) before use or at the time the periodic inspection is completed. 

(a) Name or trademark of the manufacturer. 

(b) Diameter or size. 

(c) Rated loads for the types of hitches used and the angle that the load is based on. 

(d) Number of legs, if more than one. 

(e) Repairing agency, if the sling is ever repaired. 


Vert. Chock Vert. Basket 


Rated Capacity by Angle 


Figure 17 Sample Wire Rope Sling ID Tag 
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Note: Sample tag for a 1/2" single-leg sling 6x19 or 6x36 classifica- 


tion, extra improved plow steel (EIPS) grade fiber core (FC) 
wire rope with a mechanical splice (ton = 2,000 Ib). 


(4) Inspection. 

(a) A qualified person must inspect wire rope slings 
before their initial use, according to Table 17, both: 

(1) When the sling is new; and 

(ii) Whenever a repair, alteration, or modification has 
been done. 

(b) A qualified person must perform a visual inspection 
for damage, each day or shift the wire rope sling is used: 

(1) Include all fastenings and attachments; 

(ii) Immediately remove any sling from service that is 
damaged beyond the criteria listed in Table 17; or 

(iii) Remove fiber core wire rope slings that have been 


exposed to temperatures higher than ((ene-hundred_eighty)) 
180 degrees Fahrenheit. 


(c) A qualified person must perform periodic inspections 
on wire rope slings according to Table 17. 


(5) Repair, alterations, or modifications. 
(a) Repair wire rope slings as follows: 


(1) Make sure slings are only repaired by the sling manu- 
facturer or a qualified person; 

(11) Mark the sling to show the repairing agency; 

(iii) ((Be)) You must not repair wire rope used in slings, 
you must replace wire rope ((mustbe-+eplaced)). Only end 
attachments and fittings can be repaired on a wire rope sling. 

(b) Modification or alterations to end attachments or fit- 
tings ((mastbe)) are considered as repairs and must conform 
to all other provisions of this part. 


(c) Proof load test repaired slings according to the 
requirements in subsection (6) of this section. 


(6) Proof load tests. Make sure the sling manufacturer or 
a qualified person proof load tests the following slings before 
initial use, according to Table 18: 

(a) All repaired slings; 

(b) All slings incorporating previously used or welded 
fittings; 

(c) For single- or multiple-leg slings and endless slings, 
you must proof load each leg (( 
according to the requirements listed in Table 18 based on fab- 
rication method. The proof load test must not exceed ((fift¥ 
pereent)) 50% of the component ropes' or structural strands' 
minimum breaking strength; 


Table 17 
Wire Rope Sling Inspection and Removal Criteria 


Inspect wire rope slings for 


the following conditions: Perform inspections: 


. Missing or illegible 
sling identification. 


° Severe localized abra- 
sion or scraping. 
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Inspect wire rope slings for 
the following conditions: 


Perform inspections: 


° Kinking, crushing, bird- 
caging, or any other 
condition resulting in 
damage to the rope 
structure. 


° Evidence of heat dam- 
age. 


° Severe corrosion of the 
rope, end attachments, 
or fittings. 


° End attachments that 
are cracked, deformed, 
or worn to the extent 
that the strength of the 
sling is substantially 
affected. 


° Broken wires: 


- For strand-laid and 
single-part slings, 
((te#)) 10 randomly 
distributed broken 
wires in one rope 
lay, or ((fi¥e)) 5 bro- 
ken wires in one 
strand in one rope 
lay; 

- Forcable-laid slings, 
((twenty)) 20 broken 
wires per lay; 

- For ((six-pagt)) 6- 
part braided slings, 
((twenty)) 20 broken 


wires per braid; 

- For ((eight-part)) 8- 
part braided slings, 
((ferty)) 40 broken 


wires per braid. 


° Hooks that have any of 
the following condi- 
tions: 

- Any visibly apparent 
bend or twist from 
the plane of the 
unbent hook; 


At least once a year 
for slings in normal 
service. 


At least once a quarter 
for slings in severe 
service. 


As recommended by a 
qualified person for 
slings in special ser- 
vice. 


Permanent 


WSR 16-09-085 


Washington State Register, Issue 16-09 


Inspect wire rope slings for 
the following conditions: 


Perform inspections: 


- Any distortion caus- 
ing an increase in 
throat opening ((fHre- 
pereent)) 5%, not to 
exceed one-quarter 
inch, or as recom- 
mended by the man- 
ufacturer; 


- Wear exceeding 
((ten-percent)) 10%, 
of the original sec- 
tion dimension of 
the hook or its load 
pin, or as recom- 
mended by the man- 
ufacturer; 


- Self-locking mecha- 
nism that does not 
lock. 


° Other visible damage 
that raises doubt about 
the safety of the sling. 


Table 18 
Wire Rope Sling Proof Load Test Requirements 


Type of equipment: 


Proof load test: 


° Mechanical splice 
slings. 


Each leg to at least two times 
the single leg vertical hitch 
rated load. 


° Swaged socket and 
poured socket slings. 


Each leg to at least two 
times, but not more than 
((two-andone-hatf)) 2 1/2, 
times the single-leg vertical 
hitch rated load. 


Note: For mechanical splice, 


section. 


swaged socket and poured 


socket slings follow the rope manufacturer's recommenda- 
tions for proof load testing provided that it is within the 
above-specified proof load range, including (c) of this sub- 


° Hand tucked slings, if 
proof load tested. 


To at least one, but not more 


than ((ene-and one-quarter) ) 


1 1/4, times the single-leg 


vertical hitch rated load. 


(d) The proof load test for components (fittings) attached 
to single legs must meet the requirements in (c) of this sub- 


section; 


(e) Proof load testing for master links must be in accor- 


dance with Table 19. 
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Table 19 
Proof Load Test for Master Links on Wire Rope Slings 


° Master links for 
two-leg bridle 
slings. 


To at least ((four)) 4 times the 
single-leg vertical hitch rated 
load. 

To at least ((s#x)) 6 times the 
single-leg vertical hitch rated 
load. 

To at least ((eight)) 8 times the 


single-leg vertical hitch rated 
load. 


° Master links for 


((threeteg)) 3-leg 
bridle slings. 


° Master links for 


(Œour-eg)) 4-leg 
bridle slings. 


(7) Rated load. The term "rated capacity" is commonly 
used to describe rated load. 
Note: Rated loads are based on the following factors: 
e Strength of sling material; 
+ Design factor; 
e Type of hitch; 
e Angle of loading (see Figure 18, Angle of Loading); 
e Diameter of curvature over which the sling is used (D/d) (see 
Figure 19, D/d ratio); 
e Fabrication efficiency. 


(a) You must use wire rope slings ((muast-be—ased)) 
within the rated loads shown in Tables 7 through 15 in ASME 
B30.9-2010. For angles that are not shown in these tables, 
either use the rated load for the next lower angle or have a 
qualified person calculate the rated load. 

(b) Prohibit the use of horizontal sling angles less than 
((thiety)) 30 degrees unless recommended by the sling manu- 
facturer or a qualified person. See Figure 18. 

(c) Rated loads for slings used in a choker hitch must 
conform to the values shown in the above referenced tables, 
provided that the angle of choke is ((ene-hundred twenty)) 
120 degrees or greater. See Figure 20 and Table 20, Angle of 
Choke. 

(d) Use either Figure 20 and Table 20, the manufacturer, 
or a qualified person to determine the rated load if the angle 
of choke in a choker hitch is less than ((ene-hendredtyenty)) 
120 degrees. 

(1) Inspect the entire length of the sling including splices, 
end attachments, and fittings. 

(ii) Remove slings from use if any of the conditions in 
Table 17 are found. 

(iii) Keep a record of the most recent periodic inspection 
available, including the condition of the sling. 

Note: 


An external code mark on the sling is an acceptable means of 
recording the inspection as long as the code can be traced back 
to a record. 
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Table 20 
Angle of Choke 


Angle of Choke, deg. Rated Capacity, % 
Over 120 100 
90 - 120 87 
60 - 89 74 
30 - 59 62 
0-29 49 


Note: Percent of sling rated capacity in a choker hitch. 


(8) Use of wire rope slings. 

(a) Hitch the slings in a way that provides control of the 
load. 

(b) Shorten or adjust slings using only the methods 
approved by the manufacturer or qualified person. 

¢ Do not shorten or lengthen by knotting, twisting, or by 
wire rope clips. 

Figure 18 (c) Keep all parts of the human body from between the 
Angle of Loading sling and the load, crane, or hoist hook. 

(d) You must cover or blunt protruding ends of strands in 
splices on slings and bridles ((must-be-covered or bhinted)). 

(e) You must not pull a sling ((mustnetbe-putted)) from 
under a load when the load is resting on the sling. 

(f) Prohibit all of the following: 

(1) Intentional shock loading; 

(11) Avoid twisting and kinking. 

(g) Decrease the rated load of the sling when D/d ratios 
(Figure 19) smaller than ((twenty-five)) 25 to one. Consult 
the sling manufacturer for specific data or refer to the Wire 
Rope Sling User's Manual (wire rope technical board). 

(h) Follow Table 21, Use of Wire Rope Slings or Clips, 


Figure 19 when using any of the identified wire rope slings or clips. 
D/d Ratio (i) You must protect slings in contact with edges, cor- 
ners, or protrusions ((mustbe-pretected)) with a material of 
Note: When D is 25 times the component rope diameter (d) the D/d sufficient strength, thickness, and construction to prevent 
ratio is/expressed'as 25/1, damage to the sling. See Figure 14. 
Table 21 


Use of Wire Rope Slings or Clips 


If you are using: Then: 


Single leg slings used with | Make sure the rating shown 
multiple-leg slings. is not exceeded in any leg of 
the multiple-leg sling. 


Hand tucked slings are used | Do not allow the sling or 
in a single leg vertical lift. | load to rotate. 


Slings made with wire rope | Must not be used as a choker 
clips. hitch. 


Use only U-bolt wire rope 
clips that are made of drop- 
forged steel. 


U-bolt wire rope clips. Follow Table 15 for the 
Figure 20 number and spacing of the 
Angle of Choke clips. 
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If you are using: Then: 


Apply the U-bolt so the "U" 
section is in contact with the 
dead end of the rope (see 
Figure 21, Installation and 


Loading). 
4 
Dead FA N 
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i 1 a” End > End 
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T (5) meg End 
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WIDTH (2) -| 
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t = End 
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Figure 21 


Installation and Loading 


Proper Installation Requires 

e Correct number of clips for wire rope size 
e Correct spacing of clips 

e Correct turnback length 

e Correct torque on nuts 

e Correct orientation of saddle on live end 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-55810 Metal mesh slings. (1) Identifi- 
cation information on metal mesh slings. Make sure all slings 
have legible identification information permanently attached 
to the sling which includes all of the following information: 

(a) Name or trademark of the manufacturer; 

(b) Rated loads for the types of hitches used, and the 
angle they're based on; 

(c) Width and gauge; 

(d) Number of legs, if more than one; 

(e) Individual sling identification (e.g., serial numbers); 

(f) Repairing agency, if the sling has ever been repaired. 

(2) Inspection. 

(a) A qualified person must inspect metal mesh slings 
before their initial use, according to Table 22, both: 

(1) When the sling is new; and 

(ii) Whenever a repair, alteration, or modification has 
been done. 

(b) A qualified person must perform a visual inspection 
for damage, each day or shift the metal mesh sling is used. 
Immediately remove from service any sling damaged beyond 
the criteria in Table 22. 
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(c) A qualified person must perform periodic inspections 
on metal mesh slings according to Table 22. 

(i) Inspect the entire length, including splices, end 
attachments, and fittings. 

(ii) Remove slings from use if any of the conditions in 
Table 22 are found. 

(iii) Keep a record of the most recent periodic inspection 
available, including the condition of the sling. 
Note: An external code mark on the sling is an acceptable means of 
recording the inspection as long as the code can be traced back 
to a record. 


Table 22 
Metal Mesh Sling Inspection Table 


Inspect metal mesh slings 
for conditions such as the 


following: Perform inspections: 


Missing or illegible 
sling identification; 


At least once a year for 
slings in normal ser- 
vice; 


Broken welds along the 
sling edge; 


At least once a quarter 
for slings in severe ser- 
vice; 


Broken brazed joints 
along the sling edge; 


As recommended by a 
qualified person for 
slings in special ser- 
vice. 

Broken wire in any part 
of the mesh; 


Reduction in wire diam- 
eter of: 


((Fwenty-frre-per- 
eent)) 25% due to 
abrasion; 


((Fifteen-pereent)) 


15% due to corro- 
sion; 
Lack of flexibility due to 
the distortion of the 
mesh; 


Distortion of the choker 
fitting so the depth of 
the slot is increased by 
more than ((teaper- 
cent)) 10%; 

Distortion of either end 
fitting so the width of 
the eye opening is 
decreased by more than 


((ten-pereent)) 10%; 
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Inspect metal mesh slings 
for conditions such as the 


following: Perform inspections: 


A ((fifteen_pereent)) 


15% reduction of the 
original cross-sectional 
area of any point around 
the hook opening of the 
end fitting; 


Visible distortion of 
either end fitting out of 
its plane; 

Cracked end fitting; 
Slings in which the spi- 
rals are locked or with- 
out free articulation; 


Fittings that are pitted, 
corroded, cracked, bent, 
twisted, gouged, or bro- 
ken; 

Other visible damage 
that raises doubt about 
the safety of the sling. 


(3) Repair, alteration, or modifications. Repair metal 
mesh slings as follows: 


(a) Make sure slings are only repaired by the manufac- 
turer or a qualified person; 


(b) Straightening of spiral or cross rods, or forcing a spi- 
ral into position is prohibited (see Figure 22); 
(c) Mark the sling to show the repairing agency; 


Overall length 


Bearing to bearing lengt! 
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(d) Replace cracked, broken, bent or damaged metal 
mesh or components instead of repairing them; 

(e) Proof load test repaired slings according to subsec- 
tion (4) of this section. 

(4) Proof load testing. 

(a) Make sure the sling manufacturer or a qualified per- 
son proof load tests all new and repaired metal mesh slings 
before initial use; 

(b) Use a proof load test that is a minimum of two times 
the vertical hitch rated load. 

(5) Rated load. 

Note: Rated loads are based on the following factors: 
¢ Strength of sling material; 

e Design factor; 

e Type of hitch; 

e Angle of loading. 


(a) You must use metal mesh slings ((must-be—sed)) 
within the rated loads shown in Table 17 in ASME B30.9- 
2010. For angles that are not shown in these tables, use either 
the rated load for the next lower angle or one calculated by a 
qualified person. 

(b) Rate slings with the load capacity of the lowest rated 
component of the sling. For example, if fittings are rated 
lower than the sling material itself, identify the sling with the 
lower rated capacity. 

(c) The use of horizontal sling angles less than ((thitty)) 
30 degrees is prohibited, unless recommended by the sling 
manufacturer or a qualified person. 

(d) Rated loads for slings used in a choker hitch must 
conform to the values shown in the above referenced table, 
provided that the angle of choke is ((ene-hundred twenty)) 
120 degrees or greater. 

(e) Have the manufacturer or a qualified person deter- 
mine the rated load if the angle of choke in a choker hitch is 


less than ((ene-hundred+wenty)) 120 degrees. 


Fabric 
thickness 


Io EST oly} oLlicL F 


—<—<$ M ——= 
Spirals welded a ae, 


or brazed to 
cross rods 


Figure 22 
Metal Mesh Sling 


(6) Use of metal mesh slings. 


(a) Use metal mesh slings safely by doing all of the fol- 
lowing: 
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(i) Shorten or adjust slings using only the methods 
approved by the manufacturer or a qualified person; 


(11) Sling legs must not be kinked; 
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(iii) Hitch slings in a way that provides control of the 
load. 
(b) Keep all parts of the human body from between the 
sling and the load, crane, or hoist hook. 
(c) Prohibit the following: 
(1) The use of metal mesh slings as bridles on suspended 
personnel platforms; 
(11) Intentional shock loading; 
(iii) Straightening a spiral or cross rod or forcing a spiral 
into position; 
(iv) Avoid twisting and kinking. 
Note: Slings in contact with edges, corners, or protrusions should be 
protected with a material of sufficient strength, thickness, and 
construction to prevent damage. See Figure 14. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-55815 Synthetic rope slings. (1) Identi- 
fication. Verify all slings have legible identification informa- 
tion attached to the sling which includes the following infor- 
mation: 

(a) Name or trademark of the manufacturer; 

(b) Manufacturer's code or stock number; 

(c) Type of fiber material; 

(d) Rated loads for the types of hitches used, and the 
angle that the load is based on; 

(e) Number of legs, if more than one; 

(f) Repairing agency, if the sling has ever been repaired. 


angle 


Short splice 
(end-for-end) 


Figure 23 
Synthetic Fiber Rope Slings 


(2) Inspection. 

(a) A qualified person must inspect synthetic fiber rope 
slings before their initial use, according to Table 23, both: 

(1) When the sling is new; and 

(ii) Whenever a repair, alteration, or modification has 
been done. 

(b) A qualified person must perform a visual inspection 
for damage, each day or shift the synthetic fiber rope sling is 
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used. Immediately remove any sling from service that is dam- 
aged beyond the criteria listed in Table 23. 
(c) A qualified person must perform periodic inspections 
on synthetic fiber rope slings, according to Table 23. 
(i) Examine each sling and component individually, tak- 
ing care to expose and examine all surfaces. 
(ii) Inspect the entire length including splices, end 
attachments, and fittings. 
(iii) Remove slings from use if any of the conditions in 
Table 23 are found. 
(iv) Keep a record of the most recent periodic inspection 
available, including the condition of the sling. 
Note: An external code mark on the sling is an acceptable means of 
recording the inspection as long as the code can be traced back 
to a record. 


Table 23 
Synthetic Rope Sling Inspection and Removal Criteria 


Inspect synthetic rope 
slings for the following 


conditions: Perform inspections: 


e Missing or illegible sling 
identification; 

e Cuts, gouges, or areas of 
extensive fiber breakage 


along the length; 
e  Abraded areas on the e Atleast once a year for 
rope; slings in normal ser- 
vice; 
e Damage that is esti- e At least once a quarter 


mated to have reduced 
the effective diameter of 
the rope by more than 
((ten-pereent)) 10%; 

e Uniform fiber breakage | 
along the major part of qualified person for 
the length of the rope in slings in special ser- 
the sling such that the vice. 
entire rope appears cov- 
ered with fuzz or whis- 
kers; 


for slings in severe 
service; 


As recommended by a 


e — Inside the rope, fiber 
breakage, fused or 
melted fiber (observed 
by prying or twisting to 
open the strands) involv- 
ing damage estimated at 
((ten-pereent)) 10% of 
the fiber in any strand or 
the rope as a whole; 
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Inspect synthetic rope 
slings for the following 
conditions: 


Perform inspections: 


Inspect synthetic rope 
slings for the following 
conditions: 


Perform inspections: 


Discoloration, brittle 
fibers, and hard or stiff 
areas that may indicate 
chemical, ultraviolet or 
heat damage; 


Dirt and grit in the inte- 
rior of the rope structure 
that is deemed exces- 
sive; 

Foreign matter that has 
permeated the rope, 
making it difficult to 
handle and attracting 
and holding grit; 


Kinks or distortion in the 
rope structure, particu- 
larly if caused by forci- 
bly pulling on loops 
(known as hockles); 


Melted, hard, or charred 
areas that affect more 
than ((tenpereent)) 10% 
of the diameter of the 
rope or affect several 
adjacent strands along 
the length that affect 
more than ((ten-pereent)) 


10% of strand diameters; 


Poor condition of thim- 
bles or other compo- 
nents manifested by cor- 
rosion, cracks, distor- 
tion, sharp edges, or 
localized wear; 

Hooks that have any of 

the following condi- 

tions: 

- Any visibly appar- 
ent bend or twist 
from the plane of 
the unbent hook; 


- Any distortion caus- 
ing an increase in 
throat opening 
(five pereent)) 5%, 
not to exceed one- 
quarter inch, or as 
recommended by 
the manufacturer; 
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- Wear exceeding 


of the original sec- 
tion dimension of 
the hook or its load 
pin, or as recom- 


ufacturer; 


nism that does not 
lock. 
e Other visible damage 
that raises doubt about 
the safety of the sling. 


((ten-pereent)) 10%, 


mended by the man- 


-  Self-locking mecha- 


(3) Repair, alteration, or modifications. Meet the follow- 
ing requirements when repairing synthetic rope slings: 


(a) Synthetic rope slings must only be repaired by the 
manufacturer or a qualified person; 


(b) Mark the sling to show the repairing agency; 


(c) Use components that meet the requirements of this 


part for sling repair; 


(d) Do not repair slings by knotting or resplicing existing 


sling ropes; 


(e) Proof load test repaired slings according to the 
requirements in subsection (4) of this section. 


(4) Proof load test. The sling manufacturer or a qualified 
person must proof load test repaired slings and slings incor- 
porating previously used or welded fittings before initial use, 


according to Table 24: 


Table 24 
Synthetic Rope Sling Proof Load Requirements 


Type of equipment: 


Proof load test: 


° Single leg slings; 
° Multiple leg slings; 
. Endless slings; 


° Fittings attached to 
single legs. 


To a minimum of two times 
the single leg vertical hitch 
rated load. 


Master links for two-leg bri- | To a minimum of ((four)) 4 

dle slings. times the single leg vertical 
hitch rated load. 

Master links for ((three- To a minimum of ((s#x)) 6 

łeg)) 3-leg bridle slings. times the single leg vertical 
hitch rated load. 

Master links for ((fewtteg)) | To a minimum of ((e#ght)) 8 

4-leg bridle slings. times the single leg vertical 
hitch rated load. 
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(5) Rated load. 


Note: Rated loads are based on the following factors: 
e Strength of the sling material; 
e Design factor; 
e Type of hitch (see Figure 24, Hitch Types for Synthetic Rope 
Slings); 
e Angle of loading (see Figure 18, Angle of Loading); 
e Diameter of curvature over which the sling is used (see Figure 
19, D/d Ratio). 


(a) You must use synthetic rope slings ((muast-bewsed)) 
within the rated loads shown in Tables 18 and 19 in ASME 
B30.9-2010. For angles that are not shown in these tables, 
either use the rated load for the next lower angle or one cal- 
culated by a qualified person. 


Eye-and-Eye 


KIND OF SLING 


Endless 


v 
v 
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(b) Rate slings with the load capacity of the lowest rated 
component of the sling. For example, if you use fittings that 
are rated lower than the sling material itself, identify the sling 
with the lower-rated capacity. 

(c) The use of horizontal sling angles less than ((thirty)) 
30 degrees is prohibited, unless recommended by the sling 
manufacturer or a qualified person. (See Figure 18.) 

(d) Rated loads for slings used in a choker hitch must 
conform to the values shown in the above referenced tables, 
provided that the angle of choke is ((ene-hundred twenty)) 
120 degrees or greater. 

(e) Use Figure 20, the manufacturer, or a qualified per- 
son to determine the rated load if the angle of choke in a 


choker hitch is less than ((ene-hundredtwenty)) 120 degrees. 


V 


|| 
Vertical 
angle 


Figure 24 
Hitch Types for Synthetic Rope Slings 


The symbols below represent load or support in contact 
with the rope sling. The contact surface diameter divided 
by the rope diameter is designated D/d ratio as described in 
Figure 19. 
Represents a contact surface which must have a 
Q diameter of curvature at least double the diame- 
ter of the rope from which the sling is made. 


Represents a contact surface which must have a 
G diameter of curvature at least ((etght)) 8 times 

the diameter of the rope. 

Represents a load in choker hitch and illustrates 

the rotary force on the load and/or the slippage 
A of the rope in contact with the load. Diameter of 

curvature of load surface must be at least double 

the diameter of the rope. 


Permanent 


Note: Legs ((f#¥e)) 5 degrees or less from vertical may be considered 
vertical. For slings more than ((f#ve)) 5 degrees vertical, the 
actual angle must be used. 


(6) Use of synthetic ropes. 

(a) Use synthetic rope slings safely by doing all of the 
following: 

(1) Shorten or adjust slings only with methods approved 
by the manufacturer or qualified person; 

(ii) (SH )) You 
must not shorten or lengthen slings by knotting or twisting; 

(iii) Hitch slings in a way that provides control of the 
load; 


(iv) You must protect slings in contact with edges, cor- 


ners, protrusions, or abrasive surfaces ((must-be-proteeted)) 


with a material of sufficient strength, thickness, and construc- 
tion to prevent damage, see Figure 14; 
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(v) Do not allow the sling or load to rotate when hand- 
tucked slings are used in a single-leg vertical lift application; 
and 

(vi) Keep all parts of the human body from between the 
sling and the load, crane, or hoist hook. 

(b) All of the following is prohibited: 

(1) Intentional shock loading; and 

(ii) Twisting or kinking. 


WSR 16-09-085 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-55820 Synthetic webbing slings. (1) 
Identification. Make sure all slings have legible identification 
information permanently attached to the sling which includes 
the following information: 

(a) Name or trademark of the manufacturer; 

(b) Manufacturer's code or stock number; 

(c) Rated loads for the types of hitches used, and the 
angle that the load is based on; 

(d) Type of synthetic web material; 

(e) Number of legs, if more than one; 

(f) Repairing agency, if the sling is ever repaired. 


Type | 
Sling made with triangle fitting on one end and a 
slotted triangle choker fitting on the other end. It can 
be used in a vertical, basket, or choker hitch. 


Type Ill 
Sling made with a flat loop eye on each end with loop 
eye opening on same plane as sling body. This type 
of sling is sometimes called a flat eye-and-eye, eye- 
and-eye, or double-eye sling. 


Endless sling, sometimes referred to as a grommet. It 
is a continuous loop formed by joining the ends of the 
webbing together. 


Type Il 
Sling made with a triangle fitting on both ends. It can be 
used in a vertical or basket hitch only. 


Sling made with both loop eyes formed as in Type III, 
except that the loop eyes are turned to form a loop eye 
which is at a right angle to the plane of the sling body. 
This type of sling is commonly referred to as a twisted- 
eye sling. 


Type VI 
Return-eye (reversed-eye) sling is formed by using 
multiple widths of webbing held edge-to-edge. A wear 
pad is attached on one or both sides of the sling body 
and one or both sides of the loop eyes to form a loop 
eye at each end which is at a right angle to the plane of 
the sling body. 


Figure 25 
Synthetic Webbing Slings 


(2) Inspection. 

(a) A qualified person must inspect synthetic webbing 
slings before their initial use, according to Table 25: 

(1) When the sling is new; and 

(11) Whenever a repair, alteration, or modification has 
been done. 

(b) A qualified person must perform a visual inspection 
for damage, each day or shift the synthetic webbing sling is 
used. Immediately remove from service any sling that is dam- 
aged beyond the criteria listed in Table 25. 

(c) A qualified person must perform periodic inspections 
on synthetic webbing slings, according to Table 25. 

(1) Examine each sling and component individually, tak- 
ing care to expose and examine all surfaces. 

(ii) Remove slings from use if any of the conditions in 
Table 25 are found. 


(iii) Keep a written record of the most recent periodic 
inspection available, including the condition of the sling. 
Note: An external code mark on the sling is an acceptable means of 
recording the inspection as long as the code can be traced back 
to a record. 


Table 25 
Synthetic Webbing Sling Inspection 


Inspect synthetic webbing 
slings for the following 


conditions: Perform inspections: 


Missing or illegible sling 
identification; 
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Inspect synthetic webbing 
slings for the following 
conditions: 


Perform inspections: 


Inspect synthetic webbing 
slings for the following 


conditions: Perform inspections: 


Acid or caustic burns; 


Melting or charring on any 
part of the sling; 


Holes, tears, cuts or snags; 


Broken or worn stitching 
in load bearing splices; 


Excessive abrasive wear; 


Knots in any part of the 
sling; 

Discoloration, brittle 
fibers, and hard or stiff 
areas that may indicate 
chemical or ultravio- 
let/sunlight damage; 


Fittings that are pitted, cor- 
roded, cracked, bent, 
twisted, gouged or broken; 


Hooks that have any of the 

following conditions: 

- Any visibly apparent 
bend or twist from the 


plane of the unbent 
hook; 


- Any distortion causing 
an increase in throat 
opening ((five-per- 
eent)) 5%, not to 
exceed one-quarter 
inch, or as recom- 
mended by the manu- 
facturer; 

- Wear exceeding ((te 
pereent)) 10%, of the 
original section 
dimension of the hook 
or its load pin, or as 
recommended by the 
manufacturer; 


-  Self-locking mecha- 


nism that does not 
lock. 


At least once a year 
for slings in normal 
service; 


At least once a quar- 
ter for slings in 
severe service; 


As recommended by 
a qualified person 
for slings in special 
service. 
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e Other visible damage that 
causes doubt about the 
safety of continued use of 
the sling. 


(3) Repair, alterations, or modifications. 

(a) Meet the following requirements when repairing syn- 
thetic webbing slings: 

(1) Slings are only to be repaired by the manufacturer or 
a qualified person; 

(11) Temporary repairs are prohibited; 

(iii) Mark the sling to show the repairing agency; 

(iv) Components used for sling repair must meet the 
requirements of this part; 

(v) You must not repair cracked, broken, melted, or oth- 
erwise damaged webbing material or fittings other than 
hooks ((mustnotberepaired)); 

(vi) You must not repair load bearing splices ((m#ust Ret 
be-+repaired)); 

(b) Proof load test repaired slings according to the 
requirements in subsection (4) of this section. 

(4) Proof load test. The sling manufacturer or a qualified 
person must proof load test repaired slings and slings that 


have been altered or modified before initial use according to 
Table 26: 


Table 26 
Synthetic Webbing Sling Proof Test Requirements 


Type of equipment: Proof load test: 
e Single leg slings; 
e Multiple leg slings; To a minimum of two times 
* — Endless slings; the single leg vertical hitch 
e Fittings attached to sin- rated load. 
gle legs. 
Master links for two-leg bri- | To a minimum of ((feur)) 4 
dle slings. times the single leg vertical 
hitch rated load. 
Master links for ((threeteg)) | To a minimum of ((s#x)) 6 
3-leg bridle slings. times the single leg vertical 
hitch rated load. 
Master links for ((feueteg)) | To a minimum of ((eight)) 8 
4-leg bridle slings. times the single leg vertical 
hitch rated load. 
(5) Rated loads. 
Note: Rated loads are based on the following factors: 


e Strength of the material; 

+ Design factor; 

e Type of hitch; 

e Angle of loading (see Figure 18, Angle of Loading); 
e Fabrication efficiency; 

e Diameter of curvature over which the sling is used. 
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(a) You must use synthetic web slings ((mustbe-ased)) 
within the rated loads shown in Tables 20 through 24 in 
ASME B30.9-2010. For angles that are not shown in these 
tables, use either the rated load for the next lower angle or 
one calculated by a qualified person. 

(b) Rate slings with the load capacity of the lowest rated 
component of the sling. For example, if you use fittings that 
are rated lower than the sling material itself, identify the sling 
with the lower-rated capacity. 

(c) The use of horizontal sling angles less than ((thitty)) 
30 degrees is prohibited, unless recommended by the sling 
manufacturer or a qualified person. (See Figure 18.) 

(d) Use Figure 20, Angle of Choke, the manufacturer, or 
a qualified person to determine the rated load if the angle of 
choke in a choker hitch is less than ((ene-hundredtwenty)) 
120 degrees. 

(e) Rated loads for slings used in a choker hitch must 
conform to the values shown in the above referenced tables, 
provided that the angle of choke is ((ene-hundred twenty)) 
120 degrees or greater. (See Figure 20.) 

(6) Use of synthetic webbing slings. 

(a) Use synthetic webbing slings safely by meeting all of 
the following requirements: 

(1) Shorten or adjust slings only with methods approved 
by the manufacturer or qualified person; 

(ii) (SH )) You 


must not shorten or lengthen slings by knotting or twisting; 


mmn r 
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(iii) Hitch slings in a way that provides control of the 
load; 

(iv) Protect slings with material of sufficient strength, 
thickness, and construction to prevent damage from sharp 
edges, corners, protrusions, or abrasive surfaces. See Figure 
14; 

(v) Keep all parts of the human body from between the 
sling and the load, crane, or hoist hook; 

(vi) Fittings must be of a minimum breaking strength 
equal to that of the sling. 

(b) Webbing. Synthetic webbing must be of uniform 
thickness and width and selvage edges must not be split from 
the webbing's width. 

(c) Intentional shock loading is prohibited. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-55825 Synthetic roundslings. (1) Iden- 
tification. All synthetic roundslings must be marked with the 
following information: 

(a) Name or trademark of the manufacturer; 

(b) Manufacturer's code or stock number; 

(c) Core material; 

(d) Cover material if different from core material; 

(e) Rated loads for the types of hitches used, and the 
angle that the load is based on; 

(f) Number of legs, if more than one; 

(g) Repairing agency, if the sling is ever repaired. 


FESS) 


Endless Roundsling with Center Cover (Eye-and-Eye) 


Endless Roundsling with Fittings 


Figure 26 
Synthetic Roundslings 


(2) Inspection. 

(a) A qualified person must inspect synthetic roundslings 
before their initial use, according to Table 27, both: 

(1) When the sling is new; and 


Immediately remove from service any sling that is damaged 


[311] 


(11) Whenever a repair, alteration, or modification has 
been done. 

(b) A qualified person must perform a visual inspection 
for damage, each day or shift the synthetic roundsling is used. 


beyond the criteria listed in Table 27. 
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(c) A qualified person must perform periodic inspections 
on synthetic roundslings, according to Table 27. 

(i) Examine each sling and component individually, tak- 
ing care to expose and examine all surfaces. 

(ii) Remove slings from use if any of the conditions in 
Table 27 are found. 

(iii) Keep a written record of the most recent periodic 
inspection available, including the condition of the sling. 
Note: An external code mark on the sling is an acceptable means of 
recording the inspection as long as the code can be traced back 
to a record. 


Table 27 
Synthetic Roundsling Inspection and Removal Criteria 


Inspect synthetic roundslings 
for conditions such as the 


following: Perform inspections: 


e Missing or illegible sling 
identification. 

e Acid or caustic burns. 

e Evidence of heat damage. 


e Holes, tears, cuts, abrasive 
wear or snags that expose 
the core yarns. 


e Broken or damaged core 
yarns. 


e Weld spatter that exposes 
core yarns. 


Roundslings that are knot- 
ted. 


Fittings that are pitted, cor- 
roded, cracked, bent, 
twisted, gouged or broken. 


Hooks that have any of the 
following conditions: 


- Any visibly apparent 
bend or twist from the 
plane of the unbent 
hook. 


- Any distortion causing 
an increase in throat 
opening ((five-per- 
eent)) 5%, not to 
exceed one-quarter 
inch, or as recom- 
mended by the manu- 
facturer. 


At least once a year 
for slings in normal 
service. 


At least once a quar- 
ter for slings in 
severe service. 


As recommended by 
a qualified person 
for slings in special 
service. 
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Inspect synthetic roundslings 
for conditions such as the 
following: 

- Wear exceeding ((tes} 
percent)) 10%, of the 
original section 
dimension of the hook 
or its load pin, or as 
recommended by the 
manufacturer. 


Perform inspections: 


-  Self-locking mecha- 
nism that does not 
lock. 


e Other visible damage that 
causes doubt about the 
safety of continued use of 
the sling. 


(3) Repair, alterations, or modifications. 


(a) Meet the following requirements when repairing syn- 
thetic roundslings: 


(1) Only the manufacturer or a qualified person can repair 
slings; 
(ii) Mark the sling to show the repairing agency; 


(iii) Only use components that meet the requirements of 
this rule to repair slings; 


(iv) Replace cracked, broken, or bent fittings other than 
hooks; do not repair them. 


(b) Both of the following are prohibited: 
(1) Temporary repairs of roundslings or fittings; and 
(11) The repair of load bearing yarns. 


Proof load test repaired slings according to the require- 
ments in subsection (4) of this section. 

(4) Proof load tests. The sling manufacturer or a quali- 
fied person must proof load test repaired slings and slings that 
have been altered or modified before initial use, according to 


Table 28: 


Table 28 
Synthetic Roundslings Proof Test Requirements 


Type of equipment: 


Proof load test: 


. Single leg slings. 
° Multiple leg slings. 
. Endless slings. 


° Fittings attached to 
single legs. 


To a minimum of two times 
the single leg vertical hitch 
rated load. 


Master links for two-leg bri- 
dle slings. 


To a minimum of ((fevr)) 4 
times the single leg vertical 
hitch rated load. 


Master links for ((three- 
łeg)) 3-leg bridle slings. 


To a minimum of ((s#)) 6 
times the single leg vertical 
hitch rated load. 
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Type of equipment: Proof load test: 
Master links for ((fewtteg)) | To a minimum of ((eight)) 8 
4-leg bridle slings. times the single leg vertical 
hitch rated load. 


(5) Rated loads. 


Note: Rated loads are based on the following factors: 
e Strength of the material. 
e Design factor. 
e Type of hitch. 
e Angle of loading. (See Figure 18, Angle of Loading.) 
e Diameter of curvature over which the sling is used. 


(a) You must use synthetic roundslings ((mustbe-ased)) 
within the rated loads shown in Table 25 in ASME B30.9- 
2010. For angles that are not shown in these tables, either use 
the rated load for the next lower angle or one calculated by a 
qualified person 

(b) Rate slings with the load capacity of the lowest rated 
component of the sling. For example, if you use fittings that 
are rated lower than the sling material itself, identify the sling 
with the lower rated capacity. 

(c) Prohibit the use of horizontal sling angles less than 
((thizty)) 30 degrees unless recommended by the sling manu- 
facturer or a qualified person. 

(d) Use Figure 18, Angle of Choke, the manufacturer, or 
a qualified person to determine the rated load if the angle of 
choke in a choker hitch is less than ((ene-hundredtwenty)) 
120 degrees. 

(e) Rated loads for slings used in a choker hitch must 
conform to the values shown in the above referenced Table 
20 provided that the angle of choke is ((ene-hundredtwenty)) 
120 degrees or greater. (See Figure 18.) 

(6) Use of synthetic roundslings. 

(a) Use methods approved by the manufacturer or quali- 
fied person to shorten or adjust slings. ((Shnesmust-netbe 
shertened_ortensthened)) You must not shorten or lengthen 
slings by knotting or twisting. 

(b) Hitch slings in a way that provides control of the 
load. 

(c) Protect slings with material of sufficient strength, 
thickness, and construction to prevent damage from sharp 
edges, corners, protrusions, or abrasive surfaces. (See Figure 
14.) 

(d) Keep all parts of the human body from between the 
sling and the load, crane, or hoist hook. 

(e) Intentional shock loading is prohibited. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-56100 General requirements. (1) 
Inspections. 

(a) A qualified person must perform an inspection on all 
hardware according to Table 29, each day before using. If a 
daily inspection is not feasible because the hardware is in a 
semipermanent or inaccessible location, a periodic inspection 
is allowed instead of daily. 

(b) ((Hardware-must-be+emeved)) You must remove 
hardware from service when it shows any conditions listed in 
Table 29, or any other hazardous condition. 
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Table 29 
Hardware Inspection 


For all hardware, inspect for the following: 


Missing or illegible identification. 


For shackles, missing or illegible manufacturer's 
name or trademark and/or rated load identification. 


Indications of heat damage, including weld spatter or 
arc strikes. 


Excessive pitting or corrosion. 


Load bearing components that are: 
- Bent. 

- Twisted. 

- Distorted. 

- Stretched. 

- Elongated. 

- Cracked. 


- Broken. 


Excessive nicks or gouges. For riggings blocks, 
excessive nicks, gouges and wear. 


((Fen-pereent)) 10% reduction of the original or cata- 
log dimension at any point. For shackles, this includes 
at any point around the body or pin. 


Excessive thread damage or wear, where applicable. 


Evidence of unauthorized welding or modification. 


Any other conditions that cause doubt as to the safety 
of continued use. 


On shackles, also inspect for incomplete pin engage- 
ment. 


On swivels and swivel hoist rings, check for lack of 
ability to freely rotate or pivot. 


On compression hardware, also check for: 
- Unauthorized replacement components. 
- Insufficient number of wire rope clips. 
- Improperly tightened wire rope clips. 

- Damaged wire rope. 

- Indications of wire rope slippage. 


- Improper assembly. 


On swivels, check for loose or missing nuts, bolts, 
cotter pins, snap rings, or other fasteners and retaining 
devices. 


On blocks check for: 


- Loose or missing nuts, bolts, cotter pins, snap 
rings, or other fasteners and retaining devices. 


- Misalignment or wobble in sheaves. 


- Excessive sheave groove corrugation or wear. 
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(2) Repairs, alterations, or modifications. 

(a) You must repair, alter, or modify rigging hardware 
((mrust-be- repaired attered-or- medified)) according to the 
hardware manufacturer or a qualified person. 

(b) Welding of hardware is prohibited unless authorized 
by the manufacturer. 

(c) Replacement parts must meet or exceed the original 
rigging hardware manufacturer's specifications. 

(3) Hardware use. 

(a) ((Hardware-mustbe-seleeted)) You must select hard- 
ware with the characteristics suitable for the application and 
environment where it will be used. 

(b) You must not exceed the rated load of the hardware 
((mustnotbeexeeeded)). 

(c) At least one of the workers using rigging hardware 
must meet the requirements of WAC 296-155-53306. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-56105 Shackles. (1) Pins must be con- 
nected to the choking eye of the sling when a shackle is used 
in a choker hitch. 

(2) Screw pins must be: 

(a) Fully engaged, with the shoulder in contact with the 
shackle body (see Figure 27, Typical Shackle Components). 
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Figure 27 


Typical Shackle Components 


(b) Rigged in a way that keeps the pin from unscrewing Figure 28 
while in use. Side Loading 
(c) Secured from rotation or loosening if used for long- Side Loading 
term installations. Angle, d % Rated Load Reducti 
(3) You must keep cotter pins ((must-be-—kept)) in good ng Cs Ceg. ee Hoan Seducuon 
working condition. In-line (0) to 5 None 
(4) If the shackle is side loaded, reduce the rated load, 6 to 45 30% 
according to the recommendations of the manufacturer or a 46 to 90 50% 
qualified person (see Figure 28, Side Loading). 2 - £ - 
Note: See Figure 29, Shackle Types, for examples of types of shack- Over 90 Not permitted unless authorized by 
les covered by this rule. manufacturer or qualified person 
Anchor Shackles Chain Shackles Synthetic Sling Shackles 
Q Gimt 
Screw Pin Type Screw Pin Type Screw Pin Type 
Bolt Type Bolt Type Bolt Type 
Figure 29 
Shackle Types 
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AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-56110 Adjustable hardware. (1) 
Turnbuckles. Follow these rigging practices for turnbuckles: 

(a) Locking nuts, if used, must be compatible with the 
threads of the turnbuckle end. (See Figure 30, Turnbuckle 
Types.) 

(b) For long-term installations, secure turnbuckles in a 
way that prevents unscrewing. 


me ec. 


TD 
A} 


(c) Turnbuckle end fitting threads must be fully engaged 
in the body threads. 

(d) Components, including pins, bolts, nuts, or cotter 
pins used with jaw ends, must be in good working condition 
prior to use. 

Notes: e See Figure 30 for types of turnbuckles covered by this rule. 
+ Pipe bodies conceal the length of thread engagement. Verify 
full engagement before loading. (See Figure 30.) 
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Open body with jaw and eye fittings g Pipe body Installation 
with Nuts 
Types Components 
Figure 30 
Turnbuckle Types 


(2) Eyebolts. Follow these rigging practices for eye- 
bolts: 


(a) You must only use eyebolts not shouldered to the 
load ((mustontybewsed)) for in-line loads. (See Figure 31, 
Eyebolts.) 


(b) You must use only shoulder eyebolts ((mustbe 
used)) for angular lifting. 


(1) The shoulder must be flush and securely tightened 
against the load. 


(ii) You_must reduce the working load limit (WLL) 
((atast-be-+educed)) as shown in Figure 31. 


(iii) For angular lifts, you must align the plane of the eye 
((paust-be-alened)) with the direction of loading. If needed, 
flat washers can be used under the shoulder to position the 
plane of the eye. (See Figure 31.) 


(c) When using eyebolts in a tapped blind hole, the effec- 
tive thread length must be at least one and one-half times the 
diameter of the bolt for engagement in steel. (See Figure 31.) 
For other engagements, or engagements in other materials, 
contact the eyebolt manufacturer or a qualified person. 


(d) When using eyebolts in a tapped through-hole of less 
than one diameter thickness, you must use a nut ((mastbe 
used)) under the load, and it must be fully engaged and tight- 
ened securely against the load. (See Figure 31.) 

(e) When eyebolts are used in an untapped through-hole, 
the nut under the load must be fully engaged. If the eyebolt is 
not shouldered to the load, a second nut on top of the load 
should be used if possible. (See Figure 31.) 


Note: See Figure 31 for examples of eyebolts covered by this rule. 
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Figure 31 
Eyebolts 
(3) Eye nuts. Follow these rigging practices for eye nuts 
(see Figure 32, Eye Nuts): Z 
(a) The threads of eye nuts must be fully engaged; fer 
(b) (Eye)) You must only use nuts ((must-ontybe-used)) Ve 
for in-line loads; DEA 
(c) Components must be in good working condition prior A vil f 
to use. Through hole no nut 
Ñ S 


Through hole top nut In-line loading only 
Typical 


=~ Loading 


Through hole bottom nut 


Figure 32 
Eye Nuts 
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(4) Swivel hoist rings. Follow these rigging practices for 
swivel hoist rings: 

(a) The swivel hoist ring working load limit (WLL) must 
meet or exceed the anticipated angular rigging tension. (See 
Figure 33, Angle of Loading.) 

(b) You must tighten swivel hoist rings ((must-be+ight- 
ened)) to the torque specifications of the manufacturer. 

(c) The swivel hoist ring must be free to rotate and pivot 
without interference during lifting. (See Figure 34, Swivel 
Hoist Rings.) 

(d) The load applied to the swivel hoist ring must be cen- 
tered in the bail to prevent side loading. 

(e) Any attached lifting component must be narrower 
than the inside width of the bail to avoid spreading. 

(f) When using swivel hoist rings in a threaded-hole, the 


effective thread length must be ((ene-and-one-hal)) 1 1/2 


120° MAXIMUM 
INCLUDED ANGLE 
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times the diameter of the bolt for steel. (See Figure 34.) For 
other thread engagements or engagement in other materials, 
contact the manufacturer or a qualified person. 


(g) When using swivel hoist rings in a through-hole 
application, you must use a nut and washer ((mustbe-ased)). 
A washer and nut must be in accordance with the manufac- 
turer's recommendations. The nut must be fully engaged. 
(See Figure 34.) 


(h) The bushing flange must fully contact the load sur- 
face. (See Figure 34.) 


(i) You must not use spacers or washers ((mustnetbe 
used)) between the bushing flange and the mounting surface 
of the load being lifted. 


Note: 


See Figure 34 for examples of swivel hoist rings covered by 
this rule. 


Figure 33 
Angle of Loading (Adjustable Hardware) 
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Swivel Hoist Rings 
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AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-56115 Compression hardware. (1) 
Wire rope clips. Follow these assembly requirements for 
wire rope clips: 

(a) Before installing a wire rope clip on plastic coated or 
plastic impregnated wire rope, you must consult the wire rope 
clip manufacturer, wire rope manufacturer or a qualified per- 
son ((mustbe-consulted)). 

(b) For U-bolt clips used to create end terminations, you 
must place the saddle ((mustbepłaeed)) on the live end of the 
wire rope, with the U-bolt on the dead end side. (See Figure 
35, Wire Rope Clips.) 

(c) You must test the assembly ((musttbe-tested)) by 
loading the connection to at least the expected working load. 
After unloading, retighten the wire rope clips to the torque 
recommended by the manufacturer or a qualified person. 

(d) Follow the manufacturer's recommendations for the 
minimum number of clips, spacing and turn-back measure- 
ments, and to the recommended torque values. In the absence 
of the manufacturer's recommendations follow Table 15. 


f AN U-BOLT NAN 
“of. 8) 
L \ J E 
OTI 
= SS 
U-Bolt 
= 
|| | 
=, 
~em 
Double Saddle Double Saddle 
(Fist Grip) 
Types Components 
Figure 35 


Wire Rope Clips 


(2) Wedge sockets. Follow these assembly requirements 
for wedge sockets: 

(a) You must assemble wedge sockets ((mustbe-assen 
bled)) as recommended by the manufacturer or a qualified 
person. 

(b) Before installing a wedge socket on plastic coated or 
plastic impregnated wire rope you must consult the wedge 
socket manufacturer, wire rope manufacturer or a qualified 
person ((mustbeconsuted)). 

(c) The assembler must match the proper wedge with the 
socket for the wire rope to be installed. ((Wedges-mustnetbe 
interchanged)) You must not interchange wedges between 
different manufacturers' sockets or models. 

(d) The live end of the wire rope in the wedge socket 
cavity must be in alignment with the socket's pin. (See Figure 
36, Wedge Sockets.) 
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(e) The length of the dead end tail of the wire rope must 
be as required by the manufacturer or a qualified person. 

(f) You must secure the tail of the dead end of the wire 
rope extending beyond the wedge socket ((mustbe-seeured)) 
as recommended by the wedge socket manufacturer or a qual- 
ified person. 

(g) You must not secure the dead end of the wire rope 
((paust net-be-seeured)) to the live end of the wire rope in a 
way that restricts the movement of the live end. (See Figure 
36.) 

(h) After assembly you must load the connection ((must 
betoaded)) to fully seat the wedge before use. 
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Wrong Installation 


mponen k i 
Components Right Installation 


Figure 36 
Wedge Sockets 


AMENDATORY SECTION (Amending WSR 12-01-086, (b) Swivels must be of the proper shape and size to make 
filed 12/20/11, effective 2/1/12) sure it seats correctly in the hook or lifting device. 


WAC 296-155-56120 Links, rings, and swivels. (1) y pee ee components ((must-be 


Follow these rigging practices for links and rings: 
(a) The link or ring must be of the proper shape and size 
to make sure it seats properly in the hook or lifting device. 
(b) Multiple slings or rigging hardware gathered in a link 


or ring must not exceed a ((one-hundredtwenty)) 120 degree | ko |] 
included angle. (See Figure 33, Angle of Loading.) \ i | | 


Note: See Figure 37, Links and Rings, for examples of links and rings ; AN | \ 
covered by this rule. | \ | \ ( / ) \ 

\ \ : j | r~ m H | \ IT j | 
—- X t X p t 7 Regular re Z_ 


Oblong (master link) 


(o>) Ahk In-line loading only 
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eee [~ AA ge Chain Jaw End 
\ \ \ \ / | Figure 38 
p X LJ YN // Swivels 
Round Pear Shaped Loading | AMENDATORY SECTION (Amending WSR 12-01-086, 
; filed 12/20/11, effective 2/1/12) 
Figure 37 
Links and Rings WAC 296-155-56200 Structural and mechanical lift- 
ers. (1) Structural and mechanical lifting devices must be 
(2) Follow these rigging practices for swivels: constructed in accordance with ASME B30.20-2010, Below- 
(a) ((Swivelssmust-ontybeused)) You must only use the-Hook Lifting Devices. 
swivels on in-line loads. (See Figure 38, Swivels.) (2) You must legibly mark the rated load of the lifting 
Note: Swivels are positioning hardware, and are not intended to be device ((mustbeHegiblymarked)) on the main structure or on 
rotated under load. a tag attached to it where it is visible. If the lifting device is 
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made up of several lifters, each detachable from the group, 
these lifters must also be marked with their individual rated 
loads. 

(3) All structural and mechanical lifting devices must be 
marked with the following information: 

(a) Manufacturer's name and address; 

(b) Serial number; 

(c) Lifter weight, if over ((ene-hundred)) 100 pounds (45 
kg); 

(d) Rated load as required in subsection (2) of this sec- 
tion; 

(e) Name and address of repairer or modifier, when the 
lifting device has been repaired or modified. 

(4) Installation. 

(a) You must assemble and install structural and 
mechanical lifters ((mast-be-assembled-and~HastaHed)) 
according to manufacturer's instructions. 

(b) The installer must check for correct rotation of all 
motors. 

(5) Inspection. 

(a) A qualified person must inspect all new, altered, 
repaired, or modified lifting devices according to Tables 30 
and 31. The inspection of altered, repaired or modified lifting 
devices can be limited to the parts affected, if a qualified per- 
son determines that is all that is needed. 

(b) The operator must inspect the lifting device before 
and during every lift for any indication of damage. Check the 
following items: 

(i) Surface of the load for debris; 

(ii) Condition and operation of the controls; and 

(iii) Condition and operation of the indicators and meters 
when installed. 

(c) Lifting devices must be inspected, by the operator or 
another competent person, according to Table 30. 

(i) If any damage is found, have a qualified person deter- 
mine whether there is a hazard. 

(ii) You must correct hazardous conditions ((musttbe 
eoerrected)) before continuing use. 


Table 30 
Structural and Mechanical Lifter Frequent Inspection 


Inspect for: How often: 


Structural members for: 


¢ Deformation. 
e Cracks. 
e Excessive wear on e Normal service - 
any part of the lifter. Monthly. 
The device for: e Heavy service - Weekly 
to monthly. 
e Loose or missing: e Severe service - Daily to 
weekly. 
- Guards. e Special or infrequent 
- Fasteners. service - As recom- 
- Covers. mended by a qualified 
- Stops. person before and after 
- | Nameplates. each occurrence. 
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Inspect for: How often: 


e Before use, when any 
lifter has been idle for at 
least one month. 


All functional oper- 
ating mechanisms 
for maladjustments 
interfering with 
operation. 


Automatic hold-and- 
release mechanisms 
for maladjustments 
interfering with 
operation. 


Note: e Normal service means service that involves operation with 


various weights within the rated load limit, averaging less than 
((stxty-five-pereent)) 65% of rated load limits. 

e Heavy service means service that involves operation within 
the rated load limit, that exceeds the limits of normal service. 
e Severe service means service that involves normal or heavy 
service with abnormal operating conditions. 


(d) A qualified person must perform a periodic inspec- 
tion on structural and mechanical lifters according to Table 
31. Include the items in Table 30 of this section. 


(i) You must correct hazardous conditions ((mustbe-cor- 
reeted)) before continuing use. 


(ii) You must keep dated inspection reports ((mast-be 
kept)) of the most recent periodic inspection. 


Table 31 


Structural and Mechanical Lifting Device Periodic 
Inspection 


Inspect for: How often: 


Normal service for 
equipment in place - 
Yearly. 


Loose bolts or fasteners. 


Cracked or worn gear, pul- 
leys, sheaves, sprockets, 
bearings, chains, and belts. 


Heavy service - Semi- 
annually. 


Excessive wear of friction 
pads, linkages, and other 
mechanical parts. 


Severe service - Quar- 
terly. 


Excessive wear at hoist 
hooking points and load sup- 
port clevises or pins. 


Special or infrequent 
service - As recom- 
mended by a qualified 
person before the first 
such occurrence and as 
directed by the quali- 
fied person for any sub- 
sequent occurrences. 


Note: e Normal service means service that involves operation with 


various weights within the rated load limit, averaging less than 


((sixty-five-percent)) 65% of rated load limits. 
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e Heavy service means service that involves operation within 
the rated load limit, that exceeds the limits of normal service. 
e Severe service means service that involves normal or heavy 
service with abnormal operating conditions. 


(6) Operational tests. 

(a) A qualified person must perform an operational test 
on new, altered, repaired, or modified lifters before use. The 
qualified person can limit the testing of altered, repaired or 
modified lifters to the parts affected. 

(b) You must test the following items ((must-be+ested)): 

(i) You must test lifters with moving parts ((must-be 
tested)) to determine that the lifter operates according to the 
manufacturer's instructions. 

(11) You must test lifters with manually operated or auto- 
matic latches ((must-betested)) to determine that the latch 
operates according to manufacturer's instructions. 

(iii) You must test all indicator lights, gages, horns, bells, 
alarms, pointers, and other warning devices ((musttbe 
tested)). 

(c) You must keep dated reports of all operational tests 
((mustbekept)) on file. 

(7) Repair. 

(a) You must repair structural and mechanical lifting 
devices ((mustberepaired)) as follows: 

(i) Adjustments and testing must be done only by a qual- 
ified person; 

(11) Replacement parts used must be at least equal to the 
original manufacturer's specifications; 

(iii) You must inspect the device ((mustbemspeeted)) 
according to subsection (5) of this section before returning to 
service. 

(b) You must take the following precautions ((must-be 
taken)) before repairs on a lifting device are started: 

(i) Disconnect, lock out and tag all sources of power 
"Out of Service," if applicable; 

(ii) Tag the lifting device removed from service for 
repair "Out of Service." 

(8) Lifting devices must be operated only by qualified 
personnel. 

(9) Operators must do the following: 

(a) Test all controls before use, each shift; 

(b) Consult a competent person before handling the load 
whenever there is any doubt as to safety; 

(c) Respond only to instructions from competent per- 
sons, except for stop signals. The operator must obey a stop 
order at all times, no matter who gives it; 

(d) Do not load the lifting device in excess of its rated 
load or with any load that it is not specifically designed for; 

(e) Apply the lifter to the load according to the instruc- 
tion manual; 

(f) Check that: 

(i) Lifter ropes or chains are not kinked. 

(ii) Multiple part lines are not twisted around each other. 

(g) Bring the lifter over the load in a way that minimizes 
swinging; 

(h) Keep the load or lifter from contacting any obstruc- 
tion; 

(i) Set down any attached load and store the lifting 
device before leaving it; 

(j) Check that all personnel are clear of the load; 
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(k) Using the lifter for side pulls or sliding the load is 
prohibited, unless specifically authorized by a qualified per- 
son; 

(1) Riding on loads or the lifting device is prohibited. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-56205 Vacuum lifters. (1) Vacuum lift- 
ing devices must be constructed in accordance with ASME 
B30.20-2010, Below-the-Hook Lifting Devices. 

(2) Rated load. 

(a) The rated load of each lifter and each pad must be 
legibly marked on the main structure or on a tag attached to it 
where it is visible. The marking must refer to the instruction 
manual for information about decreases in rating due to 
loads: 

(1) Rigidity; 

(11) Strength; 

(iii) Overhang; 

(iv) Surface condition; 

(v) Angle of load; 

(vi) Temperature; 

(vii) Number of pads; 

(viii) Elevation and vacuum level. 

(b) If the vacuum lifting device has shut-off valves on 
individual pads or groups of pads, the rated load of each pad 
must also be marked. 

(3) The vacuum lifter must be clearly marked on the 
main structure with all of the following: 

(a) Manufacturer's name and address; 

(b) Model number; 

(c) Serial number; 

(d) Lifter weight; 

(e) Electrical power requirements, if applicable; 

(f) Pressure and volume of compressed air required, if 
applicable; 

(g) Rated load, as required in subsection (2) of this sec- 
tion; 

(h) If repaired or modified, the name, address, and lifter 
identification of repairer or modifier. 

(4) Installation. 

(a) You must assemble and install vacuum lifters ((must 
be-assembled and instaHed)) according to manufacturer's 
instructions. 

(b) The installer must check: 

(1) That the power supply is the same as what is shown 
on the nameplate. 

(11) For correct rotation of all motors. 

(c) Connect the electrical power supply to the vacuum 
lifter to either: 

(1) The line side of the crane disconnect; or 

(11) An independent circuit. 

(5) Inspection. 

(a) A qualified person must inspect all new, altered, 
repaired, or modified vacuum lifters. A qualified person can 
limit the inspection of altered, repaired or modified lifters to 
the affected parts. 
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(b) The operator must inspect the lifter before and during 
every lift for any indication of damage, including all of the 
following: 

(1) Surface of the load for debris; 

(11) Seal of the vacuum pad for debris; 

(iii) Condition and operation of the controls; 

(iv) Condition and operation of the indicators, meters 
and pumps when installed. 

(c) Lifters must be inspected, by the operator or another 
competent person, according to Table 32. 

(d) A qualified person must determine whether signs of 
damage indicate a hazard. 

(e) You must correct hazardous conditions ((mustbe-cor- 
rected)) before continuing use. 

(f) A qualified person must perform a periodic inspection 
of vacuum lifters according to Table 33. Include the items in 
Table 32 of this section. 

(g) You must keep dated inspection records ((muast-be 
kept)) on all critical items such as supporting structure, 
motors, controls, and other auxiliary components. 

(h) You must correct hazardous conditions ((musttbe 
eerrected)) before continuing use. 


Table 32 
Vacuum Lifter Frequent Inspection 


Inspect: How often: 
Structural members for: e Normal service - 

Monthly. 

¢ Deformation. e Heavy service - 
Weekly to monthly. 

e Cracks. e Severe service - Daily 
to weekly. 

e Excessive wear. e Special or infrequent 


service - As recom- 
mended by a quali- 
fied person before 
and after each occur- 
rence. 


The vacuum generator for 
output. 


The vacuum pad seal rings 
for: 


e Cuts. 


e Tears. ° 
e Excessive wear. 
e Foreign particles. 


Before using, when a 
lifting device has 
been idle for more 
than one month. 


Vacuum lines and connec- 
tions for: 
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Inspect: 


How often: 


e Collapsed areas of 
hoses. 


The vacuum reservoir for: 
e Leaks. 
e Visible damage. 


The entire vacuum system 
including indicator lights, 
gages, horns, bells, pointers 
or other warning devices, 
and vacuum level indica- 
tors: 


e Attach a nonporous, 
clean surface to the 
vacuum pad or pads. 


e Stop the vacuum 
source. 


e Check that the vac- 
uum level in the sys- 
tem does not 
decrease by more 
than the manufac- 
turer's specified rate. 


Table 33 


Vacuum Lifting Device Periodic Inspection 


Inspect for: 


How often: 


External evidence of: 
e Looseness. e 
e Wear. ° 
e Deformation. ° 


e Cracking. ° 
e Corrosion. 


External evidence of dam- 
age to: 


e Supporting structure. 


Normal service for 
equipment in place - 
Yearly. 

Heavy service - Semi- 
annually. 


Severe service - Quar- 
terly. 


Special or infrequent 
service - As recom- 
mended by a qualified 
person before the first 
such occurrence and as 
directed by the quali- 
fied person for any 
subsequent occur- 
rences. 


e Motors. 
e Leakage. e Controls. 
e Cuts. e Other auxiliary com- 
e Kinks. ponents. 
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Inspect for: How often: 
Clear warning labels. 
Note: e Normal service means service that involves operation with 


various weights within the rated load limit, averaging less than 
((stxty-feve-pereent)) 65% of rated load limits. 

e Heavy service means service that involves operation within 
the rated load limit, that exceeds the limits of normal service. 


e Severe service means service that involves normal or heavy 
service with abnormal operating conditions. 


(6) Operational tests. 

(a) A qualified person must perform an operational test 
on new, altered, repaired, or modified vacuum lifters before 
use. The qualified person can limit the testing of altered, 
repaired or modified lifters to the parts affected. 

(b) You must test the following items ((mustbe+tested)): 

(1) Moving parts; 

(11) Latches; 

(iii) Stops; 

(iv) Limit switches; 

(v) Control devices; 

(vi) Vacuum lines; 

(vii) You must test the seals and connections ((mustbe 
tested)) for leaks by attaching a smooth nonporous clean 
material to the vacuum pad or pads and then stopping the vac- 
uum source. The vacuum level in the system must not 
decrease more than the manufacturer's specified rate. 

(c) You must keep dated reports of all operations tests 
((atast-bekept)) on file. 

(7) Load tests. 

(a) Prior to initial use, all new, altered, repaired, or mod- 
ified vacuum lifting devices must be load tested and 
inspected by a qualified person. The qualified person can 
limit the test to the areas affected by the alteration, repair or 
modification. 

(b) Test loads must not be more than ((ene-hundred 
twentyfive-percent)) 125% of the rated load of the system, 
unless otherwise recommended by the manufacturer or a 
qualified person. 

(c) You must keep written reports ((mustbekept)) con- 
firming the load rating of the vacuum lifting device. 

(d) The load test must consist of one of the following 
procedures: 

(1) Actual load test: 

(A) Attach pads to the designated test load. 

(B) Raise the test load a small distance to make sure the 
load is supported by the vacuum-lifting device. 

(C) Hold the load for two minutes. 

(D) Lower the load for release. 

(11) Simulated load test. Using a test fixture, apply forces 
to all load bearing components either individually or in 
assemblies equivalent to the forces encountered by the com- 
ponents if they were supporting a load that was ((ene-hundred 
twenty-five-percent)) 125% of the rated load. 

(e) After the test, you must visually test the vacuum lift- 
ing device ((must-be-visualymspeeted)). You must correct 
any condition that constitutes a hazard ((mustbe-cerreeted)) 
before the lifting device is placed in service. If the correction 
affects the structure, then you must retest the lifter ((mustbe 
retested)). 
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(8) Repair. 

(a) Repair vacuum lifting devices as follows: 

(i) Adjustments and testing must be done only by a qual- 
ified person; 

(11) Use replacement parts that are at least equal to the 
original manufacturer's specification; 

(iii) You must inspect the lifting device ((must—be 
inspeeted)) before returning to service as required in subsec- 
tion (5) of this section. 

(b) Take the following precautions before repairs on a 
lifting device are started: 

(i) Move the vacuum-lifting device to an area where it 
will cause the least interference with other operations; 

(ii) Disconnect, lock out and tag all sources of power 
"Out of Service," if applicable; 

(iii) Tag the lifting device removed from service for 
repair "Out of Service." 

(9) Lifting devices must be operated only by qualified 
personnel. 

(10) Operators must do the following: 

(a) Test all controls before use during a shift; 

(b) Consult a competent person before handling the load 
whenever safety is in doubt; 

(c) Respond only to instructions from competent per- 
sons, except for stop orders. The operator must obey a stop 
order at all times, no matter who gives it; 

(d) Do not load the lifter in excess of its rated load or 
with any load that it isn't specifically designed for; 

(e) Apply the lifter to the load according to the manufac- 
turer's instructions; 

(f) Check that: 

(1) Ropes or chains are not kinked. 

(11) Multiple part lines are not twisted around each other. 

(iii) The pad contact surface is clean and free of loose 
particles. 

(g) Check that vacuum lines are not: 

(1) Kinked or twisted. 

(ii) Wrapped around or looped over parts of the lifting 
device that will move during the lift. 

(h) Bring the lifter over the load in a way that minimizes 
swinging; 

(1) Lift the load a few inches to make sure that the lifting 
device was correctly applied; 

(j) Keep the load or lifter from contacting any obstruc- 
tion; 

(k) Do the following if power goes off while making a 
lift: 

(1) Warn all people in the area; 

(11) Set the load down if possible. 

(1) Set down any attached load and store the lifting 
device before leaving it; 

(m) Check that all personnel are clear of the load; 

(n) Using the lifter for side pulls or sliding the load is 
prohibited, unless specifically authorized by a qualified per- 
son; 

(o) Riding on the load or the lifter is prohibited. 
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AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-56210 Close proximity lifting mag- 
nets. (1) Close proximity lifting magnets must be constructed 
in accordance with ASME B30.20-2010, Below-the-Hook 
Lifting Devices. 

(2) Rated load. 

(a) General application magnets must have the rated load 
(capacity) marked either on the lifting magnet or on a tag 
attached to it. The marking must refer to the instruction man- 
ual for information about decreases in rating due to the loads. 

(1) Surface condition. 

(11) Thickness. 

(iii) Percentage of contact with the magnet. 

(iv) Temperature. 

(v) Metallurgical composition. 

(vi) Deflection. 

(b) Specified application magnets must have the rated 
load (capacity) either on the lifting magnet or on a tag 
attached to it, referring to the specific loads for which the 
capacity applies. 

(3) Identification. All close proximity lifting magnets 
must be marked with the following information: 

(a) Manufacturer's name and address; 

(b) Model and lifting magnet unit identification; 

(c) Weight of lifting magnet; 

(d) Rated load, as required in subsection (2) of this sec- 
tion; 

(e) Duty cycle, if applicable; 

(f) Cold current (amps) at ((sixty-eight)) 68 degrees 
Fahrenheit (((#venty)) 20 degrees Celsius), if applicable; and 

(g) Voltage of primary power supply or battery, if appli- 
cable. 

(h) If repaired or modified, name and address of repairer 
or modifier and (a) through (g) of this subsection if changed. 

(4) You must install lifting magnets ((arast-beinstaHed)) 
according to manufacturer's instructions. 

(5) Inspection. 

(a) A qualified person must inspect all new, altered, 
repaired, or modified lifting magnets according to Tables 34 
and 35. The inspection of altered, repaired or modified lifting 
magnets can be limited to the parts affected, if a qualified per- 
son determines that is all that is needed. 

(b) The operator must inspect the lifting magnet before 
and during every lift for any indication of damage. Check all 
of the following items: 

(i) Lifting magnet face and surface of the load for foreign 
materials and smoothness; 

(11) Condition and operation of the: 

(A) Control handle of a manually controlled permanent 
magnet; 

(B) Indicators and meters when installed. 

(c) Lifting magnets must be inspected, by the operator or 
another competent person, according to Table 34. 

(d) A qualified person must determine whether signs of 
damage indicate a hazard. 

(e) You must correct hazardous conditions ((mustbe-cor- 
rected)) before continuing use. 


Permanent [324] 


Washington State Register, Issue 16-09 


Table 34 
Close Proximity Lifting Magnet Frequent Inspection 
Inspect: How often: 
Structural and suspension 
members for: 
e Deformation. e Normal service - 
Monthly. 
e Cracks. e Heavy service - 
Weekly to monthly. 
e Excessive wear on any e Severe service - 
part of the lifting mag- Daily to weekly. 
net. 


e Special or infre- 
quent service - As 
recommended by a 
qualified person 
before and after 
each occurrence. 


The lifting magnet face for: 
e Foreign materials. 


e Smoothness. 


Condition of lifting bail or e Before using, when 
sling suspension. a lifting magnet has 
been idle for more 
than one month. 


Condition and operation of 
control handle. 


Condition and operation of 
indicators and meters, if 
applicable. 


Electrical conductors, if 
applicable, that are visible 
without disassembly for: 


¢ Loose connections. 
e Continuity. 
e Corrosion. 


e Damage to insulation. 


Battery operated electromag- 
nets for: 


e Proper level of battery 
electrolyte. 

e Corrosion of battery 
posts or connectors. 


Cracked housings, welds, and 
loose bolts. 


Legible labels and marking. 


Note: e Normal service means service that involves operation with 
various weights within the rated load limit, averaging less than 


((stxty-five-pereent)) 65% of rated load limits. 


Washington State Register, Issue 16-09 


e Heavy service means service that involves operation within 
the rated load limit, that exceeds the limits of normal service. 
e Severe service means service that involves normal or heavy 
service with abnormal operating conditions. 


(f) A qualified person must perform periodic inspections 
of close proximity lifting magnets according to Table 35. 
Include the items in Table 34 of this section. 

(g) You must keep dated inspection records ((must-be 
kept)) on all critical items such as structural and suspension 
members, lifting magnet face, lifting bail, control handle, 
indicators and meters. 

(h) You must correct hazardous conditions ((musttbe 
eoerrected)) before continuing use. 


Table 35 
Close Proximity Lifting Magnet Periodic Inspection 


Inspect: How often: 


Members, fasteners, locks, 
switches, warning labels, and 
lifting parts for: 


¢ Deformation. e Normal service for 
equipment in place - 
Yearly. 

e Wear. 

e Corrosion. e Heavy service, unless 


external conditions 
indicate that disas- 
sembly should be 
done to permit 
detailed inspection - 
Quarterly. 


All electrical components, 
including controllers, battery, 
external power supply, power 
disconnects, meters, indica- 
tors, and alarms for: 


Severe service - 
Monthly. 


Special or infrequent 
service - As recom- 
mended by a quali- 
fied person before the 
first occurrence and 
as directed by the 
qualified person for 
any subsequent 
occurrences. 


e Proper operation. 


Condition. 


Lifting magnet coil must be 
tested for: 


e Ohmic and ground 
readings compared to 
manufacturer's stan- 
dards. 
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Note: e Normal service means service that involves operation with 


various weights within the rated load limit, averaging less than 


((sixty-five-percent)) 65% of rated load limits. 

e Heavy service means service that involves operation within 
the rated load limit, that exceeds the limits of normal service. 
e Severe service means service that involves normal or heavy 
service with abnormal operating conditions. 


(6) Operational tests. 

(a) All new, altered, repaired or modified lifting magnets 
must be tested either by or under the direction of a qualified 
person before use. The qualified person can limit the testing 
of altered, repaired or modified lifting magnets to the parts 
affected. 

(b) The following items must be tested: 

(i) Moving parts; 

(11) Latches; 

(iii) Stops; 

(iv) Switches; 

(v) Control devices; 

(vi) Alarms; and 

(vii) Warning devices, including: 

(A) Indicator lights; 

(B) Gauges; 

(C) Horns; 

(D) Bells; and 

(E) Pointers. 

(c) You must keep dated reports of all operational tests 
((mustbekept)) on file. 

(7) Load tests. 

(a) Prior to initial use, you must load test all new, altered, 
repaired, or modified close proximity lifting devices ((mast 
betoad+tested)) and inspected by a qualified person. The 
qualified person can limit the test to the areas affected by the 
alteration, repair, or modification. 

(b) You must test the breakaway force of lifting magnets 
((mustbetested)) according to manufacturer's directions or 
ANSI B30.20-2010. 

(8) Repair. 

(a) You must repair close proximity lifting magnets 
((mustbe+epaired)) as follows: 

(i) Adjustments and testing must be done by or under the 
direction of a qualified person; 

(11) Replacement parts used must be at least equal to the 
original manufacturer's specifications; 

(iii) You must inspect the magnet ((must-be-mspeeted)) 
before returning to service as required in subsection (5) of 
this section. 

(b) You must take the following precautions ((must-be 
taken)) before repairs on a magnet are started: 

(i) Disconnect, lock out and tag all sources of power 
"Out of Service," if applicable; and 

(ii) Tag any lifting magnet removed from service for 
repair "Out of Service." 

(9) Lifting magnets must be operated only by qualified 
personnel. 

(10) Operators must do the following: 

(a) Test all controls before use, each shift; 

(b) Check all meters and indicators for proper operation 
before making a lift; 


Permanent 


WSR 16-09-085 


(c) Consult a competent person before handling the load 
whenever there is any doubt as to safety; 

(d) Respond only to instructions from competent per- 
sons, except for stop orders. Operators must obey a stop order 
at all times, no matter who gives it; 

(e) Do not load the lifting magnet in excess of its rated 
load or with any load that it isn't specifically designed for; 

(f) Apply the magnet to the load according to the instruc- 
tion manual; 

(g) Check that: 

(1) Lifter ropes or chains are not kinked; 

(11) Multiple part lines are not twisted around each other; 

(iii) The lifting magnet face and the contact area on the 
load are clean. 

(h) Bring the magnet over the load in a way that mini- 
mizes swinging; 

(1) Lift the load a few inches to make sure that the lifting 
magnet has been correctly applied; 

(j) Keep the load or lifting magnet from contact with any 
obstruction; 

(k) Set down any attached load and store the lifting mag- 
net before leaving it; 

(1) Check that all people near the lift are warned before 
lifting; 

(m) Using the lifter for side pulls or sliding the load is 
prohibited, unless specifically authorized by a qualified per- 
son; and 

(n) Riding on loads or the lifting magnet is prohibited. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-56215 Remotely operated lifting mag- 
nets. (1) Remotely operated lifting magnets must be con- 
structed in accordance with ASME B30.20-2010, Below-the- 
Hook Lifting Devices. 

(2) Identification. All remotely operated lifting magnets 
must be marked with the following information: 

(a) Manufacturer's name and address; 

(b) Model or unit identification; 

(c) Weight of lifting magnet; 

(d) Duty cycle; 

(e) Cold current; 

(f) Voltage; 

(g) If repaired or modified, name and address of repairer 
or modifier and (a) through (g) of this subsection if changed. 

(3) You must install lifting magnets ((avast-beinstaHed)) 
according to manufacturer's instructions. 

(4) Inspections. 

(a) A qualified person must inspect all new, altered, 
repaired or modified lifting magnets according to Tables 36 
and 37. A qualified person can limit the inspection of altered, 
repaired or modified lifting magnets to the parts affected. 

(b) Lifting magnets must be inspected, by the operator or 
another competent person, according to Table 36. 

(c) A qualified person must determine whether signs of 
damage indicate a hazard. 

(d) You must correct hazardous conditions ((musttbe 
eoerrected)) before continuing use. 
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(e) A qualified person must perform periodic inspections 
of remotely operated lifting magnets according to Table 37. 
Include the items in Table 36. 


(f) Make records of apparent external conditions to pro- 
vide the basis for a continuing evaluation. 

(g) You must correct hazardous conditions ((muast-be 
eoerrected)) before continuing use. 


Table 36 
Remotely Operated Lifting Magnet Frequent Inspection 
Inspect: How often: 
Structural and suspension 
members for: 
e Deformation. e Normal service - 
Monthly. 
e Cracks. e Heavy service - 
Weekly to monthly. 
e Excessive wear on any e Severe service - Daily 
part of the lifting mag- to weekly. 
net. 

e Special or infrequent 
service - As recom- 
mended by a quali- 
fied person before 
and after each occur- 
rence. 

The lifting magnet face for: e Before using, when a 
e Foreign materials. lifting magnet has 
been idle for more 
e Smoothness. 
than one month. 
Electrical conductors that are 
visible without disassembly. 
Cracked housings, welds, and 
loose bolts. 


Note: e Normal service means service that involves operation with vari- 
ous weights within the rated load limit, averaging less than ((sixty- 
five-pereent)) 65% of rated load limits. 

e Heavy service means service that involves operation within the 
rated load limit, that exceeds the limits of normal service. 

e Severe service means service that involves normal or heavy ser- 
vice with abnormal operating conditions. 


Table 37 
Remotely Operated Lifting Magnet Periodic Inspection 


Inspect: How often: 
Members, fasteners, and lift- e Normal service for 
ing parts for: equipment in place - 
Yearly. 
¢ Deformation. e Heavy service - 
Quarterly. 
°. Wear. e Severe service - 
Monthly. 
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Inspect: How often: 
e Corrosion. e Special or infrequent 
All electrical components for: service - As Peron 
e Proper operation mended byt dual 
E ie 5 f fied person before the 
* Condition. first occurrence and 
as directed by the 
qualified person for 
any subsequent 
occurrences. 
Magnet coil for: 


e Ohmic and ground 
readings compared to 
manufacturer's stan- 
dards. 


(5) Operational tests. 

(a) All new, altered, repaired or modified lifting magnets 
must be tested either by or under the direction of a qualified 
person before use. The qualified person can limit the testing 
of altered, repaired or modified lifting magnets to the parts 
affected. 

(b) You must test the following items ((must-be+ested)): 

(i) All electrical equipment for proper operation; 

(11) Warning devices, including: 

(A) Indicator lights; 

(B) Gauges; 

(C) Horns; 

(D) Bells; and 

(E) Pointers. 

(c) You must keep dated reports of all operational tests 
((mustbekept)) on file. 

(6) Repair. 

(a) You must repair remotely operated lifting magnets 
((mustbe+epaired)) as follows: 

(i) Have adjustments and testing done only by or under 
the direction of a qualified person; 

(11) Use replacement parts that are at least equal to the 
original manufacturer's specifications; and 

(iii) Inspect the lifter according to subsection (4) of this 
section, before returning to service. 

(b) You must take the following precautions ((must-be 
taken)) before repairs on a lifter are started: 

(i) Disconnect, lock out and tag all sources of power 
"Out of Service." 

(ii) Tag any magnet removed from service for repair 
"Out of Service." 

(7) Lifting devices must be operated only by qualified 
personnel. 

(8) Operators must do the following: 

(a) Test all controls before use during a shift; 

(b) Consult a competent person before handling the load 
whenever there is any doubt as to safety; 

(c) Respond only to instructions from competent per- 
sons, except for stop orders. Operators must obey a stop order 
at all times, no matter who gives it; 

(d) Do not load the lifting magnet in excess of its rated 
load or with any load that it is not specifically designed for; 
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(e) Apply the lifting magnet to the load according to the 
instruction manual; 

(f) Check that: 

(i) Lifter ropes or chains are not kinked; 

(ii) Multiple part lines are not twisted around each other. 

(g) Bring the lifting magnet over the load in a way that 
minimizes swinging; 

(h) Keep the load or magnet from contact with any 
obstruction; 

(i) Set down any attached load and store the lifting mag- 
net before leaving it; 

(j) Check that all people are clear of the load; 

(k) Using the lifter for side pulls or sliding the load is 
prohibited, unless specifically authorized by a qualified per- 
son; and 

(1) Riding on loads or the lifting magnet is prohibited. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-56220 Scrap and material handling 
grapples. (1) Grapples must be constructed in accordance 
with ASME B30.20-2010, Below-the-Hook Lifting Devices. 

(2) Identification. All grapples must be marked with the 
following information: 

(a) Manufacturer's name and address; 

(b) Serial number or unit identification; 

(c) Grapple weight; 

(d) Rated voltage, if applicable; 

(e) Operating hydraulic pressure(s), if applicable; 

(f) Rated capacity; 

(g) If repaired or modified, name and address of repairer 
or modifier and (a) through (f) of this subsection if changed. 

(3) Grapple installation. 

(a) ((Grapples-mustbeinstaHed)) You must install grap- 
ples according to manufacturer's instructions. 

(b) The hydraulic flows and pressures must be the same 
as shown in the manufacturer's instructions. 

(4) Inspections. 

(a) A qualified person must inspect all new, altered, 
repaired and modified grapples according to Table 38. A 
qualified person can limit the inspection of altered, repaired 
or modified grapples to the parts affected. 

(b) Grapples must be visually inspected each shift they 
are used, by the operator or another competent person, 
according to Table 38. 

(c) A qualified person must determine whether signs of 
damage indicate a hazard. 

(d) You must correct hazardous conditions ((mustte 
eoerrected)) before continuing use. 


Table 38 
Grapple Frequent Inspection 


Inspect: How often: 
Structural members for: e Normal service - 
Monthly. 
e Deformation. e Heavy service - 
Weekly to monthly. 
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Inspect: 


How often: 


Inspect: 


How often: 


e Cracks. 


e Excessive wear on any 
part of the grapple. 


Pins and bushings. 


Hydraulic lines. 


Hydraulic cylinders. 


Loose bolts. 


Electrical conductors that are 
visible without disassembly. 


Severe service - 
Daily to weekly. 


Special or infrequent 
service - As recom- 
mended by a quali- 
fied person before 
and after each occur- 
rence. 


Before using, when a 
grapple has been idle 
for more than one 
month. 


Note: 


e Normal service means service that involves operation with 
various weights within the rated load limit, averaging less than 


((sixty-five-percent)) 65% of rated load limits. 


e Heavy service means service that involves operation within 
the rated load limit, that exceeds the limits of normal service. 
e Severe service means service that involves normal or heavy 


service with abnormal operating conditions. 


(e) A qualified person must perform a periodic inspec- 
tion of grapples according to Table 39. Include the items 


from Table 38 of this section. 


(f) You must keep data inspection reports ((must-be 
kept)) on critical items such as structural members, fasteners, 
lifting parts, hydraulic hoses, fittings and tubing, hydraulic 
motors and hydraulic cylinders. 

(g) You must correct hazardous conditions ((mustte 
eoerrected)) before continuing use. 


Table 39 


Grapple Periodic Inspection 


Inspect: 


How often: 


Members, fasteners, and lift- 
ing parts for: 


e Deformation. 
e Wear. 


e Corrosion. 


Hydraulic hose, fittings, and 
tubing for: 


Normal service for 
equipment in place - 
Yearly. 

Heavy service, unless 
external conditions 
indicate that disas- 
sembly should be 
done to permit 
detailed inspection - 
Quarterly. 


Severe service - 
Monthly. 


Permanent 


e Evidence of leakage at 
the surface of the hose 
or its junction with 
metal couplings. 


e Blistering or abnormal 
deformation of the 
outer covering of the 
hose. 


¢ Leakage at threaded or 
clamped joints that can- 
not be eliminated by 
normal tightening or 
recommended proce- 
dures. 


e Excessive abrasion or 
scrubbing on the outer 
surface of hoses, rigid 
tubes, or fittings. 


Hydraulic motors for: 


e Loose bolts or fasten- 
ers. 


e Leaks at joints between 
sections. 


¢ Shaft seal leaks. 


e Unusual noises or 
vibration. 


e Loss of operating 
speed. 


e Excessive heating of 
the fluid. 


e Loss of pressure. 


Hydraulic cylinders for: 


¢ Drifting caused by fluid 
leaking across the pis- 
ton seals. 


e Rod seal leakage. 

e Leaks at welded joints. 

e Scored, nicked, or 
dented cylinder rods. 

e Dented case (barrel). 


¢ Loose or deformed rod 
eyes or connecting 
joints. 
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All electrical components, 
including meters, indicators 
and alarms for: 


e Proper operation. 


e Condition. 


Special or infrequent 
service - As recom- 
mended by a quali- 
fied person before the 
first occurrence and 
as directed by the 
qualified person for 
any subsequent 
occurrences. 
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(5) Operational tests. 

(a) All new, altered, repaired or modified grapples must 
be tested either by or under the direction of a qualified person 
before use. The qualified person can limit the testing of 
altered, repaired or modified grapples to the parts affected. 

(b) You must test all warning devices ((mustbetested)), 
including: 

(1) Indicator lights; 

(ii) Gauges; 

(iii) Horns; 

(iv) Bells; 

(v) Pointers; 

(vi) Other warning devices. 

(c) You must keep dated reports of all operational tests 
((mustbekept)) on file. 

(6) Repair. 

(a) ((Grapplessmust-be+repaired)) You must repair grap- 
ples as follows: 

(i) Have adjustments and testing done only by or under 
the direction of a qualified person; 

(11) Use replacement parts that are at least equal to the 
original manufacturer's specifications; 

(iii) Inspect the grapple according to subsection (4) of 
this section, before returning to service; 

(b) You must take the following precautions ((must-be 
taken)) before repairs on a grapple are started: 

(i) Disconnect, lock out and tag all sources of power 
"Out of Service"; 

(ii) Tag any grapple removed from service for repair 
"Out of Service." 

(7) Grapples must be operated only by qualified person- 
nel. 

(8) Operators must do the following: 

(a) Test all controls before use during a shift; 

(b) Check all meters and indicators for proper operation 
before making a lift; 

(c) Consult a competent person before handling the load 
whenever there is any doubt as to safety; 

(d) Respond only to instructions from competent per- 
sons, except for stop orders. An operator must obey a stop 
order at all times, no matter who gives it; 

(e) Do not load grapples in excess of the rated load or 
with any load that they are not specifically designed for; 

(f) Apply the grapple to the load according to the instruc- 
tion manual; 

(g) Bring the grapple over the load in a way that mini- 
mizes swinging; 

(h) Keep the load or grapple from contact with any 
obstruction; 

(1) Set down any attached load and store the grapple 
before leaving it; 

(j) Don't let anyone ride on loads or the grapple; 

(k) Check that all people stay clear of the load. 


AMENDATORY SECTION (Amending Order 74-26, filed 
5/7/74, effective 6/6/74) 


WAC 296-155-600 Definitions applicable to this part. 
((4)))Apron((*means)). The area along the waterfront 
edge of the pier or wharf. 
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((@)*))Bearing cap((means:)). 

(a) A slab of reinforced concrete or a heavy timber and 
plank platform covering the top of a group of piles for the 
purpose of typing them together and transmitting to them as a 
group the superimposed load. 

(b) A metal plate placed across the top of a steel tube pile 
to distribute the load from the steel tube to the concrete. 

((@—))Bearing pile((—means))._A column of wood, 
metal or concrete or a combination of two or more of these 
materials, driven, jacked, or sunk with a water jet, into the 
earth to transmit and distribute loads to strata below the sur- 
face. 

((4))Bulwark((“means)). The side of a ship above 
the upper deck. 

((G}“))Caisson pile((“+means)). A concrete pile case in 
an outer casing consisting of a series of telescoping steel 
tubes, the top section being the largest and usually ((#venty)) 
20 inches or more in diameter. 

(()}—*))Coaming((*—means)). The raised frame, as 
around a hatchway in the deck, to keep out water. 

(((4—))Composite pile((+means)). A pile which con- 
sists of a concrete pile superimposed on a wood pile. 

(6) Concrete pile. 

e Pedestal type concrete pile means a cast-in-place pile 
with an enlarged (mushroom) base or foot. 

¢ Tapered type concrete pile means a cast-in-place pile 
cast in a tapered metal shell. 

Driving cap. A device placed on the top of a pile to pre- 
vent its breakage or injury during the driving operation. 

H-pile. A pile formed of a structural steel column of "H" 
section. 


Jacob's ladder((*means)). A marine ladder of rope or 
chain with wooden or metal rungs. 


€40}")) Pile driver. A device or piece of equipment used 
in driving piles. 

Precast concrete pile((“means)). A pile which is cast in 
a form above ground. 

(HH Deming eapmeans-a device placed_onthetop-of 
a-pile-to Hs breal or inen denne the drvi 
operation 


42H pHemeans-apHeformed-ofa-struetural-steet 


(13}"Pile driver" means-adeviee-orpieee-of equipment 


€4*))Pretest or jack pile((*means)). A steel cylinder 
pile driven in section beneath an existing building and filled 
with concrete. 

((G5}“))Rail((*)). For the purpose of WAC 296-155- 
630, means a light structure serving as a guard at the outer 
edge of a ship's deck. 

((G-6)}“))Sheet piling((means)). A continuous vertical 
barricade consisting of squared timbers driven edge to edge, 
either square edged or tongued and grooved, or of a series of 
inter- locking steel shapes, to form a temporary wall about an 
excavation, and shored and braced as necessary. 


Permanent 


WSR 16-09-085 


((G-4—))Steel-tube((+means)). A concrete-filled steel 
cylinder, consisting of an open or closed-end steel tube or 
cylinder. 

((G-8}*))Wood pile((*meaxs)). A pile which is formed 
from the trunk of a tree or dimension timbers. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-605 Equipment. (1) General require- 
ments. 

(a) All equipment left unattended at night, adjacent to a 
highway in normal use, or adjacent to construction areas 
where work is in progress, ((shaH)) must have appropriate 
lights or reflectors, or barricades equipped with appropriate 
lights or reflectors, to identify the location of the equipment. 

(b) All tire servicing of multipiece and single-piece rim 
wheels are subject to the requirements of chapter 296-864 
WAC. 

(c)(i) Heavy machinery, equipment, or parts thereof, 
which are suspended or held aloft by use of slings, hoists, or 
jacks ((shaH)) must be substantially blocked or cribbed to 
prevent falling or shifting before employees are permitted to 
work under or between them. Bulldozer and scraper blades, 
end-loader buckets, dump bodies, and similar equipment, 
((shaH)) must be either fully lowered or blocked when being 
repaired or when not in use. All controls ((sha})) must be in 
a neutral position, with the motors stopped and brakes set, 
unless work being performed required otherwise. 

(11) Whenever the equipment is parked, the parking brake 
((shal)) must be set. Equipment parked on inclines ((shal))) 
must have the wheels chocked and the parking brake set. 

(d) The use, care and charging of all batteries ((sha})) 
must conform to the requirements of part I of this chapter. 

(e) All cab glass ((shaH)) must be safety glass, or equiv- 
alent, that introduces no visible distortion affecting the safe 
operation of any machine covered by this part. 

(£) All equipment covered by this part ((skhaH)) must 
comply with the requirements of WAC 296-155-428 (1)(e) 
when working or being moved in the vicinity of power lines 
or energized transmitters. 

(g) Where traffic is diverted onto dusty surfaces, you 
must maintain good visibility ((shal-be-maintained)) by the 
suppression of dust, through the periodic application of oil or 
water to the grade surface, as required. 

(h) No equipment, vehicle, tool, or individual ((sha})) 
must operate within 10 feet of any power line or electrical 
distribution equipment except in conformity with the require- 
ments of WAC 296-155-77100 (1)(h). 

(2) Specific requirements. (Reserved.) 


AMENDATORY SECTION (Amending WSR 04-24-089, 
filed 12/1/04, effective 1/1/05) 


WAC 296-155-610 Motor vehicles on construction 
sites. (1) Scope. Motor vehicles covered by this section 
include any vehicles that operate on a construction site. The 
requirements of this section do not apply to the equipment 
regulated by WAC 296-155-615, Material handling equip- 
ment. 
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(2) General requirements for motor vehicles. 

(a) Braking systems. 

e All vehicles must have: 

- A service brake system; 

- An emergency brake system; 

AND 

- A parking brake system. 

e These systems must be maintained in operable condi- 
tion. 

e These systems may use common components. 

(b) Before leaving a motor vehicle unattended: 

(1) The motor must be stopped. 

(ii) The parking brake must be engaged and the wheels 
turned into curb or berm when parked on an incline. 

(iii) If parking on an incline and there is no curb or berm, 
the wheels must be chocked or otherwise secured. 

(c) Lighting systems. All vehicles, or combination of 
vehicles, must have brake lights in operable condition, 
regardless of light conditions. 

° ((Empleyers)) You must meet the requirements in 
Table 1 below. 


Table 1 


If: Then: 
Visibility conditions warrant | All vehicles, or combina- 
additional light. tions of vehicles, in use 
must be equipped with: 
e Atleast two headlights 
in operable condition; 


AND 


e At least two taillights 
in operable condition. 


(d) All vehicles must be equipped with an operable audi- 
ble warning device (horn) at the operator's station. 

(e) Operating vehicles, other than passenger cars and 
pickups, with an obstructed view to the rear. ((Empleyers)) 
You must prohibit the use of any motor vehicle equipment 
that has an obstructed view to the rear unless the vehicle 
meets one of the following: 

e Has an operable automatic reverse signal alarm audible 
above the surrounding noise level and audible no less than 
((f#teen)) 15 feet from the rear of the vehicle; 

OR 

e Is backed up when an observer signals that it is safe to 
do so. 


Reference: For requirements on operating dump trucks in reverse, 
see (f) of this subsection, Operating dump trucks in 
reverse. 

Note: + If the surrounding noise level is so loud that reverse signal 


alarms are not effective, then an observer must be used. 

e An observer can be any individual at the construction site, 
except a person performing the duties of a flagger. The 
observer must: 

- Be in the direct line-of-sight or able to communicate with the 
driver. 

- Be able to see the entire backing zone. 

- Continue to provide direction to the driver until: 
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m The driver reaches the destination and stops; 
OR 


m There are no longer employees in the backing zone and it is 
reasonable to expect that no employee(s) will enter the backing 
zone. 


(f) Operating dump trucks in reverse. 

(i) You must make sure the dump truck has an operable 
automatic reverse signal alarm: 

e Audible above the surrounding noise level; 

AND 

e Audible no less than ((f#fteen)) 15 feet from the rear of 
the vehicle. 

(11) Before backing a dump truck the driver must deter- 
mine that no one is currently in the backing zone and it is rea- 


sonable to expect that no employee(s) will enter the backing 
zone while operating the dump truck in reverse. 

If employee(s) are in the backing zone or it is reasonable 
to expect that an employee(s) will enter the backing zone, 
you must make sure the truck is backed up only when: 

e An observer signals that it is safe to back; 

OR 

e An operable mechanical device that provides the driver 
a full view behind the dump truck is used, such as a video 
camera. 


Note: The following diagram defines the backing zone. Distances are 
reported in feet. 


DUMP TRUCK BACKING 


BLIND SPOT 


[ 


OBSERVER 
REQUIRED 


Exemption: * Employees are considered protected when they are on 
the opposite side of a fixed barrier such as: 
- A jersey barrier; 
- Heavy equipment (such as a paving machine); 
OR 
- A ((s#x-ineh)) 6-inch concrete curb. 


Note: The term "dump trucks" includes both belly and rear dump 
trucks with a minimum payload of ((feur)) 4 yards. 


(g) Windshields. 

e All vehicles with cabs must be equipped with: 

- Windshields; 

- Powered wipers; and 

- Rear view mirrors. 

e Cracked and broken glass must be replaced. 

e Vehicles operating in areas or under conditions that 
cause fogging or frosting of the windshields must be 
equipped with operable defogging or defrosting devices. 
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(h) Haulage vehicles. ((Empłoyers)) You must meet the 
requirement in Table 2 below. 


Table 2 
If: Then: 
Any haulage vehicles pay- | You must have a cab shield 
load is filled by: and/or canopy adequate to 
e Cranes; protect the operator from 


$ Power shovels: shifting or falling materials. 


¢ Loaders; 
OR 


e Similar equipment. 
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(1) Securing material and employees. 

e Tools and material must be secured to prevent move- 
ment when transported in the same compartment as employ- 
ees. 

e Vehicles used to transport employees must have seats 
firmly secured and adequate for the number of employees to 
be carried. 

e Seat belts and anchorages meeting the requirements of 
49 C.F.R. Part 571 (Department of Transportation, Federal 
Motor Vehicle Safety Standards) must be installed in all 
motor vehicles and used by all occupants of the vehicle. 

(j) Trucks with dump bodies. 

¢ Trucks with dump bodies or raisable platforms, beds, or 
boxes must be equipped with positive means of support, per- 
manently attached. This positive means of support must be 
capable of being locked in position to prevent accidental low- 
ering of the body while maintenance or inspection work is 
being done. 

e Operating levers, controlling hoisting or dumping 
devices on haulage bodies, must be equipped with a latch or 
other device, such as a detent switch, which will prevent acci- 
dental starting or tripping of the mechanism. 

e Trip handles for tailgates of dump trucks must be so 
arranged that, in dumping, the operator will be in the clear. 

(k) Fenders on motor vehicle equipment. 

¢ All rubber-tired motor vehicle equipment must be 
equipped with fenders. 

e Mud flaps may be used in lieu of fenders whenever 
motor vehicle equipment is not designed for fenders. 

(1) Vehicle safety inspections. 

e You must check all vehicles in use (atest be-cheeked)) 
at the beginning of each shift to make sure that the following 
parts, equipment, and accessories are in safe operating condi- 
tion and free of apparent damage that could cause failure 
while in use: 

- Service brakes (including trailer brake connections); 

- Parking system (hand brake); 

- Emergency stopping system (brakes); 

- Tires; 

- Horn; 

- Steering mechanism; 

- Coupling devices; 

- Seat belts; 

- Operating controls; 

AND 

- Safety devices. 

e These requirements also apply where such equipment 
is necessary. 

- Lights; 

- Reflectors; 

- Windshield wipers; 

- Defrosters; 

- Fire extinguishers; 

- Steps and handholds for vehicle access; 

AND 

- Any other necessary equipment. 

e All defects must be corrected before the vehicle is 
placed in service. 
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AMENDATORY SECTION (Amending WSR 07-03-163, 
filed 1/24/07, effective 4/1/07) 


WAC 296-155-615 Material handling equipment. (1) 
General requirements for earthmoving equipment. 

(a) Scope. 

These rules apply to the earthmoving equipment. Some 
examples of earthmoving equipment are: 

e Scrapers; 

e Loaders; 

e Crawler or wheel tractors; 

e Bulldozers; 

e Off-highway trucks; 

e Graders; 

e Agricultural and industrial tractors; 

AND 

e Similar equipment. 

(b) Seat belts. 

e Seat belts must be provided and used by all operators 
and passengers on all equipment covered by this section. 

e Seat belts must meet the requirements of the Society of 
Automotive Engineers, J386-1969, Seat Belts for Construc- 
tion Equipment. 

e Seat belts for agricultural and light industrial tractors 
must meet the seat belt requirements of Society of Automo- 
tive Engineers J333a-1970, Operator Protection for Agricul- 
tural and Light Industrial Tractors. 


Exemption: Seat belts are not required for equipment designed only 


for standup operation. 


e You must not use seat belts ((mustnetbeised)) on 
equipment that does not have rollover protective structure 
(ROPS) or adequate canopy protection in place. 


Exemption: Mechanics and persons in training may ride on the 


equipment without a seatbelt if one is not provided. 


(c) Access roadways and grades. 

. ((Equipmentmust net be eperated)) You must not oper- 
ate equipment on access roadway or grades unless they are 
constructed and/or maintained to allow for the safe operation 
of the equipment. 

e Every emergency access ramp and berm used by an 
employer must be constructed to restrain and control run- 
away vehicles. 

(d) Brakes. 

Earthmoving equipment must have brakes capable of 
stopping and holding the equipment fully loaded. 

¢ Equipment mentioned in (a) of this subsection, General 
requirements for earthmoving equipment, must have brakes 
meeting the specifications in Society of Automotive Engi- 
neers SAE-J237, Loader Dozer-1971, J236, Graders-1971, 
and J319b, Scrapers-1971. 

¢ Brake systems for self-propelled rubber-tired off-high- 
way equipment manufactured after January 1, 1972, must 
meet the applicable minimum performance criteria set forth 
in the following Society of Automotive Engineers Recom- 
mended Practices: 


SAE J319b-1971 
SAE J236-1971 
SAE J166-1971 


Self-propelled scrapers 
Self-propelled graders 
Truck and wagons 
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Front-end loaders and dozers SAE J237-1971 


(e) Fenders. 

e If pneumatic-tired earthmoving haulage equipment has 
a maximum speed that exceeds ((fH#teen)) 15 miles per hour, 
then the equipment must be equipped with fenders on all 
wheels to meet the requirements of Society of Automotive 
Engineers SAE J321a-1970, Fenders for Pneumatic-Tired 
Earthmoving Haulage Equipment. 

° ((Anempleyer)) You may, at any time, seek to show 
under WAC 296-155-010, Variance and procedure, that the 
uncovered wheels present no hazard to personnel from flying 
materials. 


Note: Examples of pneumatic-tired earthmoving haulage equipment 
may include: 
° Trucks; 
e Scrapers; 
e Tractors; 
AND 
e Trailing units. 


(f) Rollover protective structures (ROPS). 

For requirements pertaining to rollover protective struc- 
tures and overhead protection, see WAC 296-155-950 
through 296-155-965. 

(g) Audible alarms. 


e All bidirectional machines must be equipped with a 
horn, distinguishable from the surrounding noise level. This 
horn must be: 

- Operated as needed when the machine is moving in 
either direction; 

AND 

- Maintained in an operative condition. 


Note: Examples of bidirectional machines include: 
e Rollers; 
e Compactors; 
¢ Front-end loaders; 
e Bulldozers; 
AND 
e Similar equipment. 


+ ((Empleyers)) You must make sure that earthmoving or 
compacting equipment with an obstructed view to the rear in 
reverse is not operated unless: 

- A reverse signal alarm distinguishable from the sur- 
rounding noise level is used; 

OR 

- An observer signals that it is safe to back up. 

e If the surrounding noise level is of such amplitude that 
reverse signal alarms are not effective, then you must use 
amber strobe lights ((mustbeased)). 

(h) Operators must look in the direction of travel. 

The driver must look in the direction of, and keep a clear 
view of the path of travel, when operating equipment in 
reverse. 


Exemption: See (g)(ii) of this subsection, Audible alarms, for 
requirements pertaining to equipment that has an 


obstructed view to the rear. 


(1) Scissor points. 
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Scissor points on all front-end loaders, which constitute 
a hazard to the operator during normal operation, must be 
guarded. 

(j) Tractors. 

e Tractor motors must be cranked only by operators or 
other experienced persons. 

e You must provide waterproof and comfortable seat 
cushions ((mast-be-previded)) on tractors at all times when 
working. 

e Operator must not leave controls of tractor with master 
clutch engaged. 

(k) Winch lines. 

Winch lines must be maintained in good condition and 
provided with spliced eye, knob or hook in working end, 
except under conditions where unspliced end is required. 

(1) Bulldozers and carry-all gates. 

e You must not initiate repairs on blade or dozer equip- 
ment ((mustnetbeinitiated)) unless the motor has been 
stopped and dozer blade is resting on the ground or securely 
blocked. The same applies to carry-all gates. 

e Bulldozer blades and carry-all gates must rest on the 
ground or on blocking when machines are not in operation. 

(m) Moving equipment. 

Personnel must not get on or off machine while machine 
is in motion. 

(n) Hazardous conditions. 

Where excessive dust conditions are created, you must 
sprinkle such areas ((must-be-sprinkled)) with water or an 
environmentally safe solution to keep dust at a minimum. 


When dust presents a hazard, see chapter 296-841 WAC, 
Respiratory hazards for additional requirements. 


Reference: 


(2) Excavating and other equipment. 

(a) Tractors covered in subsection (1) of this section 
must have seat belts as required for the operators when seated 
in the normal seating arrangement for tractor operation. 

(b) For the purposes of this part and of Part L of this 
chapter, the names and descriptions for measurement of 
dimensions of machinery and attachments must be as 
described in Society of Automotive Engineers 1970 Hand- 
book, pages 1088 through 1103. 

(c) You must comply with the safety requirements, 
ratios, or limitations applicable to machines or attachment 
usage covered in Power Crane and Shovel Association's 
Standards No. 1 and No. 2 of 1968, and No. 3 of 1969, ((mast 
be-comphed-with,)) and these requirements must also apply 
to cranes, machines, and attachments under this part. 

(3) Lifting and hauling equipment (other than equip- 
ment covered under Part L of this chapter). Industrial 
trucks (including forklifts) ((shaH)) must meet the require- 
ments of chapter 296-863 WAC, WAC 296-155-605 and the 
following: 

(a) Lift trucks, stackers, etc., ((shaH)) must have the rated 
capacity clearly posted on the vehicle so as to be clearly visi- 
ble to the operator. When auxiliary removable counter- 
weights are provided by the manufacturer, corresponding 
alternate rated capacities also ((shalt)) must be clearly shown 
on the vehicle. These ratings ((shaH})) must not be exceeded. 

(b) No modifications or additions which affect the capac- 
ity or safe operation of the equipment ((shal!)) must be made 
without the manufacturer's or professional engineer's written 
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approval. If such modifications or changes are made, you 
must change the capacity, operation, and maintenance 
instruction plates, tags, or decals((shaH be-changed)) 
accordingly. In no case ((skaH)) can the original safety factor 
of the equipment be reduced. 

(c) If a load is lifted by two or more trucks working in 
unison, the proportion of the total load carried by any one 
truck ((shaH)) must not exceed its capacity. 

(d) Steering or spinner knobs ((shaH)) must not be 
attached to the steering wheel unless the steering mechanism 
is of a type that prevents road reactions from causing the 
steering handwheel to spin. The steering knob ((shaH)) must 
be mounted within the periphery of the wheel. 

(e) All high lift rider industrial trucks ((shal)) must be 
equipped with overhead guards which meet the configuration 
and structural requirements as defined in paragraph 502 of 
American National Standards Institute B56.1-1975, Safety 
Standards for Powered Industrial Trucks. 

(f£) All industrial trucks in use ((shaH)) must meet the 
applicable requirements of design, construction, stability, 
inspection, testing, maintenance, and operation, as defined in 
American National Standards Institute B56.1-1975, Safety 
Standards for Powered Industrial Trucks. 

(g) You must not permit unauthorized personnel ((shalt 
net-be-permited)) to ride on powered industrial trucks. You 
must provide a safe place to ride ((shal-be-provided)) where 
riding of trucks is authorized. 

(h) When a forklift truck is used for elevating workers 
you must specifically build a platform ((shal-be-speeifiealty 
buHt)) for that purpose and ((shaH})) it must comply with the 
following requirements: 

(i) The platform ((sha}})) must be securely attached to the 
forks and ((shaĦ)) must have standard guardrails and toe- 
boards on all open sides. 

(ii) The hydraulic system of the forklift ((shal!)) must be 
so designed that the lift mechanism will not drop faster than 
((ene-hundred thityfive)) 135 feet per minute in the event of 
a failure in any part of the system. Forklifts used for elevating 
platforms ((shaH)) must be identified that they are so 
designed. 

(iii) A safety strap ((shalt)) must be installed or the con- 
trol lever ((shalt)) must be locked to prevent the boom from 
tilting. 

(iv) An operator ((shal)) must be at the controls of the 
forklift equipment while persons are on the platform. 

(v) The operator ((shaH)) must be in the normal operat- 
ing position while raising or lowering the platform. 

(vi) The vehicle ((shaH)) must not travel from point to 
point while workers are on the platform except that inching or 
maneuvering at very slow speed is permissible. 

(vii) The area between workers on the platform and the 
mast ((shal)) must be adequately guarded to prevent contact 
with chains or other shear points. 

(viii) You must visually inspect all platforms (habe 
visually inspected)) daily or before each use by the person in 
charge of the work being performed, and ((shal-be-tested)) 
you must test them as frequently as is necessary to maintain 
minimum safety factors. 

(ix) Whenever a truck, except for high lift order picker 
trucks, is equipped with vertical hoisting controls elevatable 
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with the lifting carriage or forks, you must take the following 
precautions ((shalH-be+taken)) for the protection of personnel 
being elevated. 

(A) Provide a platform secured to the lifting carriage 
and/or forks. 

(B) Provide means whereby personnel on the platform 
can shut off power to the truck. 

(C) Provide such protection from falling objects as indi- 
cated necessary by the operating conditions. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-620 Pile driving equipment. (1) Gen- 
eral requirements. 

(a) Boilers and piping systems which are a part of, or 
used with, pile driving equipment ((shaH)) must meet the 
applicable requirements of the American Society of Mechan- 
ical Engineers, Powers Boilers (section I). 

(b) All pressure vessels which are a part of or used with, 
pile driving equipment ((shaH)) must meet the applicable 
requirements of the American Society of Mechanical Engi- 
neers, Pressure Vessels (section VIII). 

(c) You must provide overhead protection, which will 
not obscure the vision of the operator, and which meets the 
requirements of Part L of this chapter((-shal-be-previded)). 
Protection ((shaH)) must be of 2-inch planking or other solid 
material of equivalent strength. 

(d) You must provide stop blocks ((shaH-be-previded)) 
for the leads to prevent the hammer from being raised against 
the head block. 

(e) You must provide a blocking device, capable of 
safely supporting the weight of the hammer ((shal-be-pre- 
vided)) for placement in the leads under the hammer at all 
times while employees are working under the hammer. 

(f) (¢ )) You must provide 
guards across the top of the head block to prevent the cable 
from jumping out of the sheaves. 

(g) When the leads must be inclined in the driving of bat- 
ter piles, you must make provisions ((shaH-be-made)) to sta- 
bilize the leads. 

(h) You must visually inspect all working equipment 
((shal be-visualyinspeeted)) at the beginning of each shift. 

(i) Fixed leads ((shaH)) must be provided with ladder, 
and adequate rings, or similar attachment points, so that the 
loft workers may engage their full body harness lanyard to 
the leads. If the leads are provided with loft platform(s) such 
platform(s) ((shaH)) must be protected by standard guard- 
rails. 

(j) Pile drivers with swinging leads ((shaH)) must have a 
wire rope safety strap on top end. 

(k) Spud bars ((shal!)) must be of hard wood with 
smooth round handle end for safe handling. Iron shod spud 
bars are prohibited. 

(1) A follower block or driving cap ((skaH)) must be used 
with a drop hammer on all piling except sheet piling. 

(m) Steam hose leading to a steam hammer or jet pipe 
((shaH)) must be securely attached to the hammer with an 
adequate length of at least 1/4-inch diameter chain or cable to 
prevent whipping in the event the joint at the hammer is bro- 
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ken. Air hammer hoses ((skaH)) must be provided with the 
same protection as required for steam lines. 

(n) You must provide safety chains, or equivalent means, 
((shal-be-previded)) for each hose connection to prevent the 
line from thrashing around in case the coupling becomes dis- 
connected. 

(o) Steam line controls ((shaH)) must consist of two shut- 
off valves, one of which ((sha#)) must be a quick-acting lever 
type within easy reach of the hammer operator. 

(p) You must provide guys, outriggers, thrustouts, or 
counterbalances ((shall be -provided)) as necessary to main- 
tain stability of pile driver rigs. 

(q) You must install ladders constructed in compliance 
with this chapter ((shaH-be+mstaHed)) on all pile drivers from 
the hoist platform to the head block, and in such position that 
workers using ladders will not come in contact with lines, 
sheaves, etc. 

(r) You must not use drop hammers which have been 
chipped on the face ((shaH netbe-used)) for pile driving. 

(s) You must replace or properly repair groove worn 
drums or spools (( )) to 
present a smooth working surface. 

(t) You must maintain at least two full wraps of cable 
((shal-be-maitained)) on hoisting drums. 

(u) You must provide proper racks ((skaH-be-previded)) 
for storage of cross-cut saws. 

(v) Every hoisting drum used as a pile driver ((sha})) 
must be equipped with manually operated dogs or pawls to 
hold suspended loads. You must only use foot brakes ((shaH 
enbbeused)) to hold suspended loads until drum dogs are 
engaged. The dogs ((shaH)) must be visible from the opera- 
tor's station or be equipped with a positive direct connected 
telltale which ((shal})) must be visible to the operator. 

(w) No counterweight or spring arrangement on dogs 
((shaH-be)) is permitted which would allow dog to be auto- 
matically disengaged either by relieving the load or rolling 
the drum. 

(x) In every crew ((there-shal-be-designated)) you must 
designate a signalperson. The driver operator or drum person 
((shaH)) must receive signals from no others, except when 
loftworker is above. The hammer ((shaH)) must not be low- 
ered except on the loftworker's signal. 

(y) You must not use spliced hammer lines ((shaH netbe 
used)). 

(2) Pile driving from barges and floats. Barges or 
floats supporting pile driving operations ((shaH)) must meet 
the applicable requirements of WAC 296-155-630. 

(3) Pile driving equipment. 

(a) Engineers and winchperson ((shaH)) must accept sig- 
nals only from the designated signalperson. 

(b) You must keep all employees ((shal-bekept)) clear 
when piling is being hoisted into the leads. 

(c) When piles are being driven in an excavated pit, the 
walls of the pit ((shaH)) must be sloped to the angle of repose 
or sheet-piled and braced. 

(d) When steel tube piles are being "blown out," you 
must keep employees ((shalbekept)) well beyond the range 
of falling materials. 

(e) When it is necessary to cut off the tops of driven 
piles, you must suspend pile driving operations ((shal-be-sus- 
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pended)) except where the cutting operations are located at 
least twice the length of the longest pile from the driver. 
(f) When driving jacked piles, you_must_provide all 


access pits ((shal-be-previded)) with ladders and bulkheaded 
curbs to prevent material from falling into the pit. 


(g) Floating equipment such as dredges and pile drivers 
((shaH)) must maintain a signal system to shore in the event 
of an emergency. 

(h) The distribution of machinery on floating equipment 
((shaH)) must be such that the completed unit floats on an 
even keel. 

(i) Fuel tanks below decks ((shaH)) must be vented to 
outside of hull and vents ((skaH)) must be equipped with 
flame arrestors. 

(j) All hull compartments ((shaH)) must be ventilated. 
No person ((shal)) must work in hull compartments until it is 
shown the compartments contain no flammable or toxic con- 
centrations. 

(k) Light fixtures installed or used within the hull 
((shaH)) must be explosion proof. 

(D All floating rigs ((shaH)) must be equipped with lad- 
derways extending from the deck to the waterline where the 
deck is more than 36 inches above the water. You must hang 
a wire rope ((shall-be-hung)) along both sides of the hull or 
float ((aad-se-hung)) so that it ((shal-be-atelHimes)) is near 
or at the waterline. 

(m) Doors of deck houses where deck house sets within 
36" of edge of deck and doorways in hull ((shaH)) must be 
equipped with guard rails or cross chains. 

(n) Deck houses ((shaH)) must have a substantial grab 
rail installed on all sides where such installation will not 
interfere with operations. 

(o) You must guard pile driver and dredge fairlead 


sheaves, and spudline sheaves ((shall be-guarded)) to prevent 
workers or tools being drawn into them. 


(p) You must keep all work deck ((shal- be kept)) clear of 
debris, unnecessary tools and equipment in order to minimize 
the stumbling hazard. ((Lines-shall be coiled teols-stered-and 
material-stacked)) You must coil lines, store tools and stack 
materials clear of working spaces. 

(q) Night operations ((shaH)) must be adequately lighted 
for all activity while work is in progress and ((sha}+)) must be 
maintained until workers leave the work area. 

(r) Electrical installation and equipment ((shaH)) must be 
installed and maintained in compliance with the National 
Electric Code. 

(s) All walkways over water and on dredge pontoon dis- 
charge pipe lines ((shaH)) must be a minimum of 20" in width 
with standard handrail along one side on structures and gang 
planks. Walkways on pontoon lines may be equipped with 
hand lines in lieu of standard handrail. 

(t) You must provide adequate fire extinguishing equip- 
ment ((shaH-be-provided and-maintained)) and maintain it in 
a serviceable condition. 

(u) You must use protective equipment ((shalH-beused)) 
when working with creosote timbers. Protective creams 
((shaH)) must be used on exposed skin surfaces and gloves 
and eye protection worn especially when driving piles. 
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(v) Pulling piles with hammer or pile line rigged through 
the head block is prohibited unless driver and rigging are 
designed to safely withstand the imposed strain. 

(w) Truck runways and platforms ((skal})) must be 
equipped with a wheel guard on all outside edges. Top of 
wheel guards ((sha)) must be a minimum of 10 inches above 
deck. 


(x) Use of foot blocks at base of leads for hammer line or 
pile line is prohibited. 


AMENDATORY SECTION (Amending WSR 01-04-015, 
filed 1/26/01, effective 2/28/01) 


WAC 296-155-625 Site clearing. (1) General. 


(a) The word "clearing" means the removal of trees, 
stumps, logs, brush, debris and rubbish from the surface of 
the ground in preparation of a site for construction work of 
any kind. The removal of trees and logs ((shal)) must be in 
accordance with the requirements of chapter 296-54 WAC. 

(b) You must maintain all equipment and tools such as 
axes, sledges, wedges, saws, springboards, etc., ((shal-be 
maintained)) in a safe condition and ((guarded)) guard with 
standard safeguards. 

(c) Fallers ((shal)) must give warning to brushing crews, 
buckers and other persons in the vicinity where a tree is being 
felled; taking notice that such persons are not only out of the 
reach of tree, but also out of danger of possible sidewinders, 
snags or other trees which may be knocked over by the tree 
being felled. 

(d) Trees must not be felled toward and within range of a 
traveled road or operational railroad unless a flagger is used 
to stop all approaching persons, vehicles, or railroad equip- 
ment. Flaggers and flagging activities at the site must comply 
with the requirements of WAC 296-155-305. 

(e) You must not place clearing crews ((shal-net+te 
ptaced)) immediately below other crews working on hillsides 
where there is a possible danger of skidding or rolling trees, 
moving earth or rock. 

(£) Pioneer roads on clearing operations ((skal})) must be 
constructed to safely accommodate all equipment moved 
over road. 

(g) You must move hazardous standing and down tim- 
ber, rocks, etc., ((shaH-be-meved)) from upper sides of cuts 
on side hill operations. 

(h) ((Gare-shall be-exereised)) You must exercise care in 
the use of oil for burning brush or timber. 

(1) You must protect employees engaged in site clearing 
((shaH-be-preteeted)) from hazards of irritant and toxic plants 
and suitably instructed in the first-aid treatment available. 

(j) All equipment used in site clearing operations 
((shaH)) must be equipped with rollover guards meeting the 
requirements of this chapter. In addition, rider-operated 
equipment ((shaH)) must be equipped with an overhead and 
rear canopy guard meeting the following requirements: 

(i) The overhead covering on this canopy structure 
((shaH)) must be of not less than 1/8-inch steel plate or 1/4- 
inch woven wire mesh with openings no greater than ((4)) 
one inch, or equivalent. 
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(ii) The opening in the rear of the canopy structure shall 
be covered with not less than 1/4-inch woven wire mesh with 
openings no greater than ((4)) one inch. 

(iii) Use of 1/2 inch thick plastic sheets or other thick- 
nesses of plastic panels derived from polycarbonate, acrylic, 
cellulose acetate butyrate which provides equivalent or better 
protection against particular hazards involved is acceptable in 
lieu of 1 or 1 3/4 inch open mesh material. 

(A) All panels ((shaH)) must be installed in a manner 
which can withstand the initial impact, and maintain the pro- 
tective barrier integrity; and 

(B) All panels must be labeled or marked to distinguish 
between acceptable and inferior materials. 

(k) In addition to observance of the general safety and 
health standards; 

(i) ((Fhe-empleyer-shaH)) You must assume the respon- 
sibility of work assignment so that no worker ((skhaH)) will be 
required to work in a position or location so isolated as to not 
be within ordinary calling distance of another person who can 
render assistance in case of emergency. In any operation 
where cutting, felling trees, loading, or a combination of 
these duties is carried on, there ((shal})) must be a minimum 
crew of two persons who ((shaH)) must work as a team and 
((skaH)) must be in visual or voice contact with one another. 
If one worker at these operations is required to be left alone 
for a period of time, the worker ((shalt)) must be contacted by 
another person at reasonable intervals not to exceed ((f#f 
teen)) 15 minutes unless such practice can be established to 
be impractical. 

(11) This does not apply to operators of motor vehicles, 
watchpersons or certain other jobs which, by their nature, are 
singular worker assignments. However, a definite procedure 
for checking the welfare of all workers during working hours 
((skaH)) must be instituted and all workers so advised. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-630 Marine operations and equip- 
ment. (1) Material handling operations. 

You must perform operations fitting the definition of 
"material handling" shall be performed in conformance with 
applicable requirements of "Safety and health regulations for 
longshoring." The term "longshoring operations" means the 
loading, unloading, moving, or handling of construction 
materials, equipment and supplies, etc. into, in, on, or out of 
any vessel, from a fixed structure or shore-to-vessel, vessel- 
to-shore or fixed structure or vessel-to-vessel. 

(2) Access to barges. 

(a) Ramps for access of vehicles to or between barges 
((shal)) must be of adequate strength, provided with side 
boards, well maintained, and properly secured. 

(b) Unless employees can step safely to or from the 
wharf, float, barge, or river towboat, you must provide either 
a ramp, meeting the requirements of (a) of this subsection, or 
a safe walkway((;shal be-previded)). 

(c) Jacob's ladders ((shaH)) must be of the double rung or 
flat tread type. (( intai 
seeured)) You must maintain them well and properly secure 
them. 
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(d) A Jacob's ladder ((shaH)) must either hang without 
slack from its lashings or be pulled up entirely. 


(e) When the upper end of the means of access rests on 
or is flush with the top of the bulwark, you must ensure that 
substantial steps, properly secured and equipped with at least 
one substantial hand rail approximately 33 inches in height, 
((shaH-be)) are provided between the top of the bulwark and 
the deck. 


(f) ((Obstractiens-shall net beaid)) You must not lay 
obstructions on or across the gangway. 


(g) The means of access ((shaH)) must be adequately 
illuminated for its full length. 


(h) Unless the structure makes it impossible, the means 
of access ((shaH)) must be so located that the load will not 
pass over employees. 


(3) Working surfaces of barges. 


(a) (Emploeyees-shal net be-permited)) You must not 
permit employees to walk along the sides of covered lighters 
or barges with coamings more than 5 feet high, unless there is 
a 3-foot clear walkway, or a grab rail, or a taut handline is 
provided. 


(b) You must maintain decks and other working surfaces 
((shallbe-maintained)) in a safe condition. 


(c) ((Empleyees-shal net-be-permited)) You must not 
permit employees to pass fore and aft, over, or around deck- 
loads, unless there is a safe passage. 


(d) (Empleyees-shal net be-permuted)) You must not 
permit employees to walk over deckloads from rail to coam- 
ing unless there is a safe passage. If it is necessary to stand at 
the outboard or inboard edge of the deckload where less than 
24 inches of bulwark, rail, coaming, or other protection 
exists, you must provide all employees ((shal-be-previded)) 
with a suitable means of protection against falling from the 
deckload. 


(4) First-aid and lifesaving equipment. 


(a) Provisions for rendering first aid and medical assis- 
tance ((shaH)) must be in accordance with Part B of this chap- 
ter. 


(b) (Fhe-empleyer-shal)) You must ensure that there is 


in the vicinity of each barge in use at least one U.S. Coast 
Guard-approved 30-inch life ring with not less than 90 feet of 
line attached, and at least one portable or permanent ladder 
which will reach the top of the apron to the surface of the 
water. If the above equipment is not available at the pier, the 
employer ((shaH)) must furnish it during the time that the 
employer is working the barge. 


(c) You must protect employees walking or working on 
the unguarded decks of barges ((shalH-be-pretected)) with 
U.S. Coast Guard-approved personal flotation devices such 
as Type I PFD, Type II PFD, Type III PFD, or Type V PFD, 
or their equivalent, pursuant to 46 C.F.R. 160 (Coast Guard 
Lifesaving Equipment Specifications) and 33 C.F.R. 175.23 
(Coast Guard table of devices equivalent to personal flotation 
devices). Ski belt or inflatable type personal flotation devices 
are specifically prohibited. 


(5) Diving operations. (Reserved.) 
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AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-650 Scope, application, and defini- 
tions applicable to this part. (1) Scope and application. 
This part applies to all open excavations made in the earth's 
surface. Excavations are defined to include trenches. 

(2) Definitions applicable to this part. 

((fa))Accepted engineering requirements or prac- 
tices.((*)) Those requirements which are compatible with 
standards of practice required by a registered professional 
engineer. 

((}))Aluminum hydraulic shoring.((*)) A preengi- 
neered shoring system comprised of aluminum hydraulic cyl- 
inders (crossbraces) used in conjunction with vertical rails 
(uprights) or horizontal rails (walers). Such system is 
designed, specifically to support the sidewalls of an excava- 
tion and prevent cave-ins. 

(((¢*))Bell-bottom pier hole.((“)) A type of shaft or 
footing excavation, the bottom of which is made larger than 
the cross section above to form a belled shape. 

((¢§))Benching (benching system).((“)) A method of 
protecting employees from cave-ins by excavating the sides 
of an excavation to form one or a series of horizontal levels or 
steps, usually with vertical or near-vertical surfaces between 
levels. 

(((e}))Cave-in.((")) The separation of a mass of soil or 
rock material from the side of an excavation, or loss of soil 
from under a trench shield or support system, and its sudden 
movement into the excavation in quantity that it could entrap, 
bury, injure, or immobilize a person. 

((}))Competent person.((*)) One who can identify 
existing or predictable hazards in the surroundings that are 
unsanitary, hazardous, or dangerous to employees. Also has 
authorization or authority by the nature of their position to 
take prompt corrective measures to eliminate them. The per- 
son ((shall)) must be knowledgeable in the requirements of 
this part. 

((€¢))Cross braces.((*)) The horizontal members of a 
shoring system installed perpendicular to the sides of the 
excavation, the ends of which bear against either uprights or 
wales. 

((G)))Excavation.((")) Any person-made cut, cavity, 
trench, or depression in the earth's surface, formed by earth 
removal. 

((@“))Faces or sides.((“)) The vertical or inclined earth 
surfaces formed as a result of excavation work. 

((G))Failure.((“)) The breakage, displacement, or per- 
manent deformation of a structural member or connection so 
as to reduce its structural integrity and its supportive capabil- 
ities. 

((d3—))Hazardous atmosphere.((“)) A atmosphere 
which by reason of being explosive, flammable, poisonous, 
corrosive, oxidizing, irritating, oxygen deficient, toxic, or 
otherwise harmful, may cause death, illness, or injury. 

((A))Kickouts.((“)) Accidental release or failure of a 
cross brace. 

((G#}+*))Protective system.((*)) A method of protecting 
employees from cave-ins, from material that could fall or roll 
from an excavation face or into an excavation, or from the 
collapse of adjacent structures. Protective systems include 
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support systems, sloping and benching systems, shield sys- 
tems, and other systems that provide the necessary protec- 
tion. 

((G}))Ramp.((*)) An inclined walking or working sur- 
face that is used to gain access to one point to another, and is 
constructed from earth or from structural materials such as 
steel or wood. 

((fe))Registered professional engineer.((*)) A per- 
son who is registered as a professional engineer in the state of 
Washington. The registered professional engineer ((shaH)) 
must comply with the Washington state department of licens- 
ing requirements, chapter 18.43 RCW. 

(((@+))Sheeting.((*)) The members of a shoring system 
that retain the earth in position and in turn are supported by 
other members of the shoring system. 

((€——))Shield (shield system).((“)) A structure that is 
able to withstand the forces imposed on it by a cave-in and 
thereby protect employees within the structure. Shields can 
be permanent structures or can be designed to be portable and 
moved along as work progresses. Additionally, shields can be 
either premanufactured or job-built in accordance with WAC 
296-155-657 (3)(c) or (d). Shields used in trenches are usu- 
ally referred to as "trench boxes" or "trench shields." 

((@))Shoring (shoring system).((“)) A structure such 
as a metal hydraulic, mechanical, or timber shoring system 
that supports the sides of an excavation and which is designed 
to prevent cave-ins. 

(((s+))Sides.((“)) See "faces." 

((4“))Sloping (sloping system).((*)) A method of pro- 
tecting employees from cave-ins by excavating to form sides 
of an excavation that are inclined away from the excavation 
so as to prevent cave-ins. The angle of incline required to pre- 
vent a cave-in varies with differences in such factors as the 
soil type, environmental conditions of exposure, and applica- 
tion of surcharge loads. 

((@5)))Stable rock.((“)) A natural solid mineral mate- 
rial that can be excavated with vertical sides and will remain 
intact while exposed. Unstable rock is considered to be stable 
when the rock material on the side or sides of the excavation 
is secured against caving-in or movement by rock bolts or by 
another protective system that has been designed by a regis- 
tered professional engineer. 

((@)))Structural ramp.((“)) A ramp built of steel or 
wood, usually used for vehicle access. Ramps made of soil or 
rock are not considered structural ramps. 

((@¥}))Support system.((“)) A structure such as under- 
pinning, bracing or shoring, which provides support to an 
adjacent structure, underground installation, or the sides of an 
excavation. 

((@)}—))Tabulated data.((*)) Tables and charts 
approved by a registered professional engineer and used to 
design and construct a protective system. 

((@)}—))Trench (trench excavation).((*)) A narrow 
excavation in relation to its length made below the surface of 
the ground. In general, the depth is greater than the width, but 
the width of a trench (measured at the bottom) is not greater 
than 15 feet (4.6m). If forms or other structures are installed 
or constructed in an excavation so as to reduce the dimension 
measured from the forms or structure to the side of the exca- 
vation to 15 feet (4.6 m) or less (measured at the bottom of 
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the excavation), the excavation is also considered to be a 
trench. 


(Œ) Trench box. See "shield." 
((€aa})) Trench shield.((“)) See "shield." 


((b)—)) Uprights.((*)) The vertical members of a 
trench shoring system placed in contact with the earth and 
usually positioned so that individual members do not contact 
each other. Uprights placed so that individual members are 
closely spaced, in contact with or interconnected to each 
other, are often called "sheeting." 

((fee}"))Wales.((*)) Horizontal members of a shoring 
system placed parallel to the excavation face whose sides 
bear against the vertical members of the shoring system or 
earth. 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-155-655 General protection requirements. 
(1) Surface encumbrances. ((A+)) You must remove or sup- 
port surface encumbrances that are located so as to create a 


hazard to employees ((shaH be-+emeved-or-supperted)), as 


necessary, to safeguard employees. 

(2) Underground installations. 

(a) (Fhetoeation-ef)) You must locate utility installa- 
tions, such as sewer, telephone, fuel, electric, water lines, or 
any other underground installations that reasonably may be 
expected to be encountered during excavation work, ((skalt 
betoeated)) prior to opening an excavation. 

(b) You must contact utility companies or owners ((shaH 
be-contacted)) within established or customary local response 
times, advised of the proposed work, and asked to locate the 
underground utility installation prior to the start of actual 
excavation. 

(c) When excavation operations approach the location of 
underground installations, you must determine the exact 
location of the installations ((shaH-be-determined)) by safe 
and acceptable means. 


(d) While the excavation is open, you must protect 
underground installations ((shalt-be-preteeted)), supported, or 
removed as necessary to safeguard employees. 

(3) Access and egress. 

(a) Structural ramps. 

(i) Structural ramps that are used solely by employees as 
a means of access or egress from excavations ((shaH)) must 
be designed by a competent person. Structural ramps used for 
access or egress of equipment ((shaH)) must be designed by a 
competent person qualified in structural design, and ((ska)) 
must be constructed in accordance with the design. 

(ii) Ramps and runways constructed of two or more 
structural members ((shaH)) must have the structural mem- 
bers connected together to prevent displacement. 

(iii) Structural members used for ramps and runways 
((shaH)) must be of uniform thickness. 

(iv) Cleats or other appropriate means used to connect 
runway structural members ((shaĦ)) must be attached to the 
bottom of the runway or ((skaH})) must be attached in a man- 
ner to prevent tripping. 
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(v) Structural ramps used in lieu of steps ((shaH)) must 
be provided with cleats or other surface treatments on the top 
surface to prevent slipping. 

(b) Means of egress from trench excavations. A stairway, 
ladder, ramp or other safe means of egress ((sha}})) must be 
located in trench excavations that are 4 feet (1.22 m) or more 
in depth so as to require no more than 25 feet (7.62 m) of lat- 
eral travel for employees. 

(4) Exposure to vehicular traffic. You must provide 
employees exposed to vehicular traffic ((shaH-be-provided 
withandshall)) with, and they must wear, high-visibility gar- 
ments meeting the requirements of WAC 296-155-200, Gen- 
eral requirements for personal protective equipment (PPE). 

(5) Exposure to falling loads. ((Ne-empleyee-shall be 
permitted)) You must not permit any employee underneath 
loads handled by lifting or digging equipment. ((Empleyees 
shal be-requited)) You must require employees to stand 


away from any vehicle being loaded or unloaded to avoid 
being struck by any spillage or falling materials. Operators 
may remain in the cabs of vehicles being loaded or unloaded 
when the vehicles are equipped, in accordance with WAC 
296-155-610 (2)(g), to provide adequate protection for the 
operator during loading and unloading operations. 

(6) Warning system for mobile equipment. When 
mobile equipment is operated adjacent to an excavation, or 
when such equipment is required to approach the edge of an 
excavation, and the operator does not have a clear and direct 
view of the edge of the excavation, you must utilize a warn- 
ing system ((shalH-be-utiized)) such as barricades, hand or 
mechanical signals, or stop logs. If possible, the grade should 
be away from the excavation. 

(7) Hazardous atmospheres. 

(a) Testing and controls. In addition to the requirements 
set forth in parts B-1, C, and C-1 of this chapter (296-155 
WAC) to prevent exposure to harmful levels of atmospheric 
contaminants and to assure acceptable atmospheric condi- 
tions, the following requirements ((shaH)) apply: 

(1) Where oxygen deficiency (atmospheres containing 
less than 19.5 percent oxygen) or a hazardous atmosphere 
exists or could reasonably be expected to exist, such as in 
excavations in landfill areas or excavations in areas where 
hazardous substances are stored nearby, you must test the 
atmospheres in the excavation ((shal-be-tested)) before 
employees enter excavations greater than 4 feet (1.22 m) in 
depth. 

(ii) You must take adequate precautions ((shaH—be 
taken)) to prevent employee exposure to atmospheres con- 
taining less than 19.5 percent oxygen and other hazardous 
atmospheres. These precautions include providing proper 
respiratory protection or ventilation in accordance with chap- 
ter 296-842 WAC. 

(iii) You must take adequate precaution ((skal-betaken)) 
such as providing ventilation, to prevent employee exposure 
to an atmosphere containing a concentration of a flammable 
gas in excess of 10 percent of the lower flammable limit of 
the gas. 

(iv) When controls are used that are intended to reduce 
the level of atmospheric contaminants to acceptable levels, 
you must conduct testing ((shaH-be-cendueted)) as often as 
necessary to ensure that the atmosphere remains safe. 
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(b) Emergency rescue equipment. 

(i) Emergency rescue equipment, such as breathing 
apparatus, a safety harness and line, or a basket stretcher, 
((shaH)) must be readily available where hazardous atmo- 
spheric conditions exist or may reasonably be expected to 
develop during work in an excavation. This equipment 
((skaH)) must be attended when in use. 

(11) Employees entering bell-bottom pier holes, or other 
similar deep and confined footing excavations, ((shal})) must 
wear a harness with a lifeline securely attached to it. The life- 
line ((shaH)) must be separate from any line used to handle 
materials, and ((shaH)) must be individually attended at all 
times while the employee wearing the lifeline is in the exca- 
vation. 

Note: See chapter 296-62 WAC, Part M for additional requirements 
applicable to confined space operations. 


(8) Protection from hazards associated with water 
accumulation. 

(a) Employees ((shaH)) must not work in excavations in 
which there is accumulated water, or in excavations in which 
water is accumulating, unless adequate precautions have 
been taken to protect employees against the hazards posed by 
water accumulation. The precautions necessary to protect 
employees adequately vary with each situation, but could 
include special support or shield systems to protect from 
cave-ins, water removal to control the level of accumulating 
water, or use of a safety harness and lifeline. 

(b) If water is controlled or prevented from accumulating 
by the use of water removal equipment, the water removal 
equipment and operations ((shaH)) must be monitored by a 
competent person to ensure proper operation. 

(c) If excavation work interrupts the natural drainage of 
surface water (such as streams), you must use diversion 
ditches, dikes, or other suitable means ((shaH-be-used)) to 
prevent surface water from entering the excavation and to 
provide adequate drainage of the area adjacent to the excava- 
tion. Excavations subject to runoff from heavy rains will 
require an inspection by a competent person and compliance 
with subdivisions (a) and (b) of this subsection. 

(9) Stability of adjacent structures. 

(a) Where the stability of adjoining buildings, walls, or 
other structures is endangered by excavation operations, you 
must provide support systems such as shoring, bracing, or 
underpinning ((shal-be-previded)) to ensure the stability of 
such structures for the protection of employees. 

(b) You must not permit excavation below the level of 
the base or footing of any foundation or retaining wall that 
could be reasonably expected to pose a hazard to employees 
((shaH net be-permitted)) except when: 

(i) A support system, such as underpinning, is provided 
to ensure the safety of employees and the stability of the 
structure; or 

(11) The excavation is in stable rock; or 

(iii) A registered professional engineer has approved the 
determination that the structure is sufficiently removed from 
the excavation so as to be unaffected by the excavation activ- 
ity; or 

(iv) A registered professional engineer has approved the 
determination that such excavation work will not pose a haz- 
ard to employees. 
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(c) Sidewalks, pavements, and appurtenant structure 
((shaH)) must not be undermined unless a support system or 
another method of protection is provided to protect employ- 
ees from the possible collapse of such structures. 


(10) Protection of employees from loose rock or soil. 

(a) You must provide adequate protection ((shall be-pre- 
vided)) to protect employees from loose rock or soil that 
could pose a hazard by falling or rolling from an excavation 
face. Such protection ((shaĦ)) must consist of scaling to 
remove loose material; installation of protective barricades at 
intervals as necessary on the face to stop and contain falling 
material; or other means that provide equivalent protection. 

(b) ((Employees-shalt be-pretected)) You must protect 
employees from excavated or other materials or equipment 
that could pose a hazard by falling or rolling into excavations. 
Protection ((shaH)) must be provided by placing and keeping 
such materials or equipment at least ((2)) two feet (.61 m) 
from the edge of excavations, or by the use of retaining 
devices that are sufficient to prevent materials or equipment 
from falling or rolling into excavations, or by a combination 
of both if necessary. 

(11) Inspections. 

(a) Daily inspections of excavations, the adjacent areas, 
and protective systems ((shal)) must be made by a competent 
person for evidence of a situation that could result in possible 
cave-ins, indications of failure of protective systems, hazard- 
ous atmospheres, or other hazardous conditions. An inspec- 
tion ((skaH)) must be conducted by the competent person 
prior to the start of work and as needed throughout the shift. 
Inspections ((shaH)) must also be made after every rainstorm 
or other hazard increasing occurrence. These inspections are 
only required when employee exposure can be reasonably 
anticipated. 

(b) Where the competent person finds evidence of a situ- 
ation that could result in a possible cave-in, indications of 
failure of protective systems, hazardous atmospheres, or 
other hazardous conditions, you must remove exposed 
employees ((shal beremeved)) from the hazardous area until 
the necessary precautions have been taken to ensure their 
safety. 

(12) Fall protection. 

(a) ((Waleways-shall be-previded)) You must provide 
walkways where employees or equipment are required or 
permitted to cross over excavations. You must provide guard- 
rails which comply with chapter 296-155 WAC, Part C-1 
((shal be-previded)) where walkways are 4 feet or more 
above lower levels. 

(b) You must provide adequate barrier physical protec- 
tion ((shal-be-previded)) at all remotely located excavations. 
You must barricade or cover all wells, pits, shafts, etc((;shalt 
be-barricaded or ecovered)). Upon completion of exploration 
and similar operations, you must backfill temporary wells, 
pits, shafts, etc((=shal be -backfitled)). 


AMENDATORY SECTION (Amending WSR 92-22-067, 
filed 10/30/92, effective 12/8/92) 


WAC 296-155-657 Requirements for protective sys- 
tems. (1) Protection of employees in excavations. 
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(a) You must protect each employee in an excavation 
((shal-be-pretected)) from cave-ins by an adequate protective 
system designed in accordance with subsections (2) or (3) of 
this section except when: 

(1) Excavations are made entirely in stable rock; or 

(11) Excavations are less than 4 feet (1.22m) in depth and 
examination of the ground by a competent person provides 
no indication of a potential cave-in. 

(b) Protective systems ((shaH)) must have the capacity to 
resist without failure all loads that are intended or could rea- 
sonably be expected to be applied or transmitted to the sys- 
tem. 

(2) Design of sloping and benching systems. The 
slopes and configurations of sloping and benching systems 
((shaH)) must be selected and constructed by the employer or 
employer's designee and ((shaH!)) must be in accordance with 
the requirements of subdivision (a); or, in the alternative, 
subdivision (b); or, in the alternative, subdivision (c); or, in 
the alternative, subdivision (d), as follows: 

(a) Option 1—Allowable configurations and slopes. 

(i) Excavations ((shaH)) must be sloped at an angle not 
steeper than ((ene-and-ene-half)) 1 1/2 horizontal to one ver- 
tical (34 degrees measured from the horizontal), unless the 
employer uses one of the other options listed below. 

(ii) Slopes specified in item (i) of this subdivision, 
((shaH)) must be excavated to form configurations that are in 
accordance with the slopes shown for Type C soil in Appen- 
dix B to this part. 

(b) Option 2—Determination of slopes and configura- 
tions using Appendices A and B. Maximum allowable slopes, 
and allowable configurations for sloping and benching sys- 
tems, ((sha})) must be determined in accordance with the 
conditions and requirements set forth in appendices A and B 
to this part. 

(c) Option 3—Designs using other tabulated data. 

(i) Designs of sloping or benching systems ((shal)) must 
be selected from and be in accordance with tabulated data, 
such as tables and charts. 

(ii) The tabulated data ((shaH)) must be in written form 
and ((shaH)) must include all of the following: 

(A) Identification of the parameters that affect the selec- 
tion of a sloping or benching system drawn from such data; 

(B) Identification of the limits of use of the data, to 
include the magnitude and configuration of slopes deter- 
mined to be safe; 

(C) Explanatory information as may be necessary to aid 
the user in making a correct selection of a protective system 
from the data. 

(iii) You must maintain at least one copy of the tabulated 
data which identifies the registered professional engineer 
who approved the data((shaH-be-maintained)) at the ((jeb- 
site)) job site during construction of the protective system. 
After that time the data may be stored off the ((jebs#te)) job 
site, but you must make a copy of the data ((shaH be-made)) 
available to the director upon request. 

(d) Option 4—Design by a registered professional engi- 
neer. 

(i) Sloping and benching systems not utilizing Option 1 
or Option 2 or Option 3 under subsection (2) of this section 
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((shaH)) must be approved by a registered professional engi- 
neer. 

(ii) Designs ((shaH)) must be in written form and 
((shaH)) must include at least the following: 

(A) The magnitude of the slopes that were determined to 
be safe for the particular project; 

(B) The configurations that were determined to be safe 
for the particular project; and 

(C) The identity of the registered professional engineer 
approving the design. 

(iii) You must maintain at least one copy of the design 
((shal-be-maintained)) at the ((jebsite)) job site while the 
slope is being constructed. After that time the design need not 
be at the ((jebsite)) job site, but you must maintain a copy 
((shalbe-made)) available to the director upon request. 

(3) Design of support systems, shield systems, and 
other protective systems. Designs of support systems, shield 
systems, and other protective systems ((shaH)) must be 
selected and constructed by the employer or employer's des- 
ignee and ((shaH)) must be in accordance with the require- 
ments of subdivision (a); or, in the alternative, subdivision 
(b); or, in the alternative, subdivision (c); or, in the alterna- 
tive, subdivision (d) as follows: 

(a) Option 1—Designs using appendices A, C, and D. 
Designs for timber shoring in trenches ((shaH)) must be 
determined in accordance with the conditions and require- 
ments set forth in appendices A and C to this part. Designs for 
aluminum hydraulic shoring ((shal)) must be in accordance 
with subdivision (b) of this subsection, but if manufacturer's 
tabulated data cannot be utilized, designs ((sha}})) must be in 
accordance with appendix D. 

(b) Option 2—Designs using manufacturer's tabulated 
data. 

(i) Design of support systems, shield systems, or other 
protective systems that are drawn from manufacturer's tabu- 
lated data ((shaH)) must be in accordance with all specifica- 
tions, recommendations, and limitations issued or made by 
the manufacturer. 

(11) Deviation from the specifications, recommendations, 
and limitations issued or made by the manufacturer ((ska)) 
must only be allowed after the manufacturer issues specific 
written approval. 

(iii) Manufacturer's specifications, recommendations, 
and limitations, and manufacturer's approval to deviate from 
the specifications, recommendations, and limitations ((sha})) 
must be in written form at the ((jebsite)) job site during con- 
struction of the protective system. After that time this data 
may be stored off the ((jebsite)) job site, but you must make 
a copy ((shalbe-made)) available to the director upon 
request. 

(c) Option 3—Designs using other tabulated data. 

(1) Designs of support systems, shield systems, or other 
protective systems ((shall)) must be selected from and be in 
accordance with tabulated data, such as tables and charts. 

(ii) The tabulated data ((shaH)) must be in written form 
and include all of the following: 

(A) Identification of the parameters that affect the selec- 
tion of a protective system drawn from such data; 

(B) Identification of the limits of use of the data; 
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(C) Explanatory information as may be necessary to aid 
the user in making a correct selection of a protective system 
from the data. 

(iii) You must maintain at least one copy of the tabulated 
data, which identifies the registered professional engineer 
who approved the data((shaH-be-maintained)) at the ((jeb- 
site)) job site during construction of the protective system. 
After that time the data may be stored off the ((jebs#te)) job 
site, but you must make a copy of the data ((shaH be-made)) 
available to the director upon request. 

(d) Option 4—Design by a registered professional engi- 
neer. 

(i) Support systems, shield systems, and other protective 
systems not utilizing Option 1, Option 2 or Option 3, above, 
((shaH)) must be approved by a registered professional engi- 
neer. 

(ii) Designs ((shal)) must be in written form and 
((shaH)) must include the following: 

(A) A plan indicating the sizes, types, and configurations 
of the materials to be used in the protective system; and 

(B) The identity of the registered professional engineer 
approving the design. 

(iii) You must maintain at least one copy of the design 
((shal besmaintained)) at the ((jebsite)) job site during con- 
struction of the protective system. After that time, the design 
may be stored off the ((jebsite)) job site, but you must main- 
tain a copy of the design ((shaH-bemade)) available to the 
director upon request. 

(4) Materials and equipment. 

(a) Materials and equipment used for protective systems 
((shaH)) must be free from damage or defects that might 
impair their proper function. 

(b) You must use and maintain manufactured materials 
and equipment used for protective systems ((shal-beased 
andunaintained)) in a manner that is consistent with the rec- 
ommendations of the manufacturer, and in a manner that will 
prevent employee exposure to hazards. 

(c) When material or equipment that is used for protec- 
tive systems is damaged, a competent person ((shallt)) must 
examine the material or equipment and evaluate its suitability 
for continued use. If the competent person cannot assure the 
material or equipment is able to support the intended loads or 
is otherwise suitable for safe use, then you must remove such 
material or equipment ((shaH-be+removed)) from service, and 
((shaH)) it must be evaluated and approved by a registered 
professional engineer before being returned to service. 

(5) Installation and removal of support. 

(a) General. 

(i) Members of support systems ((shaH)) must be 
securely connected together to prevent sliding, falling, kick- 
outs, or other predictable failure. 

(ii) You must install and remove support systems ((shalt 
beinstaled and removed)) i in a manner that protects employ- 
ees from cave-ins, structural collapses, or from being struck 
by members of the support system. 

(iii) You must not subject individual members of support 
systems ((shaH -netbe-subjected)) to loads exceeding those 
which those members were designed to withstand. 

(iv) Before temporary removal of individual members 
begins, you must take additional precautions ((shaH-be 
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taken)) to ensure the safety of employees, such as installing 
other structural members to carry the loads imposed on the 
support system. 

(v) Removal ((skaH)) must begin at, and progress from, 
the bottom of the excavation. ((Members-shal be released)) 
You must release members slowly so as to note any indica- 
tion of possible failure of the remaining members of the 
structure or possible cave-in of the sides of the excavation. 

(vi) Backfilling ((shaH)) must progress together with the 
removal of support systems from excavations. 

(b) Additional requirements for support systems for 
trench excavations. 

(1) Excavation of material to a level no greater than ((2)) 
two feet (.61 m) below the bottom of the members of a sup- 
port system ((shal-be)) is permitted, but only if the system is 
designed to resist the forces calculated for the full depth of 
the trench, and there are no indications while the trench is 
open of a possible loss of soil from behind or below the bot- 
tom of the support system. 

(ii) Installation of a support system ((shalt)) must be 
closely coordinated with the excavation of trenches. 

(6) Sloping and benching systems. ((Empltoyees-shalt 

itted)) You must not permit employees to work 
on the faces of sloped or benched excavations at levels above 
other employees except when employees at the lower levels 
are adequately protected from the hazard of falling, rolling, or 
sliding material or equipment. 

(7) Shield systems. 

(a) General. 

(i) You must not subject shield systems ((shal- netbe 
subjected)) to loads exceeding those which the system was 
designed to withstand. 

(ii) ((Shields-shall bednstaHed)) You must install shields 
in a manner to restrict lateral or other hazardous movement of 
the shield in the event of the application of sudden lateral 
loads. 

(iii) ((Empleyees-shall be-preteeted)) You must protect 
employees from the hazard of cave-ins when entering or exit- 
ing the areas protected by shields. 

(iv) ((Empleyees-shal netbe-aHewed)) You must not 
allow employees in shields when shields are being installed, 
removed, or moved vertically. 

(b) Additional requirement for shield systems used in 
trench excavations. Excavations of earth material to a level 
not greater than ((2)) two feet (.61 m) below the bottom of a 
shield ((shalbe)) is permitted, but only if the shield is 
designed to resist the forces calculated for the full depth of 
the trench, and there are no indications while the trench is 
open of a possible loss of soil from behind or below the bot- 
tom of the shield. 


AMENDATORY SECTION (Amending WSR 92-22-067, 
filed 10/30/92, effective 12/8/92) 


WAC 296-155-66401 Appendix A—Soil classifica- 
tion. (1) Scope and application. 

(a) Scope. This appendix describes a method of classify- 
ing soil and rock deposits based on site and environmental 
conditions, and on the structure and composition of the earth 
deposits. The appendix contains definitions, sets forth 
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requirements, and describes acceptable visual and manual 
tests for use in classifying soils. 

(b) Application. This appendix applies when a sloping or 
benching system is designed in accordance with the require- 
ments set forth in WAC 296-155-657 (2)(b) as a method of 
protection for employees from cave-ins. This appendix also 
applies when timber shoring for excavations is designed as a 
method of protection from cave-ins in accordance with 
appendix C to part N of this chapter, and when aluminum 
hydraulic shoring is designed in accordance with appendix D. 
This Appendix also applies if other protective systems are 
designed and selected for use from data prepared in accor- 
dance with the requirements set forth in WAC 296-155- 
657(3), and the use of the data is predicated on the use of the 
soil classification system set forth in this appendix. 

(2) Definitions. The definitions and examples given 
below are based on, in whole or in part, the following; Amer- 
ican Society for Testing Materials (ASTM) Standards D653- 
85 and D2488; The Unified Soils Classification System, The 
U.S. Department of Agriculture (USDA) Textural Classifica- 
tion Scheme; and The National Bureau of Standards Report 
BSS-121. 

((€a))) Cemented soil. A soil in which the particles are 
held together by a chemical agent, such as calcium carbonate 
such that a hand-size sample cannot be crushed into powder 
or individual soil particles by finger pressure. 

((€6))) Cohesive soil. Clay (fine grained soil), or soil 
with a high clay content, which has cohesive strength. Cohe- 
sive soil does not crumble, can be excavated with vertical 
sideslopes, and is plastic when moist. Cohesive soil is hard to 
break up when dry, and exhibits significant cohesion when 
submerged. Cohesive soils include clayey silt, sandy clay, 
silty clay, clay and organic clay. 

((€€))) Dry soil. Soil that does not exhibit visible signs of 
moisture content. 

(((&)) Fissured. A soil material that has a tendency to 
break along definite planes of fracture with little resistance, 
or a material that exhibits open cracks, such as tension cracks, 
in an exposed surface. 

((e))) Granular soil. Gravel, sand, or silt, (coarse 
grained soil) with little or no clay content. Granular soil has 
no cohesive strength. Some moist granular soils exhibit 
apparent cohesion. Granular soil cannot be molded when 
moist and crumbles easily when dry. 

(() Layered system. Two or more distinctly different 
soil or rock types arranged in layers. Micaceous seams or 
weakened planes in rock or shale are considered layered. 

((€g))) Moist soil. A condition in which a soil looks and 
feels damp. Moist cohesive soil can easily be shaped into a 
ball and rolled into small diameter threads before crumbling. 
Moist granular soil that contains some cohesive material will 
exhibit signs of cohesion between particles. 

((4))) Plastic. A property of a soil which allows the soil 
to be deformed or molded without cracking, or appreciable 
volume change. 

((@))) Saturated soil. A soil in which the voids are filled 
with water. Saturation does not require flow. Saturation, or 
near saturation, is necessary for the proper use of instruments 
such as a pocket penetrometer or sheer vane. 
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((@)) Soil classification system. For the purpose of this 
part, a method of categorizing soil and rock deposits in a hier- 
archy of Stable Rock, Type A, Type B, and Type C, in 
decreasing order of stability. The categories are determined 
based on an analysis of the properties and performance char- 
acteristics of the deposits and the environmental conditions 
of exposure. 

((€9)) Stable rock. Natural solid mineral matter that can 
be excavated with vertical sides and remain intact while 
exposed. 

((@))) Submerged soil. Soil which is underwater or is 
free seeping. 

((6)) Type A. Cohesive soils with an unconfined com- 
pressive strength of 1.5 ton per square foot (tsf) (144 kPa) or 
greater. Examples of cohesive soils are: Clay, silty clay, 
sandy clay, clay loam and, in some cases, silty clay loam and 
sandy clay loam. Cemented soils such as caliche and hardpan 
are also considered Type A. No soil is Type A if: 

((@)) ¢ The soil is fissured; or 

((G¥)) * The soil is subject to vibration from heavy traf- 
fic, pile driving, or similar effects; or 

(Œ) ° The soil has been previously disturbed; or 

((G¥9)) ¢ The soil is part of a sloped, layered system 
where the layers dip into the excavation on a slope of 4 hori- 
zontal to ((4)) one vertical (4H.1V) or greater; or 

((@))) ¢ The material is subject to other factors that 
would require it to be classified as a less stable material. 

((Ga))) Type B. 

((@)) * Cohesive soil with an unconfined compressive 
strength greater than 0.5 tsf (48 kPa) but less than 1.5 tsf (144 
kPa): or 

((G¥)) ¢ Granular cohesionless soils including: Angular 
gravel (similar to crushed rock), silt, silt loam, sandy loam 
and, in some cases, silty clay loam and sandy clay loam. 

((Gi)) ¢ Previously disturbed soils except those which 
would otherwise be classed as Type C soil. 

((G¥)) ¢ Soil that meets the unconfined compressive 
strength or cementation requirements for Type A, but is fis- 
sured or subject to vibration: or 

((@4)) ¢ Dry rock that is not stable: or 

((&)) ¢ Material that is part of a sloped, layered system 
where the layers dip into the excavation on a slope less steep 
than 4 horizontal to 1 vertical (4H.1V), but only if the mate- 
rial would otherwise be classified as Type B. 

((€e))) Type C. 

((@)) * Cohesive soil with an unconfined compressive 
strength of 0.5 tsf (48 kPa) or less: or 

((G¥)) ¢ Granular soils including gravel, sand, and loamy 
sand: or 

((ŒÐ)) ¢ Submerged soil or soil from which water is 
freely seeping: or 

((G@¥9)) ¢ Submerged rock that is not stable, or 

((@4)) ¢ Material in a sloped, layered system where the 
layers dip into the excavation or a slope of 4 horizontal to 1 
vertical (4H.1V) or steeper. 

((€p))) Unconfined compressive strength. The load per 
unit area at which a soil will fail in compression. It can be 
determined by laboratory testing, or estimated in the field 
using a pocket penetrometer, by thumb penetration tests, and 
other methods. 
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((€))) Wet soil. Soil that contains significantly more 
moisture than moist soil, but in such a range of values that 
cohesive material will slump or begin to flow when vibrated. 
Granular material that would exhibit cohesive properties 
when moist will lose those cohesive properties when wet. 

(3) Requirements. 

(a) Classification of soil and rock deposits. Each soil and 
rock deposit ((shaH)) must be classified by a competent per- 
son as Stable Rock, Type A, Type B, or Type C in accordance 
with the definitions set forth in subsection (2) of this section. 

(b) Basis of classification. The classification of the 
deposits ((shaH)) must be made based on the results of at least 
one visual and at least one manual analysis. Such analyses 
((shaH)) must be conducted by a competent person using tests 
in subsection (4) of this section or in other recognized meth- 
ods of soil classification and testing such as those adopted by 
the American Society for Testing Materials, or the U.S. 
Department of Agriculture textural classification system. 

(c) Visual and manual analyses. The visual and manual 
analyses, such as those noted as being acceptable in subsec- 
tion (4) of this section, ((sheH)) must be designed and con- 
ducted to provide sufficient quantitative and qualitative infor- 
mation as may be necessary to identify properly the proper- 
ties, factors, and conditions affecting the classification of the 
deposits. 

(d) Layered systems. In a layered system, the system 
((shaH)) must be classified in accordance with its weakest 
layer. However, each layer may be classified individually 
where a more stable layer lies under a less stable layer. 

(e) Reclassification. If, after classifying a deposit, the 
properties, factors, or conditions affecting its classification 
change in any way, the changes ((shaH)) must be evaluated 
by a competent person. The deposit ((shaH)) must be reclassi- 
fied as necessary to reflect the changed circumstances. 

(4) Acceptable visual and manual tests. 

(a) Visual tests. Visual analysis is conducted to deter- 
mine qualitative information regarding the excavation site in 
general, the soil adjacent to the excavation, the soil forming 
the sides of the open excavation, and the soil taken as samples 
from excavated material. 

(1) Observe samples of soil that are excavated and soil in 
the sides of the excavation. Estimate the range of particle 
sizes and the relative amounts of the particle sizes. Soil that is 
primarily composed of fine-grained material is cohesive 
material. Soil composed primarily of coarse-grained sand or 
gravel is granular material. 

(11) Observe soil as it is excavated. Soil that remains in 
clumps when excavated is cohesive. Soil that breaks up easily 
and does not stay in clumps is granular. 

(iii) Observe the side of the opened excavation and the 
surface area adjacent to the excavation. Crack-like openings 
such as tension cracks could indicate fissured material. If 
chunks of soil spall off a vertical side, the soil could be fis- 
sured. Small spalls are evidence of moving ground and are 
indications of potentially hazardous situations. 

(iv) Observe the area adjacent to the excavation and the 
excavation itself for evidence of existing utility and other 
underground structures, and to identify previously disturbed 
soil. 
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(v) Observe the opened side of the excavation to identify 
layered systems. Examine layered systems to identify if the 
layers slope toward the excavation. Estimate the degree of 
slope of the layers. 

(vi) Observe the area adjacent to the excavation and 
sides of the open excavation for evidence of surface water, 
water seeping from the sides of the excavation, or the loca- 
tion of the level of the water table. 

(vii) Observe the area adjacent to the excavation and the 
area within the excavation for sources of vibration that may 
affect the stability of the excavation face. 

(b) Manual tests. Manual analysis of soil samples is con- 
ducted to determine quantitative as well as qualitative proper- 
ties of soil and to provide more information in order to clas- 
sify soil properly. 

(1) Plasticity. Mold a moist or wet sample of soil into a 
ball and attempt to roll it into threads as thin as 1/8-inch in 
diameter. Cohesive material can be successfully rolled into 
threads without crumbling. For example, if at least a ((2)) two 
inch (50 mm) length of 1/8-inch thread can be held on one 
end without tearing, the soil is cohesive. 

(11) Dry strength. If the soil is dry and crumbles on its 
own or with moderate pressure into individual grains or fine 
powder, it is granular (any combination of gravel, sand, or 
silt). If the soil is dry and falls into clumps which break up 
into smaller clumps, but the smaller clumps can only be bro- 
ken up with difficulty, it may be clay in any combination with 
gravel, sand or silt. If the dry soil breaks into clumps which 
do not break up into small clumps and which can only be bro- 
ken with difficulty, and there is no visual indication the soil is 
fissured, the soil may be considered unfissured. 

(iii) Thumb penetration. The thumb penetration test can 
be used to estimate the unconfined compressive strength of 
cohesive soils. (This test is based on the thumb penetration 
test described in American Society for Testing and Materials 
(ASTM) Standard designation D2488-"Standard Recom- 
mended Practice for Description of Soils (Visual—Manual 
Procedure).") Type A soils with an unconfined compressive 
strength of 1.5 tsf can be readily indented by the thumb; how- 
ever, they can be and penetrated by the thumb only with very 
great effort. Type C soils with an unconfined compressive 
strength of 0.5 tsf can be easily penetrated several inches by 
the thumb, and can be molded by light finger pressure. This 
test should be conducted on an undisturbed soil sample, such 
as a large clump of spoil, as soon as practicable after excava- 
tion to keep to a minimum the effects of exposure to drying 
influences. If the excavation is later exposed to wetting influ- 
ences (rain, flooding), the classification of the soil must be 
changed accordingly. 

(iv) Other strength tests. Estimates of unconfined com- 
pressive strength of soils can also be obtained by use of a 
pocket penetrometer or by using a hand-operated shear vane. 

(v) Drying test. The basic purpose of the drying test is to 
differentiate between cohesive material with fissures, unfis- 
sured cohesive material, and granular material. The proce- 
dure for the drying test involves drying a sample of soil that 
is approximately ((4)) one inch thick (2.54 cm) and 6 inches 
(15.24 cm) in diameter until it is thoroughly dry: 

(A) If the sample develops cracks as it dries, significant 
fissures are indicated. 
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(B) Samples that dry without cracking are to be broken 
by hand. If considerable force is necessary to break a sample, 
the soil has significant cohesive material content. The soil 
can be classified as a unfissured cohesive material and the 
unconfined compressive strength should be determined. 

(C) If a sample breaks easily by hand, it is either a fis- 
sured cohesive material or a granular material. To distinguish 
between the two, pulverize the dried clumps of the sample by 
hand or by stepping on them. If the clumps do not pulverize 
easily, the material is cohesive with fissures. If they pulverize 
easily into very small fragments, the material is granular. 


AMENDATORY SECTION (Amending WSR 99-17-094, 
filed 8/17/99, effective 12/1/99) 


WAC 296-155-66403 Appendix B—Sloping and 
benching. (1) Scope and application. This appendix con- 
tains specifications for sloping and benching when used as 
methods of protecting employees working in excavations 
from cave-ins. The requirements of this appendix apply when 
the design of sloping and benching protective systems is to be 
performed in accordance with the requirements set forth in 
WAC 296-155-657 (2)(b). 

(2) Definitions. 

((€a))) Actual slope. The slope to which an excavation 
face is excavated. 

((€6))) Distress. Soil that is in a condition where a cave- 
in is imminent or is likely to occur. Distress is evidenced by 
such phenomena as the development of fissures in the face of 
or adjacent to an open excavation; the subsidence of the edge 
of an excavation; the slumping of material from the face or 
the bulging or heaving of material from the bottom of an 
excavation; the spalling of material from the face of an exca- 
vation; and ravelling, i.e., small amounts of material such as 
pebbles or little clumps of material suddenly separating from 
the face of an excavation and trickling or rolling down into 
the excavation. 

((€e})) Maximum allowable slope. The steepest incline 
of an excavation face that is acceptable for the most favorable 
site conditions as protection against cave-ins, and is 
expressed as the ratio of horizontal distance to vertical rise 
(H:V). 

(3) Requirements. 

(a) Soil classification. Soil and rock deposits ((shaH)) 
must be classified in accordance with appendix A of this Part. 

(b) Maximum allowable slope. The maximum allowable 
slope for a soil or rock deposit ((shaH)) must be determined 
from Table N-1 of this appendix. 

(c) Actual slope. 

(1) The actual slope ((sha)) must not be steeper than the 
maximum allowable slope. 

(ii) The actual slope ((shal!)) must be less steep than the 
maximum allowable slope, when there are signs of distress. If 
that situation occurs, the slope ((skal})) must be cut back to an 
actual slope which is at least 1/2 horizontal to one vertical 
(1/2H:1V) less steep than the maximum allowable slope. 

(iii) When surcharge loads from stored material or equip- 
ment, operating equipment, or traffic are present, a competent 
person ((shaH)) must determine the degree to which the 
actual slope must be reduced below the maximum allowable 
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slope, and ((shat-assure)) must ensure that such reduction is 
achieved. Surcharge loads from adjacent structures ((skaH)) 
must be evaluated in accordance with WAC 296-155-655(9). 

(d) Configurations. Configurations of sloping and 
benching systems ((shaH)) must be in accordance with Fig- 
ures N-1 through N-18. 


TABLE N-1 
MAXIMUM ALLOWABLE SLOPES 


MAXIMUM ALLOWABLE SLOPES 
(H,V) © FOR EXCAVATION LESS 
SOIL OR ROCK TYPE THAN 20 FEET DEEP ® 
STABLE ROCK VERTICAL (90°) 
TYPE A 3/4: 1 (53°) 
TYPEB 1: 1 (45°) 
TYPE C 1 1/2: 1 (34°) 
Notes: (1) Numbers shown in parentheses next to maximum allowable 


slopes are angles expressed in degrees from the horizontal. 
Angles have been rounded off. 
(2) Sloping or benching for excavations greater than 20 feet 
deep ((shall)) must be designed by a registered professional 
engineer. 

Figure N-1 
Slope Configurations for Type A Soil 


20' Maximum 


3/4 


Simple Slope - General 


All simple slope excavations 20 feet or less in depth ((shal)) 
must have a maximum allowable slope of 3/4:1. 


Figure N-2 
Slope Configurations for Type A Soil 


20° Maximum 


Simple Bench 


All benched excavations 20 feet or less in depth ((shal)) 
must have a maximum allowable slope of 3/4:1 and maxi- 
mum bench dimensions of 4 feet. 
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Figure N-3 
Slope Configurations for Type A Soil 


20' Maximum A ‘ 1 
g =] 


3/4 


Multiple Bench 


All benched excavations 20 feet or less in depth ((shaH)) 
must have a maximum allowable slope of 3/4:1 and maxi- 
mum bench dimensions of 4 feet. 


Figure N-4 
Slope Configurations for Type A Soil 


8’ Maximum 


3/4 


3 1/2’ Maximum 


Unsupported Vertically Sided Lower Portion Maximum 8 
Feet in Depth 


All excavations 8 feet or less in depth which have unsup- 
ported vertically sided lower portions ((shaH)) must have a 
maximum vertical side of 3 1/2 feet. 


Figure N-5 
Slope Configurations for Type A Soil 


12' Maximum 


3 1/2' Maximum 


Unsupported Vertically Sided Lower Portion Maximum 
12 Feet in Depth 


All excavations more than 8 feet but not more than 12 feet in 
depth which have unsupported vertically sided lower por- 
tions ((shaH)) must have a maximum allowable slope of 1:1 
and vertical side of 3 1/2 feet. 
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Figure N-6 
Slope Configurations for Type A Soil 
Support or Shield System 


20’ Maximum 
18” Minimum 


Total Height of Vertical Side 


Unsupported Vertically Sided Lower Portion 
Maximum 20 Feet in Depth 


All excavations 20 feet or less in depth which have vertically 
sided lower portions that are supported or shielded ((skhaH)) 
must have a maximum allowable slope of 3/4:1. The support 
shield system must extend at least 18 inches above the top of 
the vertical side. All other simple slope, compound slope and 
vertically sided lower portion excavations ((shal)) must be in 
accordance with options permitted under WAC 296-155- 
657(2). 


Figure N-7 
Slope Configurations for Type B Soil 


20° Maximum 


d 


All simple slope excavations 20 feet or less in depth ((shaH)) 
must have a maximum allowable slope of 1:1 


Simple Slope 


Figure N-8 
Slope Configurations for Type B Soil 
This bench allowed in cohesive soil only. 


20' Maximum 


Single Bench 


All excavations 20 feet or less in depth ((shal)) must have a 
maximum allowable slope of 1:1 and maximum bench 
dimensions of 4 feet. 


Permanent 


Washington State Register, Issue 16-09 


Figure N-9 
Slope Configurations for Type B Soil 
This bench allowed in cohesive soil only. 


Multiple Bench 


All excavations 20 feet or less in depth ((shaH)) must have a 
maximum allowable slope of 1:1 and maximum bench 
dimensions of 4 feet. 


Figure N-10 
Slope Configurations for Type B Soil 
Support or Shield System 


20° Maximum 


18” Minimum 


Total Height of Vertical Side 


Vertically Sided Lower Portion 


All excavations 20 feet or less in depth which have vertically 
sided lower portions ((shaH)) must be shielded or supported 
toa height at least 18 inches above the top of the vertical side. 
All such excavations ((shaH)) must have a maximum allow- 
able slope of 1:1. All other simple slope, compounded slope 
and vertically sided lower portion excavations ((shaH)) must 
be in accordance with options permitted under WAC 296- 
155-657(2). 


Figure N-11 
Simple Configurations 
for Type C Soil 


Simple Slope 


All simple slope excavations 20 feet or less in depth ((shal})) 
must have a maximum allowable slope of 1 1/2:1. 
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Figure N-12 
Slope 
Configurations 
for Type C Soil 
Support or Shield System 


20° Maximum 


Total Height of Vertical Side 


Vertically Sided Lower Portion 


All excavations 20 feet or less in depth which have vertically 
sided lower portions ((shaH)) must be shielded or supported 
to a height at least 18 inches above the top of the vertical side. 
All such excavations ((shaH)) must have a maximum allow- 
able slope of 1 1/2:1. All other simple slope, compound slope 
and vertically sided lower portion excavations ((sha)) must 
be in accordance with options permitted under RCW WAC 
296-155-657(2). 
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Figure N-13 
EXCAVATIONS MADE IN LAYERED SOILS 
All excavations 20 feet or less in depth made in layered soils 
((shalt)) must have a maximum allowable slope for each 
layer as set forth below. 


B OVER A 


Figure N-14 


C OVERA 
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Figure N-15 


1 1/2 


C OVER B 


Figure N-16 


A OVER B 


Figure N-17 


A OVER C 
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Figure N-18 


B OVER C 


AMENDATORY SECTION (Amending WSR 02-12-098, 
filed 6/5/02, effective 8/1/02) 


WAC 296-155-66405 Appendix C—Timber shoring 
for trenches. (1) Scope. This appendix contains information 
that can be used when timber shoring is provided as a method 
of protection from cave-ins in trenches that do not exceed 20 
feet (6.1 m) in depth. This appendix must be used when 
design of timber shoring protective systems is to be per- 
formed in accordance with WAC 296-155-657 (3)(a). Other 
timber shoring configurations; other systems of support such 
as hydraulic and pneumatic systems; and other protective 
systems such as sloping, benching, shielding, and freezing 
systems must be designed in accordance with the require- 
ments set forth in WAC 296-155-657 (2) and (3). 


(2) Soil classification. In order to use the data presented 
in this appendix, the soil type or types in which the excava- 
tion is made must first be determined using the soil classifica- 
tion method set forth in appendix A of this part. 


(3) Presentation of information. Information is pre- 
sented in several forms as follows: 


(a) Information is presented in tabular form in Tables N- 
2 through N-7 following subsection (7) of this appendix. 
Each table presents the minimum sizes of timber members to 
use in a shoring system, and each table contains data only for 
the particular soil type in which the excavation or portion of 
the excavation is made. The data are arranged to allow the 
user the flexibility to select from among several acceptable 
configurations of members based on varying the horizontal 
spacing of the crossbraces. Stable rock is exempt from shor- 
ing requirements and therefore, no data are presented for this 
condition. 

(b) Information concerning the basis of the tabular data 
and the limitations of the data is presented in subsection (4) 
of this appendix, and on the tables themselves. 

(c) Information explaining the use of the tabular data is 
presented in subsection (5) of this appendix. 

(d) Information illustrating the use of the tabular data is 
presented in subsection (6) of this appendix. 
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(e) Miscellaneous notations regarding Tables N-2 
through N-7 are presented in subsection (7) of this Appendix. 


(4) Basis and limitations of the data. 
(a) Dimensions of timber members. 


(i) The sizes of the timber members listed in Tables N-2 
through N-7 are taken from the National Bureau of Standards 
(NBS) report, "Recommended Technical Provisions for Con- 
struction Practice in Shoring and Sloping of Trenches and 
Excavations." In addition, where NBS did not recommend 
specific sizes of members, member sizes are based on an 
analysis of the sizes required for use by existing codes and on 
empirical practice. 

(ii) The required dimensions of the members listed in 
Tables N-2, N-3, and N-4 refer to actual dimensions and not 
nominal dimensions of the timber. Employers wanting to use 
nominal size shoring are directed to Tables N-5, N-6, and N- 
7, or have this choice under WAC 296-155-657 (3)(c), and 
are referred to The Corps of Engineers, The Bureau of Recla- 
mation or data from other acceptable sources. 


(b) Limitation of application. 


(i) It is not intended that the timber shoring specification 
apply to every situation that may be experienced in the field. 
These data were developed to apply to the situations that are 
most commonly experienced in current trenching practice. 
Shoring systems for use in situations that are not covered by 
the data in this appendix must be designed as specified in 
WAC 296-155-657(3). 

(11) When any of the following conditions are present, the 
members specified in the tables are not considered adequate. 
Either an alternate timber shoring system must be designed or 
another type of protective system designed in accordance 
with WAC 296-155-657. 


(A) When loads imposed by structures or by stored mate- 
rial adjacent to the trench weigh in excess of the load 
imposed by a two-foot soil surcharge. The term "adjacent" as 
used here means the area within a horizontal distance from 
the edge of the trench equal to the depth of the trench. 
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(B) When vertical loads imposed on cross braces exceed 
a 240-pound gravity load distributed on a one-foot section of 
the center of the crossbrace. 

(C) When surcharge loads are present from equipment 
weighing in excess of 20,000 pounds. 

(D) When only the lower portion of a trench is shored 
and the remaining portion of the trench is sloped or benched 
unless: The sloped portion is sloped at an angle less steep 
than ((three)) 3 horizontal to one vertical; or the members are 
selected from the tables for use at a depth which is deter- 
mined from the top of the overall trench, and not from the toe 
of the sloped portion. 

(5) Use of Tables. The members of the shoring system 
that are to be selected using this information are the cross 
braces, the uprights, and the wales, where wales are required. 
Minimum sizes of members are specified for use in different 
types of soil. There are ((six)) 6 tables of information, two for 
each soil type. The soil type must first be determined in 
accordance with the soil classification system described in 
appendix A of this Part. Using the appropriate table, the 
selection of the size and spacing of the members is then 
made. The selection is based on the depth and width of the 
trench where the members are to be installed and, in most 
instances, the selection is also based on the horizontal spac- 
ing of the crossbraces. Instances where a choice of horizontal 
spacing of crossbracing is available, the horizontal spacing of 
the crossbraces must be chosen by the user before the size of 
any member can be determined. When the soil type, the width 
and depth of the trench, and the horizontal spacing of the 
crossbraces are known, the size and vertical spacing of the 
crossbraces, the size and vertical spacing of the wales, and 
the size and horizontal spacing of the uprights can be read 
from the appropriate table. 

(6) Examples to illustrate the use of Tables N-2 
through N-4. 

(a) Example 1. 

A trench dug in Type A soil is 13 feet deep and ((f#¥e)) 5 
feet wide. 

From Table N-2, for acceptable arrangements of timber 
can be used. 


Arrangement #1 


Space 4x4 crossbraces at ((s#x)) 6 feet horizontally and 
((feue)) 4 feet vertically. 

Wales are not required. 

Space 3x8 uprights at ((stx)) 6 feet horizontally. This 
arrangement is commonly called "skip shoring." 


Arrangement #2 


Space 4x6 crossbraces at ((e#ght)) 8 feet horizontally and 
((feue)) 4 feet vertically. 

Space 8x8 wales at ((feur)) 4 feet vertically. 

Space 2x6 uprights at ((feur)) 4 feet horizontally. 


Arrangement #3 


Space 6x6 crossbraces at 10 feet horizontally and 
((feut)) 4 feet vertically. 

Space 8x10 wales at ((feur)) 4 feet vertically. 

Space 2x6 uprights at ((f#¥e)) 5 feet horizontally. 
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Arrangement #4 


Space 6x6 crossbraces at 12 feet horizontally and 
((four)) 4 feet vertically. 

Space 10x10 wales at ((feur)) 4 feet vertically. 

Space 3x8 uprights at ((si*)) 6 feet horizontally. 

(b) Example 2. 

A trench dug in Type B soil in 13 feet deep and ((#¥e)) 5 
feet wide. 

From Table N-3 ((three)), 3 acceptable arrangements of 
members are listed. 


Arrangement #1 


Space 6x6 crossbraces at ((stx)) 6 feet horizontally and 
((f#e)) 5 feet vertically. 

Space 8x8 wales at ((five)) 5 feet vertically. 

Space 2x6 uprights at two feet horizontally. 


Arrangement #2 


Space 6x8 crossbraces at ((e#¢ht)) 8 feet horizontally and 
((f#ve)) 5 feet vertically. 

Space 10x10 wales at ((f#ve)) 5 feet vertically. 

Space 2x6 uprights at two feet horizontally. 


Arrangement #3 


Space 8x8 crossbraces at 10 feet horizontally and ((f¥e)) 
5 feet vertically. 

Space 10x12 wales at ((f#ve)) 5 feet vertically. 

Space 2x6 uprights at two feet vertically. 

(c) Example 3. 

A trench dug Type C soil is 13 feet deep and ((f¥e)) 5 
feet wide. 

From Table N-4 two acceptable arrangements of mem- 
bers can be used. 


Arrangement #1 


Space 8x8 crossbraces at ((stx)) 6 feet horizontally and 
((f#ve)) 5 feet vertically. 

Space 10x12 wales at ((f#ve)) 5 feet vertically. 

Position 2x6 uprights as closely together as possible. 

If water must be retained use special tongue and groove 
uprights to form tight sheeting. 


Arrangement #2 


Space 8x10 crossbraces at ((eight)) 8 feet horizontally 
and ((f#¥e)) 5 feet vertically. 

Space 12x12 wales at ((f#ve)) 5 feet vertically. 

Position 2x6 uprights in a close sheeting configuration 
unless water pressure must be resisted. Tight sheeting must 
be used where water must be retained. 

(d) Example 4. 

A trench dug in Type C soil is 20 feet deep and 11 feet 
wide. The size and spacing of members for the section of 
trench that is over 15 feet in depth is determined using Table 
N-4. Only one arrangement of members is provided. 

Space 8x10 crossbraces at ((stx)) 6 feet horizontally and 
((f#e)) 5 feet vertically. 

Space 12x12 wales at ((five)) 5 feet vertically. 

Use 3x6 tight sheeting. 


Washington State Register, Issue 16-09 


Use of Tables N-5, N-6, and N-7 would follow the same 
procedures. 

(7) Notes for all tables. 

(a) Member sizes at spacings other than indicated are to 
be determined as specified in WAC 296-155-657(3). "Design 
of Protective Systems." 

(b) When conditions are saturated or submerged use 
Tight Sheeting. Tight Sheeting refers to the use of specially- 
edged timber planks (e.g., tongue and groove) at least 
((three)) 3 inches thick, steel sheet piling, or similar construc- 
tion that when driven or placed in position provide a tight 
wall to resist the lateral pressure of water and to prevent the 
loss of backfill material. Close Sheeting refers to the place- 
ment of planks side-by-side allowing as little space as possi- 
ble between them. 

(c) All spacing indicated is measured center to center. 

(d) Wales to be installed with greater dimension horizon- 
tal. 
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(e) If the vertical distance from the center of the lowest 
crossbrace to the bottom of the trench exceeds ((#¥e-and one- 
half)) 2 1/2 feet, you must firmly embed uprights ((shal-be 
firmaby-embedded)) or use a mudsill ((shalbeused)). Where 
uprights are embedded, the vertical distance from the center 
of the lowest crossbrace to the bottom of the trench ((skaH)) 
must not exceed 36 inches. When mudsills are used, the ver- 
tical distance ((shaH)) must not exceed 42 inches. Mudsills 
are wales that are installed at the toe of the trench side. 

(f) Trench jacks may be used in lieu of or in combination 
with timber crossbraces. 

(g) Placement of crossbraces. When the vertical spacing 
of crossbraces is ((fexr)) 4 feet, place the top crossbrace no 
more than two feet below the top of the trench. When the ver- 
tical spacing of crossbraces is ((f#¥e)) 5 feet, place the top 
crossbrace no more than 2.5 feet below the top of the trench. 


TABLE N-2 
TIMBER TRENCH SHORING — MINIMUM TIMBER REQUIREMENTS* 


SOIL TYPE A P, - 25 X H + 72 psf (2 ft. Surcharge) 


g CROSS BRACES 
TRENCH | Won, Cit (FEET) 
(FEET) 

(FEET) 


SIZES (ACTUAL) AND SPACING OF MEMBERS ** 


| 


PE EERE ELE Eb m 
E UE EOE OB US IE faae ie feer 


E 


VERT. MAXIMUM ALLOWABLE HORIZONTAL SPACING 


PPP rir Pe bell 
ETT 


* Mixed oak or equivalent with a bending strength not less than 850 psi. 


4k Manufactured members of equivalent strength may be substituted for wood. 
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TABLE N-3 


TIMBER TRENCH SHORING — MINIMUM TIMBER REQUIREMENTS* 
SOIL TYPE B P, - 45 X H + 72 psf (2 ft. Surcharge) 


SIZE (A AND SPACING OF MEMBERS ** 


eas Ree 
VERT. | MAXIMUM ALLOWABLE IIORIZONTAL SPACING 
o SPACING 
(FEET) 


* Mixed oak or equivalent with a bending strength not less than 850 psi. 


xk Manufactured members of equivalent strength may be substituted for wood. 


Permanent [352] 


Washington State Register, Issue 16-09 WSR 16-09-085 


TABLE N-4 


TIMBER TRENCH SHORING — MINIMUM TIMBER REQUIREMENTS* 
SOIL TYPE C P, - 80 X H + 72 psf (2 ft. Surcharge) 


SIZB (ACTUAL) AND SPACING OF MEMBERS ** 


CROSS BRACES 
: MAXIMUM ALLOWABLE HORIZONTAL SPACING 
(FEET) 
LAS 


= 


EEE 
‘3 


* Mixed oak or equivalent with a bending strength not less than 850 psi. 


4 Manufactured members of equivalent strength may be substituted for wood. 
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TABLE N-5 


TIMBER TRENCH SHORING — MINIMUM TIMBER REQUIREMENTS* 
SOIL TYPE A P, - 25 X H + 72 psf (2 ft. Surcharge) 


SIZE (SAS) a os a | ce ae 


zaen 
Papal al SH 


* Douglas fir or equivalent with a bending strength not less than 1500 psi. 


xk Manufactured members of equivalent strength may be substituted for wood. 


Permanent [354] 


Washington State Register, Issue 16-09 WSR 16-09-085 


TABLE N-6 


TIMBER TRENCH SHORING — MINIMUM TIMBER REQUIREMENTS* 
SOIL TYPE B P, - 45 X H + 72 psf (2 ft. Surcharge) 


SIZE (S45) AND SPACING OF MEMBERS °° 
one CROSS BRACES 
OF, | HoRIZ CH (FEI MAXIMUM ALLOWABLE IIORIZONTAL SPACING 
TRENCH 
(FEET) SPACING wa (FEET) 
(FEST) T el ee ee E 


PER ELEEEL EEF lige 


3 
g 
— 


pa; 


sjale seess- 
TEEETEEEI ERE 
FEE EEE EE 
Eee EE E 
EEE EEE EE 
CEEETEEET EE 
CREEL EEE EE Ele 
FREI EEEL EE FE i 
FEET FEEL IIT E 
TTT ERE TEL 
TITTLE E 
ALT GL Fh 
tek EPL | 


* Douglas fir or equivalent with a bending strength not less than 1500 psi. 


xx Manufactured members of equivalent strength may be substituted for wood. 
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TABLE N-7 
TIMBER TRENCH SHORING — MINIMUM TIMBER REQUIREMENTS* 


SOIL TYPE C P, - 80 X H + 72 psf (2 ft. Surcharge) 


AND SPACI 


NO 


* Douglas fir or equivalent with a bending strength not less than 1500 psi. 


AMENDATORY SECTION (Amending WSR 92-22-067, 
filed 10/30/92, effective 12/8/92) 


WAC 296-155-66407 Appendix D—Aluminum 
hydraulic shoring for trenches. (1) Scope. This appendix 
contains information that can be used when aluminum 
hydraulic shoring is provided as a method of protection 
against cave-ins in trenches that do not exceed 20 feet (6.1m) 
in depth. This appendix must be used when design of the alu- 
minum hydraulic protective system cannot be performed in 
accordance with WAC 296-155-657 (3)(b). 

(2) Soil Classification. In order to use data presented in 
this appendix, you must first determine the soil type or types 
in which the excavation is made ((aust first be-determined)) 
using the soil classification method set forth in appendix A of 
this Part. 

(3) Presentation of information. Information is pre- 
sented in several forms as follows: 

(a) Information is presented in tabular form in Tables N- 
8 through N-11. Each table presents the maximum vertical 
and horizontal spacings that may be used with various alumi- 
num member sizes and various hydraulic cylinder sizes. Each 
table contains data only for the particular soil type in which 
the excavation or portion of the excavation is made. Tables 
N-8 and N-9 are for vertical shores in Types A and B soil. 
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Manufactured members of equivalent strength may be substituted for wood. 


Tables N-10 and N-11 are for horizontal waler systems in 
Types B and C soil. 

(b) Information concerning the basis of the tabular data 
and the limitations of the data is presented in subsection (4) 
of this appendix. 

(c) Information explaining the use of the tabular data is 
presented in subsection (5) of this appendix. 

(d) Information illustrating the use of the tabular data is 
presented in subsection (6) of this appendix. 

(e) Miscellaneous notations (footnotes) regarding Table 
N-8 through N-11 are presented in subsection (7) of this 
appendix. 

(f) Figures, illustrating typical installations of hydraulic 
shoring, are included just prior to the Tables. The illustrations 
page is entitled "Aluminum Hydraulic Shoring: Typical 
Installations." 

(4) Basis and limitations of the data. 

(a) Vertical shore rails and horizontal wales are those 
that meet the Section Modulus requirements in Tables N-8 
through N-10. Aluminum material is 6061-T6 or material of 
equivalent strength and properties. 

(b) Hydraulic cylinders specifications. 

(i) ((2-#eh)) Two-inch cylinders ((shaH})) must be a min- 
imum ((2-##eh)) two-inch inside diameter with a minimum 
safe working capacity of no less than 18,000 pounds axial 
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compressive load at maximum extension. Maximum exten- 
sion is to include full range of cylinder extensions as recom- 
mended by product manufacturer. 

(ii) 3-inch cylinders ((shaH)) must be a minimum 3-inch 
inside diameter with a safe working capacity of not less than 
30,000 pounds axial compressive load at extensions as rec- 
ommended by product manufacturer. 

(c) Limitation of application. 

(1) It is not intended that the aluminum hydraulic specifi- 
cation apply to every situation that may be experienced in the 
field. These data were developed to apply to the situations 
that are most commonly experienced in current trenching 
practice. Shoring systems for use in situations that are not 
covered by the data in this appendix must be otherwise 
designed as specified in WAC 296-155-657(3). 

(ii) When any of the following conditions are present; 
the members specified in the Tables are not considered ade- 
quate. In this case, an alternative aluminum hydraulic shoring 
system or other type of protective system must be designed in 
accordance with WAC 296-155-657. 

(A) When vertical loads imposed on cross braces exceed 
a 100 Pound gravity load distributed on a one foot section of 
the center of the hydraulic cylinder. 

(B) When surcharge loads are present from equipment 
weighing in excess of 20,000 pounds. 

(C) When only the lower portion of a trench is shored 
and the remaining portion of the trench is sloped or benched 
unless: The slope portion is sloped at an angle less steep than 
((three)) 3 horizontal to one vertical; or the members are 
selected from the tables for use at a depth which is deter- 
mined from the top of the overall trench, and not from the toe 
of the sloped portion. 

(5) Use of Tables N-8 through N-11. The members of 
the shoring system that are to be selected using this informa- 
tion are the hydraulic cylinders, and either the vertical shores 
or the horizontal wales. When a waler system is used the ver- 
tical timber sheeting to be used is also selected from these 
tables. The Tables N-8 and N-9 for vertical shores are used in 
Type A and B soils that do not require sheeting. Type B soils 
that may require sheeting, and Type C soils that always 
require sheeting are found in the horizontal wale Tables N-10 
and N-11. The soil type must first be determined in accor- 
dance with the soil classification system described in appen- 
dix A of this Part. Using the appropriate table, the selection of 
the size and spacing of the members is made. The selection is 
based on the depth and width of the trench where the mem- 
bers are to be installed. In these tables the vertical spacing is 
held constant at ((feur)) 4 feet on center. The tables show the 
maximum horizontal spacing of cylinders allowed for each 
size of wale in the waler system tables, and in the vertical 
shore tables, the hydraulic cylinder horizontal spacing is the 
same as the vertical shore spacing. 

(6) Example to Illustrate the Use of the Tables: 

(a) Example 1: A trench dug in Type A soil is 6 feet deep 
and 3 feet wide. From Table N-8: Find vertical shores and 
((2)) two inch diameter cylinders spaced 8 feet on center 
(o.c.) horizontally and 4 feet on center (0.c.) vertically. (See 
Figures N-23 & N-25 for typical installations.) 

(b) Example 2: A trench is dug in Type B soil that does 
not require sheeting, 13 feet deep and 5 feet wide. From 
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Table N-9: Find vertical shores and ((2)) two inch diameter 
cylinders spaced 6.5 feet o.c. horizontally and 4 feet o.c. ver- 
tically. (See Figures N-23 & N-25 for typical installations.) 

(c) A trench is dug in Type B soil that does not require 
sheeting, but does experience some minor raveling of the 
trench face. The trench is 16 feet deep and 9 feet wide. From 
Table N-9: Find vertical shores and ((2)) two inch diameter 
cylinder (with special oversleeves as designated by subdivi- 
sion (7)(b)) spaced 5.5 feet o.c. horizontally and 4 feet o.c. 
vertically, plywood (per subdivision (7)(g) to the N-8 through 
N-11 Tables) should be used behind the shores. (See Figures 
N-24 & N-25 for typical installations.) 

(d) Example 4: A trench is dug in previously disturbed 
Type B soil, with characteristics of a Type C soil, and will 
require sheeting. The trench is 18 feet deep and 12 feet wide. 
8 foot horizontal spacing between cylinders is desired for 
working space. From Table N-10: Find horizontal wale with 
a section modulus of 14.0 spaced at 4 feet o.c. vertically and 
3 inch diameter cylinder spaced at 9 feet maximum o.c. hori- 
zontally, 3x12 timber sheeting is required at close spacing 
vertically. (See Figure N-26 for typical installation.) 

(e) Example 5: A trench is dug in Type C soil, 9 feet deep 
and 4 feet wide. Horizontal cylinder spacing in excess of 6 
feet is desired for working space. From Table N-11: Find hor- 
izontal wale with a section modulus of 7.0 and ((2)) two inch 
diameter cylinders spaced at 6.5 feet o.c. horizontally. Or, 
find horizontal wale with a 14.0 section modulus and 3 inch 
diameter cylinder spaced at 10 feet o.c. horizontally. Both 
wales are spaced 4 feet o.c. vertically. 3x12 timber sheeting is 
required at close spacing vertically. (See Figure N-26 for typ- 
ical installation.) 

(7) Footnotes, and general notes, for Tables N-8 
through N-11. 

(a) For applications other than those listed in the tables, 
refer to WAC 296-155-657 (3)(b) for use of manufacturer's 
tabulated data. For trench depths in excess of 20 feet, refer to 
WAC 296-155-657 (3)(b) and (c). 

(b) ((2-4neh)) Two-inch diameter cylinders, at this width, 
((shaH)) must have structural steel tube (3.5x3.5x0.1875) 
oversleeves, or structural oversleeves of manufacturer's spec- 
ification, extending the full, collapsed length. 

(c) Hydraulic cylinders capacities. 

(1) ((24#eh)) Two-inch cylinders ((shaH)) must be a min- 
imum ((2-ineh)) two-inch inside diameter with a safe work- 
ing capacity of not less than 18,000 pounds axial compressive 
load at maximum extension. Maximum extension is to 
include full range of cylinder extensions as recommended by 
product manufacturer. 

(ii) 3-inch cylinders ((shaH)) must be a minimum 3-inch 
inside diameter with a safe work capacity of not less than 
30,000 pounds axial compressive load at maximum exten- 
sion. Maximum extension is to include full range of cylinder 
extensions as recommended by product manufacturer. 

(d) All spacing indicated is measured center to center. 

(e) Vertical shoring rails ((shaH)) must have a minimum 
section modulus of 0.40 inch. 

(f) When vertical shores are used, there must be a mini- 
mum of ((three)) 3 shores spaced equally, horizontally, in a 
group. 
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(g) Plywood ((shaH)) must be 1.125 in. thick softwood or 
0.75 inch thick, 14 ply, arctic white birch (Finland form). 
Please note that plywood is not intended as a structural mem- 
ber, but only for prevention of local raveling (sloughing of 
the trench face) between shores. 
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(h) See appendix C for timber specifications. 
(i) Wales are calculated for simple span conditions. 


(j) See subsection (4) of this appendix, for basis and lim- 
itations of the data. 


ALUMINUM HYDRAULIC SHORING 
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TABLE N-8 
ALUMINUM HYDRAULIC SHORING 
VERTICAL SHORES 
FOR SOIL TYPE A 


Hydraulic Cylinders 
Maximum Maximum Width of Trench (Feet) 
Horizontal Vertical 


Spacing Spacing Over eee | 
(Feet) (Feet) eee | to 12 


3 INCH 
DIAMETER 


Footnotes to tables, and general notes on hydraulic shoring, are found in Appendix D, WAC 296-155-66407(7) 
Note (1): See Appendix D, WAC 296-155-66407 (7)(a) 


Note (2): See Appendix D, WAC 296-155-66407 (7)(b) 


TABLE N-9 
ALUMINUM HYDRAULIC SHORING 
VERTICAL SHORES 
FOR SOIL TYPE B 


Bydraulic Cylinders 


Masima | animun | saeh of French Peet id 


Horizontal Vertical 
Over 8 Over 12 


Spacing Spacing 
(Feet) (Feet) Up to 12 Up to 15 


Footnotes to tables, and general notes on hydraulic shoring, are found in Appendix D, WAC 296-155-66407(7 
Note (1): See Appendix D, WAC 296-155-66407 (7)(a) 


Note (2): See Appendix D, WAC 296-155-66407 (7)(b) 
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TABLE N-10 
ALUMINUM HYDRAULIC SHORING 
WALER SYSTEMS 
FOR SOIL TYPE B 


Hydraulic Cylinders 
Depth Width of Trench (Feet) 


of |W te 8 [Over § Up to 12 lover 12 to 15 


Trench 


(Feet) 


Footnotes to tables, and general notes on hydraulic shoring, are found in Appendix D, WAC 296-155-66407(7 
Note (1): See Appendix D, WAC 296-155-66407 (7)(a) 


Note (2): See Appendix D, WAC 296-155-66407 (7)(b) 


*Consult product manufacturer and/or qualified engineer for Section Modulus of available wales. 


TABLE N-11 
ALUMINUM HYDRAULIC SHORING 
WALER SYSTEMS 
FOR SOIL TYPE C 


drevlic Cylinders 
Width of Trench (Feet). 


[ Over $ Up to 12] 


Footnotes to tables, and general notes on hydraulic shoring, are found in Appendix D, WAC 296-155-66407(7 
Note (1): See Appendix D, WAC 296-155-66407 (7)(a) 
Note (2): See Appendix D, WAC 296-155-66407 (7)(b) 


*Consult product manufacturer and/or qualified engineer for Section Modulus of available wales. 
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AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-675 Scope, application, and defini- 
tions applicable to this part. (1) Scope and application. 
This part sets forth requirements to protect all construction 
employees from the hazards associated with concrete and 
masonry construction operations performed in workplaces 
covered under chapter 296-155 WAC. 

(2) Definitions applicable to this part. 

(> )Bull float((*4sneans)). A tool used to spread out 
and smooth the concrete. 

((}))Formwork((*4means)). The total system of sup- 
port for freshly placed or partially cured concrete, including 
the mold or sheeting (form) that is in contact with the con- 
crete as well as all supporting members including shores, 
reshores, hardware, braces, and related hardware. 

(((e}")) Jacking operation((*means)). The task of lift- 
ing a slab (or group of slabs) vertically from one location to 
another (e.g., from the casting location to a temporary 
(parked) location, or from a temporary location to another 
temporary location, or to its final location in the structure), 
during the construction of a building/structure where the lift- 
slab process is being used. 

((()) Lift slab((+4means)). A method of concrete con- 
struction in which floor and roof slabs are cast on or at ground 
level and, using jacks, lifted into position. 

(((e}))Limited access zone((“means)). An area along- 
side a masonry wall, which is under construction, and which 
is clearly demarcated to limit access by employees. 

(())Precast concrete((“means)). Concrete members 
(such as walls, panels, slabs, columns, and beams) which 
have been formed, cast, and cured prior to final placement in 
a structure. 

(((¢))Reshoring((“means)). The construction opera- 
tion in which shoring equipment (also called reshores or 
reshoring equipment) is placed, as the original forms and 
shores are removed, in order to support partially cured con- 
crete and construction loads. 

((G)—))Shore((“-means)). A supporting member that 
resists a compressive force imposed by a load. 

((@))Vertical slip forms((“means)). Forms which are 
jacked vertically during the placement of concrete. 

((G“))Guy((means)). A line that steadies a high piece 
or structure by pulling against an off-center load. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-680 General provisions. (1) General. 
All equipment, material and construction techniques used in 
concrete construction and masonry work ((sha})) must meet 
the applicable requirements for design, construction, inspec- 
tion, testing, maintenance and operations as prescribed in 
ANSI A10.9-1997, Concrete and Masonry Work Safety 
Requirements. 

(2) Construction loads. ((Ne)) You must not place any 
construction loads ((skaH-be-placed)) on a concrete structure 
or portion of a concrete structure unless the employer deter- 
mines, based on information received from a person who is 
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qualified in structural design, that the structure or portion of 
the structure is capable of supporting the loads. 

(3) Vertical loads. Vertical loads consist of a dead load 
plus an allowance for live load. The weight of formwork 
together with the weight of freshly placed concrete is dead 
load. The live load consists of the weight of workers, equip- 
ment, runways and impact, and ((shaH)) must be computed in 
pounds per square foot (psf) of horizontal projection. 

(4) Lateral loads. Braces and shores ((shalt)) must be 
designed to resist all foreseeable lateral loads such as wind, 
cable tensions, inclined supports, impact of placement, and 
starting and stopping of equipment. The assumed value of 
load due to wind, impact of concrete, and equipment acting in 
any direction at each floor line ((shaH)) must not be less than 
((ene-hundred)) 100 pounds per lineal foot of floor edge or 
two percent of total dead load of the floor, whichever is 
greater. Wall forms ((sha})) must be designed for a minimum 
wind load of ((ten)) 10 psf, and bracing for wall forms should 
be designed for a lateral load of at least ((ene-hundred)) 100 
pounds per lineal foot of wall, applied at the top. Walls of 
unusual height require special consideration. 

(5) Special loads. Formwork ((skal})) must be designed 
for all special conditions of construction likely to occur, such 
as unsymmetrical placement of concrete, impact of machine- 
delivered concrete, uplift, and concentrated loads. 

(6) You must check form supports and wedges ((shaHbe 
eheeked)) during concrete placement to prevent distortion or 
failure. 

(7) Reinforcing steel. 

(a) You must guard all protruding reinforcing steel, onto 
and into which employees could fall, ((shalibe-euarded)) to 
eliminate the hazard of impalement. 

(b) Wire mesh rolls: You must secure wire mesh rolls 
((shaH-be-seeured)) at each end to prevent dangerous recoil- 
ing action. 

(c) Guying: You must guy or support reinforcing steel 
for walls, piers, columns, and similar vertical structures 
((shal-be-suyed orsupperted)) to prevent overturning and to 
prevent collapse. 

(8) Post-tensioning operations. 

(a) ((Ne)) You must not permit any employee (except 
those essential to the post-tensioning operations) ((shal-be 
permitted)) to be behind the jack during tensioning opera- 
tions. 

(b) You must erect signs and barriers ((shal-be-erected)) 
to limit employee access to the post-tensioning area during 
tensioning operations. 

(c) You must handle stressed members ((must-be-han- 
dted)) at pick points specifically designated on the manufac- 
turer's drawings. 

(d) You must lift stressed members ((mustbetfted)) 
with lifting devices recommended by the manufacturer or the 
engineer in charge. 

(e) ((Ne-ene- must beaHowed)) You must not allow any- 
one under stressed members during lifting and erecting. 

(9) Working under loads. 

(a) ((Ne-employee-shall_be-permitted)) You must not 
permit any employee to work under concrete buckets while 
buckets are being elevated or lowered into position. 
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(b) To the extent practical, you must route elevated con- 
crete buckets ((shal-be+euted)) so that no employee, or the 
fewest number of employees, are exposed to the hazards 
associated with falling concrete buckets. 

(10) Personal protective equipment. 

(a) ((Ne-emploeyee-shal _be-permited)) You must not 
permit any employee to apply a cement, sand, and water mix- 
ture through a pneumatic hose unless the employee is wear- 
ing protective head and face equipment. 

(b) ((Ne-empleyee—shal _be-permitted)) You must not 
permit any employee to place or tie reinforcing steel more 
than ((s#)) 6 feet (1.8 m) above any adjacent working surface 
unless the employee is protected by personal fall arrest sys- 
tems, safety net systems, or positioning device systems meet- 
ing the criteria of chapter 296-155 WAC, Part C-1. 

(c) You must protect each employee on the face of form- 
work or reinforcing steel ((shalbe-pretected)) from falling 6 
feet (1.8 m) or more to lower levels by personal fall arrest 
systems, safety net systems, or positioning device systems 
meeting the criteria of chapter 296-155 WAC, Part C-1. 


AMENDATORY SECTION (Amending WSR 89-11-035, 
filed 5/15/89, effective 6/30/89) 


WAC 296-155-681 Safe walking surfaces on concrete 
structural members. You must not use structural members 
with studs, dowels, or shear connectors installed on the top 
side ((shaH netbe-ased)) as a walkway and/or means of 
access unless such studs, dowels, or shear connectors are cov- 
ered with suitable material and in such a manner as to provide 
a walking surface at least as stable and free of hazards as the 
top surface of the member would provide without attach- 
ments installed. 


Note: For the purpose of this section, "stud" means all protruding 
metal attachments to structural members. 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-155-682 Requirements for equipment and 
tools. (1) Bulk cement storage. Bulk storage bins, contain- 
ers, and silos ((shalt)) must be equipped with the following: 

(a) Conical or tapered bottoms; and 

(b) Mechanical or pneumatic means of starting the flow 
of material. 

(2) ((Ne-empleyee—shall be-permited)) You must not 
permit any employee to enter storage facilities unless the 
ejection system has been shut down and locked out in accor- 
dance with WAC 296-155-429. 

(3) You must use harnesses, lanyards, lifelines or 
droplines, independently attached or attended, ((shaHtbe 
used)) as prescribed in chapter 296-155 WAC, Part C-1, Fall 
protection requirements for construction. 

(4) Concrete mixers. Concrete mixers with one cubic 
yard (.8 m3) or larger loading skips ((shaH)) must be 
equipped with the following: 

(a) A mechanical device to clear the skip of materials; 
and 

(b) Guardrails installed on each side of the skip. 
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(5) Power concrete trowels. Powered and rotating type 
concrete troweling machines that are manually guided 
((shałHt)) must be equipped with a control switch that will 
automatically shut off the power whenever the hands of the 
operator are removed from the equipment handles. 

(6) Concrete buggies. Concrete buggy handles ((sha})) 
must not extend beyond the wheels on either side of the 
buggy. 


Note: Installation of knuckle guards on buggy handles is recom- 
mended. 


(7) Runways. 

(a) Runways ((skhaH)) must be constructed to carry the 
maximum contemplated load with a safety factor of ((feur)) 
4, have a smooth running surface, and be of sufficient width 
for two buggies to pass. Single runs to have a minimum width 
of ((ferty—twe)) 42 inches with turnouts. Runways to have 
standard railings. Where motor driven concrete buggies are 
used, a minimum ((feurinehes-byfourinehes)) 4-inches by 
4-inches wheel guard ((shaH)) must be securely fastened to 
outside edge of runways. 

(b) All concrete buggy runways which are 12 inches or 
more above a work surface or floor, or ramps with more than 
4 percent incline ((shat-be)) are considered "elevated" run- 
ways. 


Exception: Small jobs utilizing only one concrete buggy, or larger 
jobs utilizing a "one-way traffic pattern" may be exempt 
from the requirements for "turnouts" or for "sufficient 
width for two buggies to pass." 

Exemption: Runways less than 12 inches above the floor or ground 


which are utilized by hard-powered buggies only, may 
be exempt from the requirements for guardrails and 
wheelguards. 


(8) Concrete pumps and placing booms. 

(a) Definitions. 

((*))Concrete delivery hose((*means)). A flexible con- 
crete delivery hose which has two end couplings. 

((*))Concrete pump(("—means)). A construction 
machine that pumps concrete. 

((*))Controls((“means)). The devices used to operate a 
machine. 

((*))Delivery systems((“means)). The pipe, hoses and 
components, through which the concrete is pumped. 

((*))Grooved end((“means)). A pipe clamp pipe con- 
nection where a groove is machined or rolled directly into the 
outside of the pipe wall (for example: Victualic). 

((*))Material pressure((“means)). The pressure exerted 
on the concrete inside the delivery system. 

((*))Placing boom and placing unit((“means)). A man- 
ual or power driven, slewable working device which: 

e Consists of one or more extendable or folding parts for 
supporting the concrete delivery system, and directs the dis- 
charge into the desired location; and 

e May be mounted on trucks, trailers, or special vehicles. 

((*)) Qualified person((“means)). Someone who: 

e Possesses a recognized degree or certificate of profes- 
sional standing; or 

e Has extensive knowledge, training, and experience; or 

e Successfully demonstrated the ability to resolve prob- 
lems relating to the work. 
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((*))Restraining devices((“means)). A sling, cable, or 
equivalent device used to minimize excess movement of a 
delivery system in case of separation. 

((*))Whip hoses((“+means)). A suspended hose that has 
only one coupling and is used to direct the delivery of con- 
crete. 

(b) Equipment requirements. 

(1) Equipment identification tag. 

((Fhe-emploeyer)) You must ensure the following identi- 
fication is furnished if originally identified by the manufac- 
turer and on all pumps manufactured after January 1, 1998: 

¢ The manufacturer's name; 

¢ The year of manufacture; 

¢ The model and serial number; 

¢ The maximum material pressure; 

¢ The maximum allowable pressure in the hydraulic sys- 
tem; and 

e The maximum weight per foot of delivery system 
including concrete. 

(ii) Manufacturer's manual. 

((Fhe-employer)) You must have the manufacturer's 
operation/safety manual or equivalent available for each con- 
crete pump or placing boom. 

(iii) Unsafe condition of equipment. 

If during an equipment inspection a condition is revealed 
that might endanger workers, you must not return the equip- 
ment ((mustnetbe-+returned)) to service until the condition is 
corrected. 

(iv) Controls. 

Controls must have their function clearly marked. 

(v) Hydraulic systems. 

(A) Concrete pumps and placing booms hydraulic sys- 
tems must have pressure relief valves to prevent cylinder and 
boom damage. 

(B) Hydraulic systems must have hydraulic holding 
valves if hose or coupling failure could result in uncontrolled 
vertical movement. 

(vi) Certification. 

In the event of failure of a structural member, overload- 
ing, or contact with energized electric power lines and before 
return to service, the equipment must be certified safe by: 

¢ The manufacturer; or 

e An agent of the manufacturer; or 

e A professional engineer. 

(vii) Marking weight. A permanent, legible notice stat- 
ing the total weight of the unit must be marked on: 

e Trailer or skid mounted concrete pumps; 

e Placing booms; and 

e All major detachable components over ((ftve-hundred)) 
500 pounds. 

(viii) Lifting a pump. 

A concrete pump must be lifted using the lift points spec- 
ified by the manufacturer or a professional engineer. 

(ix) Emergency shutoff. 

A concrete pump must have a clearly labeled emergency 
stop switch that stops the pumping action. 

(x) Inlet and outlet guarding. 

(A) The waterbox must have a fixed guard to prevent 
unintentional access to the moving parts. 
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(B) The agitator must be guarded with a point of opera- 
tion guard in accordance with chapter 296-806 WAC, 
Machine safety, and the guard must be: 


e Hinged or bolted in place; 
e At least ((three)) 3 inches distance from the agitator; 


e Be capable of supporting a load of ((#we-hundred fity)) 
250 pounds. 


(C) A person must not stand on the guard when the pump 
or agitator is running. 
(xi) Outriggers. 


(A) ((Outriggers-mustbeused)) You must use outriggers 


in accordance with the manufacturer's specifications. 


(B) Concrete pump trucks manufactured after January 1, 
1998, must have outriggers or jacks permanently marked to 
indicate the maximum loading they transmit to the ground. 


(xii) Load on a placing boom. 


(A) The manufacturer's or a licensed, registered, struc- 
tural engineer's specifications for the placing boom must not 
be exceeded by: 


° The weight of the load; 

° The length and diameter of suspended hose; 

¢ The diameter and weight of mounted pipe. 

(B) A concrete placing boom must not be used to drag 
hoses or lift other loads. 

(C) All engineering calculations regarding modifications 
must be: 

¢ Documented; 

e Recorded; and 

e Available upon request. 

(xiii) Pipe diameter thickness. The pipe wall thickness 
must be measured in accordance with the manufacturer's 
instruction, and: 

e Be sufficient to maintain a burst pressure greater than 
the maximum pressure the pump can produce; 

e The pipe sections must be replaced when measure- 
ments indicate wall thickness has been reduced to the limits 
specified by the manufacturer. 

(xiv) Pipe clamps. 

(A) ((Goneretemust-net_be—pumped)) You must not 
pump concrete through a delivery system with grooved ends, 
such as those for Victualic-type couplers. 


(B) Pipe clamps must have a pressure rating at least 
equal to the pump pressure rating. 

(C) Pipe clamps contact surfaces must be free of con- 
crete and other foreign matter. 


(D) If quick connect clamps are used, ((they—mustbe 


pinned or secured)) you must pin or secure them to keep them 
from opening when used in a vertical application. 


(xv) Delivery pipe. 

(A) Delivery pipe between the concrete pump and the 
placing system must be supported and anchored to prevent 
movement and excessive loading on clamps. 


(B) Double ended hoses must not be used as whip hoses. 


(C) Attachments must not be placed on whip hoses (i.e., 
"S" hooks, valves, etc.). 
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Table 1, Nonmandatory 
Recommended maximum yards per hour through hose 


Hose Length (12' and | Hose Length (12' and 
Hose less) Max. yards per | longer) Max. yards 
Diameter hour per hour 

2" 30 30 

3H 90 50 

4" 160 110 

5" See manufacturer See manufacturer 

specs specs 


e The above figures are based on a minimum of a 4" 
slump and a 5 sack mix. 

e Variables in mix design can have an effect on these rat- 
ings. 

e Aggregate should not exceed 1/3 the diameter of the 
delivery system. 

(xvi) Restraining. A restraining device must: 

e Be used on attachments suspended from the boom tips; 
and 

e Have a load rating not less than ((ene-fHfth)) 1/5 of its 
ultimate breaking strength. 

(xvii) Equipment inspection. 

(A) An inspection must be conducted annually for the 
first ((fve)) 5 years and semiannually thereafter and must 
include the following: 

e Nondestructive testing of all sections of the boom by a 
method capable of ensuring the structural integrity of the 
boom; 

e Be conducted by a qualified person or by a private 
agency. 

(B) The inspection report must be documented and a 
copy maintained by the employer and in each unit inspected. 
It must contain the following: 

e The identification, including the serial numbers and 
manufacturer's name, of the components and parts inspected 
and tested; 

e A description of the test methods and results; 

¢ The names and qualifications of the people performing 
the inspection; 

e A listing of necessary repairs; and 

¢ The signature of the manufacturer, an agent of the man- 
ufacturer, or a qualified person. 


See WAC 296-155-628 (8)(d) for the inspection worksheet cri- 
teria. 


Note: 


(xviii) Equipment repair. 

(A) Replacement parts must meet or exceed the original 
manufacturer's specifications or be certified by a registered 
professional structural engineer. 

(B) A properly certified welder must perform any weld- 
ing on the boom, outrigger, or structural component. 

(xix) Compressed air cleaning of the piping system. To 
clean the piping system: 

(A) The pipe system must be securely anchored before it 
is cleaned out. 

(B) The flexible discharge hose must be removed. 
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(C) Workers not essential to the cleaning process must 
leave the vicinity. 

(D) The compressed air system must have a shutoff 
valve. 

(E) Blow out caps must have a bleeder valve to relieve 
air pressure. 

(F) A trap basket or containment device (i.e., concrete 
truck, concrete bucket) must be available and secured to 
receive the clean out device. 

(G) Delivery pipes must be depressurized before clamps 
and fittings are released. 

(c) Qualification and training requirements. 

(i) Operator trainee—Qualification requirements. To be 
qualified to become a concrete pump operator, the trainee 
must meet the following requirements unless it can be shown 
that failure to meet the requirements will not affect the oper- 
ation of the concrete pump boom. 

(A) Vision requirements: 

e At least 20/30 Snellen in one eye and 20/50 in the other. 
Corrective lenses may be used to fulfill this requirement; 

e Ability to distinguish colors, regardless of position, if 
color differentiation is required; 

e Normal depth perception and field of vision. 

(B) Hearing requirements: Hearing adequate to meet 
operational demands. Corrective devices may be used to ful- 
fill this requirement. 

(ii) Operator trainee—Training requirements. Operator 
trainee training requirements include, but are not limited to, 
the following: 

(A) Demonstrated their ability to read and comprehend 
the pump manufacturer's operation and safety manual. 

(B) Be of legal age to perform the duties required. 

(C) Received documented classroom training and testing 
(as applicable) on these recommended subjects: 

e Driving, operating, cleaning and maintaining concrete 
pumps, placing booms, and related equipment; 

° Jib/boom extensions; 

e Boom length/angle; 

e Manufacturer's variances; 

e Radii; 

e Range diagram, stability, tipping axis; and 

¢ Structural/tipping determinations. 

(D) Maintain and have available upon request a copy of 
all training materials and a record of training. 

(E) Satisfactorily completed a written examination for 
the concrete pump boom for which they are becoming quali- 
fied. It will cover: 

e Safety; 

e Operational characteristics and limitations; and 

e Controls. 

(iii) Operator—Qualification requirements. Operators 
will be considered qualified when they have: 

(A) Completed the operator trainee requirements listed 
in (c)(i) and (ii) of this subsection. 

(B) Completed a program of training conducted by a 
qualified person, including practical experience under the 
direct supervision of a qualified person. 

(C) Passed a practical operating examination of their 
ability to operate a specific model and type of equipment. 
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Possess the knowledge and the ability to implement emer- 
gency procedures. 

(D) Possess the knowledge regarding the restart proce- 
dure after emergency stop has been activated. 

(E) Possess the proper class of driver's license to drive 
the concrete pump truck. 

(F) Demonstrate the ability to comprehend and interpret 
all labels, safety decals, operator's manuals, and other infor- 
mation required to safely operate the concrete pump. 

(G) Be familiar with the applicable safety requirements. 

(H) Understand the responsibility for equipment mainte- 
nance. 

(d) Concrete pump inspection worksheet criteria. Con- 
crete pump trucks will be inspected using the following crite- 
ria: The manufacturer's required inspection criteria will be 
followed in all instances. 

Note: DOT requirements for inspections - Ref. 49.C.F.R.396.11, 
Driver Vehicle Inspections and 396.13, Driver Pre-Trip Inspec- 
tions; and WAC 296-155-610. 


(i) Hydraulic systems. 

(A) Oil level; 

(B) Hoses; 

(C) Fittings; 

(D) Holding valves; 

(E) Pressure settings; 

(F) Hydraulic cylinders; 

(G) Ensure that the emergency stop system is function- 
ing properly; 

(H) All controls clearly marked. 

(ii) Electrical. 

(A) All systems functioning properly. 

(B) All remote control functions are operating properly. 
Ensure that the emergency stop system is functioning prop- 
erly. 

(C) All controls clearly marked. 

(iii) Structural. 

(A) Visual inspection for cracks, corrosion, and defor- 
mations of the concrete pump with placing boom structure, 
and all load carrying components such as outriggers, cross 
frames, torsion box beams, and delivery line support struc- 
tures that may lead to nondestructive testing. 

(B) Visual examination of all links, pivots, pins, and 
bolts. 

(C) Vertical and horizontal movement at the turret, turn- 
table, rotation gear lash, bearing tolerances, not to exceed 
manufacturer's specifications. 

(iv) Piping systems. 

(A) Wall thickness must not exceed original manufac- 
turer's specifications. 

(B) Mounting hardware for attaching delivery system. 

(C) Correct clamps and safety pins. 

(v) Safety decals. 

All safety decals ((shalt)) must be in place as required by 
the manufacturer. 

(9) Concrete buckets. 

(a) Concrete buckets equipped with hydraulic or pneu- 
matic gates ((shal)) must have positive safety latches or sim- 
ilar safety devices installed to prevent premature or acciden- 
tal dumping. 
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(b) Concrete buckets ((shaH)) must be designed to pre- 
vent concrete from hanging up on top and the sides. 

(c) Riding of concrete buckets for any purpose ((shalt 
be)) is prohibited, and you must keep vibrator crews ((shaH 
be-kept)) out from under concrete buckets suspended from 
cranes or cableways. 

(d) When discharging on a slope, you must block the 
wheels of ready-mix trucks ((shaHbeblecked)) and set the 
brakes ((set)) to prevent movement. 

(10) Tremies. You must secure sections of tremies and 
similar concrete conveyances ((shal-be-seeured)) with wire 
rope (or equivalent materials in addition to the regular cou- 
plings or connections). 

(11) Bull floats. Bull float handles, used where they 
might contact energized electrical conductors, ((skaH)) must 
be constructed of nonconductive material or insulated with a 
nonconductive sheath whose electrical and mechanical char- 
acteristics provide the equivalent protection of a handle con- 
structed of nonconductive material. 

(12) Masonry saws ((shal)) must be constructed, 
guarded, and operated in accordance with WAC 296-155-367 
(1) through (4). 

(13) Lockout/tagout procedures. ((Ne-empleyee-shalt 
be-permitted)) You must not permit any employee to perform 
maintenance or repair activity on equipment (such as com- 
pressors, mixers, screens, or pumps used for concrete and 
masonry construction activities) where the inadvertent opera- 
tion of the equipment could occur and cause injury, unless all 
potentially hazardous energy sources have been locked out 
and tagged in accordance with chapter 296-155 WAC, Part I. 


AMENDATORY SECTION (Amending WSR 10-11-103, 
filed 5/18/10, effective 7/1/10) 


WAC 296-155-683 Concrete finishing. (1) Scaffolds 
for use of cement finishers ((shaHl)) must comply with the 
requirements of chapter 296-874 WAC, Scaffolds. 

(2) Where grinders, chippers, and other equipment is 
used which creates a thrust force while working on scaffold- 
ing, you must securely tie such scaffold ((shal-be-seeurely 
tied)) to a structure or held in with weighted drop lines. 

(3) You must provide grinding and dressing operations 
carried on within closed rooms, stairwells, elevator shafts, 
etc., ((shal-be-previded)) with forced air ventilation. 

(4) Grinding machine operators ((shalt)) must wear res- 
pirators whenever machines are in operation or where dust 
hazard exists. 

(5) Eye protection ((skaH)) must be worn by workers 
engaged in grinding, chipping, or sacking concrete as 
required by WAC 296-155-215. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-684 Requirements for cast in place 
concrete. (1) General requirements for formwork and 
placing and removal of forms. 

(a) Formwork ((sha)) must be designed, fabricated, 
erected, supported, braced, and maintained so that it will be 
capable of supporting without failure all vertical and lateral 
loads that may reasonably be anticipated to be applied to the 
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formwork. Formwork which is designed, fabricated, erected, 
supported, braced, and maintained in conformance with the 
Appendix to this section will be deemed to meet the require- 
ments of this subdivision. 

(b) Any form, regardless of size, ((shaH)) must be 
planned in every particular and designed and constructed 
with an adequate factor of safety. In addition to computable 
loading, additional form pressures may result from impact 
during concrete placement, sudden lowering of temperatures 
retarding the set and increasing the liquid head or static pres- 
sure, vibrations of the form or concrete, uneven stressing 
resulting from failure or weakening of form members, or 
impact from concrete buckets or placing equipment. As a 
result, an adequate factor of safety is required to offset these 
unpredictable conditions. 

(c) The thoroughness of planning and design ((sha})) 
must be governed by the size, complexity, and intended use 
of the form. Formwork which is complex in nature or which 
will be subjected to unusually high concrete pressures 
((shaH)) must be designed or approved for use by an engineer 
or experienced form designer. 

(d) When moved or raised by crane, cableway, A-frame, 
or similar mechanical device, forms must be securely 
attached to slings having a minimum safety factor of ((f¥e)) 
5. Use of No. 9 tie wire, fiber rope, and similar makeshift 
lashing is prohibited. 

(e) Taglines must be used in moving panels or other 
large sections of forms by crane or hoist. 

(f) All hoisting equipment, including hoisting cable used 
to raise and move forms must have a minimum safety factor 
incorporated in the manufacturer's design, and the manufac- 
turer's recommended loading must not be exceeded. Field- 
fabricated or shop-fabricated hoisting equipment must be 
designed or approved by a registered professional engineer, 
incorporating a minimum safety factor of ((five)) 5 in its 
design. Panels and built-up form sections must be equipped 
with metal hoisting brackets for attachment of slings. 

(2) Drawings or plans, including all revisions, for the 
jack layout, formwork (including shoring equipment), work- 
ing decks, and scaffolds, ((skaH)) must be available at the job 
site. 

(3) Shoring and reshoring. 

(a) General: Shoring installations constructed in accor- 
dance with this standard ((shaH)) must be designed in accor- 
dance with American National Standard Recommended 
Practice for Concrete Formwork, ANSI-(ACI 347-78), Form- 
work for Concrete ACI 318-83, or with the following publi- 
cations of the Scaffolding & Shoring Institute: Recom- 
mended Standard Safety Code for Vertical Shoring, 1970; 
Single Post Shore Safety Rules, 1969; and Steel Frame Shor- 
ing Safety, Safety Rules, 1969. 

(b) You must inspect all shoring equipment ((shaH+be 
imspected)) prior to erection to determine that it is as specified 
in the shoring layout. 

(c) A shoring layout ((shaH)) must be prepared or 
approved by a person qualified to analyze the loadings and 
stresses which are induced during the construction process. 

(d) A copy of the shoring layout ((shaH)) must be avail- 
able at the job site. 
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(e) The shoring layout ((shaH)) must include all details of 
the specification, including unusual conditions such as heavy 
beams, sloping areas, ramps, and cantilevered slabs, as well 
as plan and elevation views. 

(£) You must not use shoring equipment found to be 
damaged such that its strength is reduced to less than that 
required by WAC 296-155-684 (1)(a) ((shal netbe-xsed)) for 
shoring. 

(g) You must inspect erected shoring equipment ((shalt 
be4nspected)) immediately prior to, during, and immediately 
after concrete placement. 

(h) Upon inspection, you must immediately remove and 
replace shoring equipment that is found to be damaged or 
weakened ((shaH-be+mmediately removed andtreplaced)). 

(i) The sills for shoring ((shal)) must be sound, rigid, 
and capable of carrying the maximum intended load without 
settlement or displacement. 

(j) All base plates, shore heads, extension devices, and 
adjustment screws ((skeH)) must be in firm contact, and 
secured when necessary, with the foundation and the form. 

(k) Eccentric loads on shore heads and similar members 
((shaH)) must be prohibited unless these members have been 
designed for such loading. 

(1) The minimum total design load for any shoring used 
in slab and beam structures ((skaH)) must be not less than 
((ene-hundred)) 100 pounds per square foot for the combined 
live and dead load regardless of slab thickness; however, the 
minimum allowance for live load and formwork ((skhaH)) 
must be not less than ((twenty)) 20 pounds per square foot in 
addition to the weight of the concrete. Additional allowance 
for live load ((shaH)) must be added for special conditions 
other than when placing concrete for standard-type slabs and 
beams. Shoring ((shaH)) must also be designed to resist all 
foreseeable lateral loads such as wind, cable tensions, 
inclined supports, impact of placement, and starting and stop- 
ping of equipment. The assumed value of load due to wind, 
impact of concrete, and equipment acting in any direction at 
each floor line ((shalt)) must not be less than ((ene-hundred)) 
100 pounds per lineal foot of floor edge or two percent of 
total dead load of the floor, whichever is greater. (See subsec- 
tion (3)(b) of this section.) 

(m) When motorized carts are used, the design load 
((shalt)) must be increased ((#venty-five)) 25 pounds per 
square foot. 

(4) The design stresses for form lumber and timbers 
((shaH)) must be within the tolerance of the grade, condition, 
and species of lumber used. 

(5) The design stresses used for form lumber and timber 
((shaH)) must be shown on all drawings, specifications, and 
shoring layouts. 

(6) All load-carrying timber members of scaffold fram- 
ing ((shal})) must be a minimum of 1500 f (stress grade) con- 
struction grade lumber. All dimensions are nominal sizes 
except that where rough sizes are noted, only rough or 
undressed lumber of the size specified ((shal})) must satisfy 
minimum requirements. 

(7) When shoring from soil, an engineer or other quali- 
fied person ((shal)) must determine that the soil is adequate 
to support the loads which are to be placed on it. 
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(8) ((Precautions-shal -betaken)) You must take precau- 
tions so that weather conditions do not change the load-carry- 
ing conditions of the soil below the design minimum. 

(9) When shoring from fill or when excessive earth dis- 
turbance has occurred, an engineer or other qualified person 
((shal})) must supervise the compaction and reworking of the 
disturbed area and determine that it is capable of carrying the 
loads which are to be imposed upon it. 

(10) You must use suitable sills ((shaHbe-ased)) on a pan 
or grid dome floor or any other floor system involving voids 
where vertical shoring equipment could concentrate an 
excessive load on a thin concrete section. 

(11) When temporary storage of reinforcing rods, mate- 
rial, or equipment on top of formwork becomes necessary, 
these areas ((shaH)) must be sufficient to meet the loads. 

(12) If any deviation in the shoring plan is necessary 
because of field conditions, you must consult the person who 
prepared the shoring layout ((shaHbe-censutted)) for 
approval of the actual field setup before concrete is placed. 

(13) You must check the shoring setup ((skal—be 
eheeked+te-+msure)) to ensure that all details of the layout have 
been met. 

(14) The completed shoring setup ((sha)) must be a 
homogenous unit or units and ((shall)) must have the speci- 
fied bracing to give it lateral stability. 

(15) You must check the shoring setup ((skal—be 
eheeked)) to make certain that bracing specified in the shor- 
ing layout for lateral stability is in place. 

(16) All vertical shoring equipment ((shalt)) must be 
plumb. Maximum allowable deviation from the vertical is 
((ene-eighth)) 1/8 inch in ((three)) 3 feet. If this tolerance is 
exceeded, you must not use the shoring equipment ((shalH net 
beused)) until readjusted within this limit. 

(17) Upon inspection, you must immediately remove and 
replace shoring equipment that is found to be damaged or 
weakened ((shal be +mmediately removed and +replaced)). 

(18) You must not release or remove shoring equipment 
((shaH net-be+eleased-orremeved)) until the approval of a 
qualified engineer has been received. 

(19) You must plan removal of shoring equipment ((shalt 
be-planned)) so that the equipment which is still in place is 
not overloaded. 

(20) Slabs or beams which are to be reshored should be 
allowed to take their actual permanent deflection before final 
adjustment of reshoring equipment is made. 

(21) While the reshoring is underway, ((ne)) you must 
not permit any construction loads ((shal-be-peemt#ted)) on 
the partially cured concrete. 

(22) You must not exceed the allowable load on the sup- 
porting slab ((shal net-be-exeeeded)) when reshoring. 

(23) You must thoroughly recheck the reshoring ((shalt 

)) to determine that it is properly 
placed and that it has the load capacity to support the areas 
that are being reshored. 


AMENDATORY SECTION (Amending WSR 89-11-035, 
filed 5/15/89, effective 6/30/89) 


WAC 296-155-685 Tubular welded frame shoring. 
(1) Metal tubular frames used for shoring ((shaH)) must have 
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allowable loads based on tests conducted according to the 
Recommended Procedure for Compression Testing of Scaf- 
folds and Shores, Scaffolding & Shoring Institute, 1967. 

(2) Design of shoring layouts ((shaH)) must be based on 
allowable loads which were obtained using the test proce- 
dures of subsection (1) of this section and on at least a two 
and one-half to one safety factor. 

(3) You must inspect all metal frame shoring equipment 
((shal-be-inspeeted)) before erection. 

(4) You must not use metal frame shoring equipment and 
accessories ((shaH netbetsed)) if heavily rusted, bent, 
dented, rewelded, or having broken weldments or other 
defects. 

(5) All locking devices on frames and braces ((sha})) 
must be in good working order, coupling pins ((shaH)) must 
align the frame or panel legs, pivoted cross braces ((skaH)) 
must have their center pivot in place, and all components 
((shałt)) must be in a condition similar to that of original 
manufacture. 

(6) When checking the erected shoring frames with the 
shoring layout, the spacing between towers and cross-brace 
spacing ((shaH)) must not exceed that shown on the layout, 
and all locking devices ((shaH)) must be in the closed posi- 
tion. 

(7) Devices for attaching the external lateral stability 
bracing ((shaH)) must be securely fastened to the legs of the 
shoring frames. 

(8) All baseplates, shore heads, extension devices, or 
adjustment screws ((shal)) must be in firm contact with the 
footing sill and the form material, and ((ska)) must be snug 
against the legs of the frames. 

(9) Eccentric loads on shore heads and similar members 
((shatbe)) are prohibited unless the shore heads have been 
designed for such loading. 

(10) When formwork is installed at an angle, or sloping, 
or when the surface shored from is sloping, the shoring 
((shaH)) must be designed for such loading. 

(11) Adjustment screws ((shaH)) must not be adjusted to 
raise formwork after the concrete is in place. 


AMENDATORY SECTION (Amending WSR 89-11-035, 
filed 5/15/89, effective 6/30/89) 


WAC 296-155-686 Tube and coupler shoring. (1) 
Tube and coupler towers used for shoring ((shaH)) must have 
allowable loads based on tests conducted according to the 
Recommended Procedure for Compression Testing of Scaf- 
folds and Shores, Scaffolding & Shoring Institute, 1967. 

(2) Design of shoring layouts ((shall)) must be based on 
working loads which were obtained using the test procedures 
of subsection (1) of this section and on at least a two and one- 
half to one safety factor. 

(3) You must inspect all tube and coupler components 
((shal-be-inspected)) before being used. 

(4) You must not use tubes of shoring structures ((shalt 
netbeused)) if heavily rusted, bent, dented, or having other 
defects. 

(5) You must not use couplers (clamps) ((shal-netbe 
used)) if deformed, broken, or having defective or missing 
threads on bolts, or other defects. 
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(6) The material used for the couplers (clamps) ((sha})) 
must be of a structural type such as drop-forged steel, mallea- 
ble iron, or structural grade aluminum. You must not use gray 
cast iron ((shal net berused)). 

(7) When checking the erected shoring towers with the 
shoring layout, the spacing between posts ((shal)) must not 
exceed that shown on the layout, and all interlocking of tubu- 
lar members and tightness of couplers should be checked. 

(8) All baseplates, shore heads, extension devices, or 
adjustment screws ((shall)) must be in firm contact with the 
footing sill and the form material, and ((ska}})) must be snug 
against the posts. 

(9) Eccentric loads on shore heads and similar members 
((shal-be)) are prohibited unless the shore heads have been 
designed for such loading. 

(10) You must take special precautions ((shaH-be+taken)) 
when formwork is at angles, or sloping, or when the surface 
shored from is sloping. 

(11) Adjustment screws ((shaH)) must not be adjusted to 
raise formwork after the concrete is in place. 


AMENDATORY SECTION (Amending WSR 89-11-035, 
filed 5/15/89, effective 6/30/89) 


WAC 296-155-687 Single post shores. (1) When 
checking erected single post shores with the shoring layout, 
the spacing between shores in either direction ((shaĦ)) must 
not exceed that shown on the layout, and all clamps, screws, 
pins, and all other components ((sha#)) must be in the closed 
or engaged position. 

(2) For stability, single post shores ((shaH)) must be hor- 
izontally braced in both the longitudinal and transverse direc- 
tions. ((Diagenal bracing shalt alse-be installed Such bracing 
shal-bemstaHed)) You must also install diagonal bracing. 
You must install bracing as the shores are being erected. 

(3) You must securely fasten devices which attach to the 
external lateral stability bracing ((shall be-seeurehyfastened)) 
to the single post shores. 

(4) All baseplates or shore heads of single post shores 
((shaH)) must be in firm contact with the footing sill and the 
form material. 

(5) Whenever single post shores are used in more than 
one tier, the layout ((shal)) must be designed and inspected 
by a structural engineer. 

(6) Eccentric loads on shore heads ((shal-be)) are pro- 
hibited unless the shore heads have been designed for such 
loading. 

(7) When formwork is at an angle, or sloping, or when 
the surface shored from is sloping, the shoring ((sha)) must 
be designed for such loading. 

(8) You must not make adjustments of single post shores 
to raise formwork ((shaH-net-besmade)) after concrete is in 
place. 

(9) Respecting fabricated single post shores, the follow- 
ing ((shaH)) apply: 

(a) The clamp used for adjustable timber single post 
shores ((shaH})) must have working load ratings based on tests 
conducted according to the standard test procedures for fabri- 
cated single post shores in Recommended Procedure for 
Compression Testing of Scaffolds and Shores, Scaffolding & 
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Shoring Institute, 1967, and on at least a ((three)) 3 to one 
safety factor. 

(b) Shoring layouts ((shaH)) must be made using work- 
ing loads which were obtained using the test procedures of (a) 
of this subsection, and on at least a ((three)) 3 to one safety 
factor. 

(c) You must inspect all fabricated single post shores 
((shal-be-inspected)) before being used. 

(d) You must not use fabricated single post shores ((shalt 
netbeused)) if heavily rusted, bent, dented, rewelded, or 
having broken weldments or other defects. If they contain 
timber, they ((sha)) must not be used if timber is split, cut, 
has sections removed, is rotted, or otherwise structurally 
damaged. 

(e) All clamps, screws, pins, threads, and all other com- 
ponents ((shaH)) must be in a condition similar to that of orig- 
inal manufacture. 

(10) Respecting adjustable timber single post shores, the 
following ((sha)) apply: 

(a) The clamp used for adjustable timber single post 
shores ((shaH)) must have working load ratings based on tests 
conducted according to the standard test procedures for fabri- 
cated single post shores in Recommended Procedure for 
Compression Testing of Scaffolds and Shores, Scaffolding & 
Shoring Institute, 1967, and on at least a ((three)) 3 to one 
safety factor. 

(b) Timber used ((shaH)) must have the safety factor and 
allowable working load for each grade and species as recom- 
mended in the Tables for wooden columns in the Wood 
Structural Design Data Book, National Forest Products Asso- 
ciation, 1970. 

(c) The shoring layout ((shaH)) must be made using the 
allowable load obtained by using the test procedure for the 
clamp or Tables for timber referred to in (a) and (b) of this 
subsection. 

(d) You must inspect all timber and adjusting devices to 
be used for adjustable timber single post shores ((shaHbe 
inspeeted)) before erection. 

(e) (Fimbershal not beused)) You must not use timber 
if it is split, cut, has sections removed, is rotted, or is other- 
wise structurally damaged. 

(£) You must not use adjusting devices ((shal-netbe 
used)) if heavily rusted, bent, dented, rewelded, or having 
broken weldments or other defects. 

(g) All nails used to secure bracing on adjustable timber 
single post shores ((shaH)) must be driven home and the point 
of the nail bent over. 

(11) Respecting timber single post shores, the following 
(sha) must apply: 

(a) Timber used as single post shores ((sha})) must have 
the safety factor and allowable working load for each grade 
and species as recommended in the Tables for wooden col- 
umns in the Wood Structural Design Data Book, National 
Forest Products Association, 1970. 

(b) You must prepare the shoring layout ((shal-be-pre- 
pared)) by using working loads obtained by using the Tables 
referred to in (a) of this subsection. 

(c) You must inspect all timber to be used for single post 
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(d) ((Fimber- shal net beused)) You must not use timber 
if it is split, cut, has sections removed, is rotted, or is other- 
wise structurally damaged. 

(e) All nails used to secure bracing on timber single post 
shores ((shaHt)) must be driven home and the point of the nail 
bent over. 

(12) Tiered single post shores. Whenever single post 
shores are used one on top of another (tiered), ((the-employer 
shall)) you must comply with the following specific require- 
ments in addition to the general requirements for formwork: 

(a) The design of the shoring ((shaH)) must be prepared 
by a qualified designer and the erected shoring ((shaH)) must 
be inspected by an engineer qualified in structural design. 

(b) The single post shores ((shaH)) must be vertically 
aligned. 

(c) The single post shores ((shaH)) must be spliced to 
prevent misalignment. 

(d) The single post shores ((shaH)) must be adequately 
braced in two mutually perpendicular directions at the splice 
level. Each tier ((shal)) must also be diagonally braced in the 
same two directions. 

(e) Adjustment of single post shores to raise formwork 
((shaH)) must not be made after the placement of concrete. 

(£) Reshoring ((shaH)) must be erected, as the original 
forms and shores are removed, whenever the concrete is 
required to support loads in excess of its capacity. 


AMENDATORY SECTION (Amending WSR 98-05-046, 
filed 2/13/98, effective 4/15/98) 


WAC 296-155-688 Vertical slip forms. (1) Slip forms 
((skaH)) must be designed and constructed, and the form 
movement carried out, under the immediate supervision of a 
person or persons experienced in slip form design and opera- 
tion. Drawings prepared by a qualified engineer, showing the 
jack layout, formwork, working decks, and scaffolding, 
((shaH)) must be available at the ((jebsite)) job site, and fol- 
lowed. 

(2) The steel rods or pipe on which the jacks climb or by 
which the forms are lifted ((skaH)) must be designed for this 
purpose. Such rods must be adequately braced where not 
encased in concrete. 

(3) Forms ((shaH)) must be designed to prevent exces- 
sive distortion of the structure during the jacking operation. 

(4) (S) Vertical slip forms ((shal!)) must be provided 
with scaffolding or work platforms completely encircling the 
area of placement. 

(5) Jacks and vertical supports ((shalt)) must be posi- 
tioned in such a manner that the loads do not exceed the rated 
capacity of the jacks. 

(6) The jacks or other lifting devices ((shal)) must be 
provided with mechanical dogs or other automatic holding 
devices to support the slip forms whenever failure of the 
power supply or lifting mechanism occurs. 

(7) The form structure ((shaH)) must be maintained 
within all design tolerances specified for plumbness during 
the jacking operation. 

(8) Lifting ((shaH)) must proceed steadily and uniformly 
and ((shaH)) must not exceed the predetermined safe rate of 
lift. A jacking system, which provides precise, simultaneous 
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movement of the entire form in small preselected increments, 
is recommended for large structures. 

(9) Workers placing reinforcing steel ((shaH)) must com- 
ply with the requirements of chapter 296-155 WAC, Part C-1 
when working above the scaffold level. 

(10) The total allowable load on slip form platforms 
((shal)) must be determined by the design engineer and 
enforced by the field supervisor. 

(11) Lateral and diagonal bracing of the forms ((sha})) 
must be provided to prevent excessive distortion of the struc- 
ture during the sliding operation. 

(12) While the slide is in operation, the form structure 
((shaH)) must be maintained in line and plumb. 

(13) A field supervisor experienced in slip form con- 
struction ((shalt)) must be present on the deck at all times. 


AMENDATORY SECTION (Amending WSR 98-05-046, 
filed 2/13/98, effective 4/15/98) 


WAC 296-155-689 Placing and removal of forms. (1) 
When moved or raised by crane, cableway, A-frame, or sim- 
ilar mechanical device, forms ((shaH)) must be securely 
attached to slings having a minimum safety factor of ((f¥e)) 
5. Use of No. 9 tie wire, fiber rope, and similar makeshift 
lashing ((shaH-be)) is prohibited. 

(2) ((Faghnes-shal be-used)) You must use taglines in 
moving panels or other large sections of forms by crane or 
hoist. 

(3) All hoisting equipment, including hoisting cable used 
to raise and move forms ((shaH)) must have a minimum 
safety factor incorporated in the manufacturer's design, and 
the manufacturer's recommended loading ((shaH)) must not 
be exceeded. Field-fabricated or shop-fabricated hoisting 
equipment ((shaH)) must be designed or approved by a regis- 
tered professional engineer, incorporating a minimum safety 
factor of ((f#ve)) 5 in its design. Panels and built-up form sec- 
tions ((shaH)) must be equipped with metal hoisting brackets 
for attachment of slings. 

(4) Forms intended for use where there is a free fall of 
over ((ten)) 10 feet ((shaH)) must be equipped with adequate 
scaffolding and guardrails, or employees working on the 
forms ((shaH)) must be protected from falls in accordance 
with chapter 296-155 WAC, Part C-1 during forming and 
stripping operations. 

(5) You must not release vertical forms being raised or 
removed in sections ((shal net be released)) until adequately 
braced or secured. You must not release overhead forms 
((shaH netbe+released)) until adequately braced or secured. 

(6) You must protect workers or others at lower levels 
((shaH-be-pretected)) from falling materials. You must erect 
appropriate warning signs ((shaH-be-ereeted)) along walk- 
ways. 

(7) ((Ferms-shal netberemeved)) You must not remove 
forms until the concrete is cured. The concrete ((shaH})) must 
be adequately set in order to permit safe removal of the 
forms, shoring, and bracing. You must adhere to engineer's 
specifications and local building codes ((shaH- be-adhered-+te)) 
in determining the length of time forms should remain in 
place following concrete placement. In addition, you must 
perform tests ((shall- be-made)) on field-cured concrete spec- 
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imens in order to insure that concrete has obtained sufficient 
strength to safely support the load prior to removal of forms. 


AMENDATORY SECTION (Amending WSR 90-03-029, 
filed 1/11/90, effective 2/26/90) 


WAC 296-155-690 Appendix to WAC 296-155-684 
cast in place concrete. General requirements for formwork. 

(This Appendix is nonmandatory.) 

This Appendix serves as a nonmandatory guideline to 
assist employers in complying with the formwork require- 
ments in WAC 296-155-684 (1)(a). Formwork which has 
been designed, fabricated, erected, braced, supported, and 
maintained in accordance with Sections 6 and 7 of the Amer- 
ican National Standard for Construction and Demolition 
Operations-Concrete and Masonry Work, ANSI A10.9-1983, 
((shaH)) must be deemed to be in compliance with the provi- 
sion of WAC 296-155-684 (1)(a). 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-691 Precast concrete and tilt-up oper- 
ations. (1) It ((shaH)) must be the responsibility of the con- 
tractor to use accessories which are designed to be compati- 
ble. 

(2) You must know the design capacity of all lifting 
devices and accessories ((shaH-beknewsn)). You must use the 
devices and accessories with the appropriate capacity ((shalt 
be+used)). 

(3) Prior to pouring the panels of a tilt-up type construc- 
tion job, you must draw up a set of plans or job specifications, 
including lifting procedures((;-shal be-drawnup)). 

(a) These plans ((shal)) must be at the job site and made 
available upon request. 

(b) Any changes made in the rigging procedure of a tilt- 
up panel or slab ((shalt)) must provide the same degree of 
safety as required by the original plans. 

(c) The plans or specifications ((skaH)) must contain the 
following information: 

(1) The type, size, and location of all lifting inserts. 

(11) The type, size, and location of all brace inserts or fit- 
tings for guy wires in each panel and floor or support. 

(iii) The size of braces or guys to be used. 

(iv) The compression strength which concrete panels 
must attain prior to being lifted. 

(4) You must include the following conditions ((shal-be 
ineladed)) in the erection process and ((shaHbemeorpe- 
rated)) incorporate them in the design plan: 

(a) Braces and all associated components of the bracing 
system ((shaH)) must be designed to incorporate a safety fac- 
tor of one and one-half to resist any normal stresses to which 
they may be subjected, including normal high wind velocity 
pressures for the area. 

(b) Precast concrete wall units, structural framing, and 
tilt-up wall panels ((shaH)) must be adequately supported to 
prevent overturning and to prevent collapse until permanent 
connections are completed. 

(c) Floor braces used to secure panel sections ((sha})) 
must be placed at an angle of not less than ((ferty—five)) 45 
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degrees or more than ((s#xt¥)) 60 degrees from horizontal 
when physically possible to install in this manner. 

(d) The bracing on all panel sections ((shalt)) must be 
installed in such a manner as to prevent the panel from acci- 
dentally rotating. 

(e) Each panel section not secured by other means 
((shal})) must have a minimum of two braces. The braces 
((shaH)) must be installed in such a manner as to evenly dis- 
tribute the load or guy wires, when properly installed, may be 
used in lieu of stiff leg braces. 

(f) If braces are attached to a panel or slab by bolts tight- 
ened into inserts installed in holes drilled in concrete, the type 
of inserts used and method of installation ((shałt)) must be 
such as to develop the required strength to be maintained for 
the bracing system. 

(g) Inserts to be installed for lifting sections of tilt-up 
precast panels ((shałtł)) must be designed mechanically to 
maintain a safety factor of ((three)) 3. 

(h) Lifting inserts which are embedded or otherwise 
attached to precast concrete members, other than the tilt-up 
members, ((shaH)) must be capable of supporting at least 
((feur)) 4 times the maximum intended load applied or trans- 
mitted to them. 

(i) The compression strength of the concrete ((sha})) 
must be such that when the proper type, size, and amount of 
inserts are installed a minimum safety factor of two will be 
maintained. 

(j) Lifting hardware ((shaH)) must be capable of support- 
ing at least ((f#ve)) 5 times the maximum intended load 
applied or transmitted to the lifting hardware. 

(k) You must discard lifting bolts or other lifting devices 
which have been bent, worn, or are defective ((shal-be-dis- 
earded)). 

(1) The upper and lower sections of telescoping type 
braces ((shaH)) must be secured by high tensile steel pins or 
bolts which provide adequate shear strength and which will 
positively secure against accidental removal. 

(m) You must not alter manufactured products ((shaH- net 
be-altered)) in a manner which would reduce the safe working 
load to less than its original value. 

(n) (( )) You must position 
inserts so that bolts, or lifting devices, when inserted, will be 
perpendicular to the face on which they are placed. 

(5) Design of the panels and layout of the pour ((sha})) 
must be made in such a manner so that when picking, the top 
of the panel will be away from the crane. If this is not possi- 
ble, the contractor ((shaH)) must consult with a representative 
of the department and the crane company involved to deter- 
mine the procedure to be followed in lifting and placing in its 
permanent position safely. ((Panels-shaH betifted-and han- 
dłed)) You must lift and handle panels in such a manner that 
they will not strike the hoisting equipment, in case of failure. 

(a) Physical stops ((shalt)) must be provided which will 
prevent the bottom edge ofa panel being set from slipping off 
the edge of its supporting structure. 

(b) ((Fit-up-panels-shaH notbe-set)) You must not set 
tilt-up panels when there is a possibility that wind velocity 
would create a hazardous condition. 

(c) You must designate a qualified signalperson ((shalt 


be-designated-andshaH)) and they must consult with the 
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crane operator on lifting procedures prior to making the pick. 
The signalperson ((shaH)) must be located in such a position 
during the pick of the panel that they can observe both the 
crane operator and the employees working in the immediate 
area. 

(d) During the lifting process, workers ((shaH)) must 
keep clear of the under side of the panel. 

(e) (Persens)) You must keep people not involved in the 
lifting process ((shaH-bekept)) clear of the hazardous area 
near where panels are being raised, moved or placed. 

(f) If braces must be removed temporarily during con- 
struction, you must provide other effective means ((shaHte 
provided)) to safely support the panel during the interim 
period. 

(g) You must properly brace or otherwise secure each 
panel ((shal-be-preperly braced _er-etherwise-seeured)) prior 
to removal of the hoisting equipment. 

(h) You must properly shore short panels or sections not 
otherwise supported by floor, footings, columns or other 
structure((-shal be-preperhyshered)). 


AMENDATORY SECTION (Amending WSR 92-22-067, 
filed 10/30/92, effective 12/8/92) 


WAC 296-155-694 Requirements for lift-slab con- 
struction operations. (1) Lift-slab operations ((shaH)) must 
be designed and planned by a registered professional engi- 
neer who has experience in lift-slab construction. You must 

implement such plans and designs ((shal be implemented by 

)) and they must include detailed 
instructions and sketches indicating the prescribed method of 
erection. These plans and designs ((sha})) must also include 
provisions for ensuring lateral stability of the building/struc- 
ture during construction. 

(2) Jacks/lifting units ((shaH)) must be marked to indi- 
cate their rated capacity as established by the manufacturer. 

(3) (GacksAHftineunits-shall net-beteaded)) You must 
not load jacks/lifting units beyond their rated capacity as 
established by the manufacturer. 

(4) Jacking equipment ((shaH)) must be capable of sup- 
porting at least two and one-half times the load being lifted 
during jacking operations and you must not overload the 
equipment ((shal- net be-everleaded)). For the purpose of this 
provision, jacking equipment includes any load bearing com- 
ponent which is used to carry out the lifting operation(s). 
Such equipment includes, but is not limited to, the following: 
Threaded rods, lifting attachments, lifting nuts, hook-up col- 
lars, T-caps, shearheads, columns, and footings. 

(5) Jacks/lifting units ((shaH)) must be designed and 
installed so that they will neither lift nor continue to lift when 
they are loaded in excess of their rated capacity. 

(6) Jacks/lifting units ((shaH)) must have a safety device 
installed which will cause the jacks/lifting units to support 
the load in any position in the event any jack/lifting unit mal- 
functions or ((fessesHeses})) loses its lifting ability. 

(7) Jacking operations ((shaH)) must be synchronized in 
such a manner to ensure even and uniform lifting of the slab. 
During lifting, you must keep all points at which the slab is 
supported ((shal-bekept)) within 1/2 inch of that needed to 
maintain the slab in a level position. 
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(8) If leveling is automatically controlled, a device 
((shaHt)) must be installed that will stop the operation when 
the 1/2 inch tolerance set forth in subsection (7) of this sec- 
tion is exceeded or where there is a malfunction in the jacking 
(lifting) system. 

(9) If leveling is maintained by manual controls, such 
controls ((skaH)) must be located in a central location and 
attended by a competent person while lifting is in progress. In 
addition to meeting the definition in WAC 296-155-012(4), 
the competent person must be experienced in the lifting oper- 
ation and with the lifting equipment being used. 


(10) You must limit the maximum number of manually 
controlled jacks/lifting units on one slab ((skaH-betmited)) 
to a number that will permit the operator to maintain the slab 
level within specified tolerances of subsection (7) of this sec- 
tion, but in no case ((shalt)) must that number exceed 14. 


(11) ((Ne)) You must not permit any employee, except 
those essential to the jacking operation, ((shall-be-permitted)) 
in the building/structure while any jacking operation is taking 
place unless the building/structure has been reinforced suffi- 
ciently to ensure its integrity during erection. The phrase 
"reinforced sufficiently to ensure its integrity" used in this 
subsection means that a registered professional engineer, 
independent of the engineer who designed and planned the 
lifting operation, has determined from the plans that if there 
is a loss of support at any jack location, that loss will be con- 
fined to that location and the structure as a whole will remain 
stable. 


(a) Under no circumstances, ((shaH)) must you permit 
any employee who is not essential to the jacking operation to 
be ((peemitted)) immediately beneath a slab while it is being 
lifted. 


(b) For the purpose of subsection (11) of this section, a 
jacking operation begins when a slab or group of slabs is 
lifted and ends when such slabs are secured (with either tem- 
porary connections or permanent connections). 


(c) Employers who comply with Appendix A to WAC 
296-155-694 ((shal-be)) are considered to be in compliance 
with the provisions of subsections (11) through (11)(c) of this 
section. 


(12) When making temporary connections to support 
slabs, you must secure wedges ((shall be-seeured)) by tack 
welding, or an equivalent method of securing the wedges to 
prevent them from falling out of position. Lifting rods may 
not be released until the wedges at that column have been 
secured. 

(13) All welding on temporary and permanent connec- 
tions ((shaH)) must be performed by a certified welder, famil- 
iar with the welding requirements specified in the plans and 
specifications for the lift-slab operation. 


(14) You must not execute load transfer from jack/lifting 
units to building columns ((shalt net-be-exeexted-an#)) until 
the welds on the column shear plates (weld blocks) are cooled 
to air temperature. 

(15) (GaeksAifing—inits_shal _be-pesittrely_seeured)) 
You must positively secure jacks/lifting units to building col- 
umns so that they do not become dislodged or dislocated. 
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(16) Equipment ((shaH)) must be designed and installed 
so that the lifting rods cannot slip out of position or ((the 
empteyer-shall)) you must institute other measures, such as 
the use of locking or blocking devices, which will provide 
positive connection between the lifting rods and attachments 
and will prevent components from disengaging during lifting 
operations. 


Appendix to WAC 296-155-694—Lift-slab operations 
(This appendix is nonmandatory.) 


In WAC 296-155-694(11), WISHA requires employees 
to be removed from the building/structure during jacking 
operations unless an independent registered professional 
engineer, other than the engineer who designed and planned 
the lifting operation, has determined that the building/struc- 
ture has been sufficiently reinforced to insure the integrity of 
the building/structure. One method to comply with this provi- 
sion is for the employer to ensure that continuous bottom 
steel is provided in every slab and in both directions through 
every wall or column head area. (Column head area means 
the distance between lines that are one and one half times the 
thickness of the slab or drop panel. These lines are located 
outside opposite faces of the outer edges of the shearhead 
sections—See Figure 1.) The amount of bottom steel ((shaH)) 
must be established by assuming loss of support at a given 
lifting jack and then determining the steel necessary to carry, 
by catenary action over the span between surrounding sup- 
ports, the slab service dead load plus any service dead and 
live loads likely to be acting on the slab during jacking. In 
addition, the surrounding supports must be capable of resist- 
ing any additional load transferred to them as a result of the 
loss of support at the lifting jack considered. 


£ = the slab or drop 
pemel coloxness 


Figure 1—Column Head Area 
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AMENDATORY SECTION (Amending WSR 89-11-035, 
filed 5/15/89, effective 6/30/89) 


WAC 296-155-695 Miscellaneous concrete construc- 
tion. (1) General provisions. 

(a) Deadheads used in post tensioning of tendons 
((shal})) must be the type that will increase the grip on the 
cable as the tension is increased. 

(b) Proper means and equipment ((shaH)) must be used 
to prevent the over-tensioning of the tendons. 

(c) Only qualified workers ((shaH)) must perform this 
type work. 

(2) Prestressed and poststressed concrete operations. 

(a) Anchor fitting. In utilizing anchor fittings for ten- 
sioned strands, the recommendations and instructions of the 
supplier concerning installation, maintenance, and replace- 
ment ((shaH)) must be followed. 

(b) You must keep tools and strand vices ((shalbekept)) 
clean and in good repair. 

(c) Safety factor. 

(1) Expendable strand deflection devices used to preten- 
sion concrete members ((shaH)) must have a minimum safety 
factor of two. 

(ii) Reusable strand deflection devices ((shalt})) must 
have a minimum safety factor of ((three)) 3. 

(d) Jacking operations. 

(i) During jacking operations of any tensioning element 
or group of tensioning elements, you must keep the anchors 
((shal-bekept)) turned up close to the anchorplate. 

(ii) ((Ne-ene-shal be-permitted)) You must not permit 
anyone to stand in line or directly over the jacking equipment 
during tensioning operations. 

(iii) Employees ((shat)) must not stand behind the jack 
during tensioning operations. 

(e) Jacking and pulling equipment. ((Puting)) You must 
frequently inspect headers, bolts, and hydraulic rams ((shalt 

j )) for indication of fatigue, and the 
threads on bolts and nuts inspected for diminishing cross sec- 
tion. 

(f) Storage. You must store stressed members ((shal-be 
stered)) on a level base and adequately supported during stor- 
age and transportation to prevent tipping. 

(g) Rigging. 

(i) You must handle stressed members ((shaHbe-han- 
dłed)) at pick points specifically designated on the manufac- 
turer's drawings. 

(ii) You must lift stressed members ((shall-befted)) 
with lifting devices recommended by the manufacturer or the 
engineer in charge. 

(iii) ((Ne-ene-shal be-allewed)) You must not allow any- 
one under stressed members during lifting and erection. 


AMENDATORY SECTION (Amending WSR 90-17-051, 
filed 8/13/90, effective 9/24/90) 


WAC 296-155-697 Requirements for masonry con- 
struction. (1) You must establish a limited access zone 
((shal be-established)) whenever a masonry wall is being 
constructed. The limited access zone ((skaH)) must conform 
to the following: 
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(2) You must establish the limited access zone ((shalbe 
established)) prior to the start of construction of the wall. 

(3) The limited access zone ((sha})) must be equal to the 
height of the wall to be constructed plus ((feue)) 4 feet, and 
((shaH)) must run the entire length of the wall. 

(4) You must establish the limited access zone ((shalbe 
established)) on the side of the wall which will be unscaf- 
folded. 

(5) You must restrict entry into the limited access zone 
((shal-be-testrictedte-entryby)) to only employees actively 
engaged in constructing the wall. ((Ne-ether-empleyees-shalt 
be-permitted)) You must not permit any other employees to 
enter the zone. 

(6) The limited access zone ((shaH)) must remain in 
place until the wall is adequately supported to prevent over- 
turning and to prevent collapse unless the height of wall is 
over ((eteht)) 8 feet, in which case, the limited access zone 
((shaH)) must remain in place until the requirements of sub- 
section (7) of this section have been met. 

(7) All masonry walls over ((eight)) 8 feet in height 
((shaH)) must be adequately braced to prevent overturning 
and to prevent collapse unless the wall is adequately sup- 
ported so that it will not overturn or collapse. The bracing 
((shaH)) must remain in place until permanent supporting ele- 
ments of the structure are in place. 

(8) Employees engaged in cutting or chipping ((sha})) 
must wear suitable eye protection in accordance with WAC 
296-155-215. 

(9) You must construct, guard, and operate masonry 
saws (( > )) in accor- 
dance with WAC 296-155-367 (1) through (4). 

(10) Persons charged with operation of derricks used for 
stone setting ((shalt)) must be qualified in that type of work. 

(11) Stone ((shaH)) must be set directly on the wall by 
the derrick. 

(12) Breast derricks when used in setting stone ((sha})) 
must be secured against a slip or kick back and guyed with 
wire cables. Provide hold down line to prevent derrick from 
falling back. 

(13) Stone cutters ((shaH)) must wear goggles while 
trimming stone or cutting holes. 

(14) ((Pins-shall betested)) You must test pins for secu- 
rity before stone is hoisted. 

(15) You must protect hoisting cables ((shaH-be—pre- 
teeted)) from chafing and wearing over corners. 

(16) Mason's mortar mixers ((shaH)) must have a bar- 
type grill installed over the mixer opening. The guard 
((shalt})) must be installed with an automatic disconnect 
switch to stop the mixer tub rotation and prevent the mixer 
from starting whenever the guard is not in place. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-699 Appendix A to Part O—Refer- 
ences to Part O of chapter 296-155 WAC. (This Appendix 
is nonmandatory.) 

The following nonmandatory references provide infor- 
mation which can be helpful in understanding and complying 
with the requirements contained in Part O. 
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e Accident Prevention Manual for Industrial Operations; 
((Eighth)) 8th Edition; National Safety Council. 

e Building Code Requirements for Reinforced Concrete 
(ACI 318-83). 

e Formwork for Concrete (ACI SP-4). 

e Recommended Practice for Concrete Formwork (ACI 
347-78). 

e Safety Requirements for Concrete and Masonry Work 
(ANSI A10.9-1983). 

e Standard Test Method for Compressive Strength of 
Cylindrical Concrete Specimens (ASTM C39-86). 

¢ Standard Test Method for Making and Curing Concrete 
Test Specimens in the Field (ASTM C31-85). 

e Standard Test Method for Penetration Resistance of 
Hardened Concrete (ASTM C803-82). 

e Standard Test Method for Compressive Strength of 
Concrete Cylinders Cast In-Place in Cylindrical Molds 
(ASTM C873-85). 

¢ Standard Method for Developing Early Age Compres- 
sive Test Values and Projecting Later Age Strengths (ASTM 
C918-80). 

e Recommended Practice for Inspection and Testing 
Agencies for Concrete, Steel and Bituminous Materials as 
Used in Construction (ASTM E329-77). 

e Method of Making and Curing Concrete Test Speci- 
mens in the Laboratory (ASTM C192-88). 

e Methods of Obtaining and Testing Drilled Cores and 
Sawed Beams of Concrete (ASTM C42-87). 

e Methods of Securing, Preparing and Testing Speci- 
mens from Hardened Lightweight Insulating Concrete for 
Compressive Strength (ASTM C513-86). 

e Test Method for Comprehensive Strength of Light- 
weight Insulating Concrete (ASTM C495-86). 

e Method of Making, Accelerating Curing, and Testing 
of Concrete Compression Test Specimens (ASTM C684-81). 

e Test Method for Compressive Strength of Concrete 
Using Portions of Beams Broken in Flexure (ASTM C1 16-68 
(1980)). 


AMENDATORY SECTION (Amending WSR 02-13-115, 
filed 6/19/02, effective 9/1/02) 


WAC 296-155-702 Definitions. Anchored bridging 
((meansthat)). When the steel joist bridging is connected to a 
bridging terminus point. 

Bolted diagonal bridging ((means)). Diagonal bridging 
that is bolted to a steel joist or joists. 

Bridging clip ((means)). A device that is attached to the 
steel joist to allow the bolting of the bridging to the steel joist. 

Bridging terminus point ((means)). A wall, a beam, 
tandem joists (with all bridging installed and a horizontal 
truss in the plane of the top chord) or other element at an end 
or intermediate point(s) of a line of bridging that provides an 
anchor point for the steel joist bridging. 

Choker ((means)). A wire rope or synthetic fiber rigging 
assembly that is used to attach a load to a hoisting device. 

Cold forming ((means)). The process of using press 
brakes, rolls, or other methods to shape steel into desired 
cross sections at room temperature. 
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Column ((means)). A load-carrying vertical member 
that is part of the primary skeletal framing system. Columns 
do not include posts. 

Competent person (also defined in WAC 296-155-012) 
((means)). One who can identify existing or predictable haz- 
ards in the surroundings or working conditions which are 
unsanitary, hazardous, or dangerous to employees, and who 
has authorization or authority by nature of their position to 
take prompt corrective measures to eliminate them. The per- 
son must be knowledgeable of the requirements of this part. 

Connector ((means)). Someone who, working with 
hoisting equipment, is placing and connecting structural 
members and/or components. 

Constructibility ((means)). The ability to erect struc- 
tural steel members in accordance with this part without hav- 
ing to alter the overall structural design. 

Construction load (for joist erection) ((means)). Any 
load other than the weight of the employee(s), the joists and 
the bridging bundle. 

Controlled load-lowering ((means)). Lowering a load 
by means of a mechanical hoist drum device that allows a 
load to be lowered with maximum control using the gear train 
or hydraulic components of the hoist mechanism. Controlled 
load lowering requires the use of the hoist drive motor, rather 
than the load hoist brake, to lower the load. 

Controlling contractor ((means)). A prime contractor, 
general contractor, construction manager or any other legal 
entity that has the overall responsibility for the construction 
of the project—its planning, quality and completion. 

Critical lift ((means)). A lift that: 

((m)) ¢ Exceeds ((seventy-five-pereent)) 75% of the crane 
or derrick rated load chart capacity; or 

((@)) * Requires the use of more than one crane or der- 
rick. 

Derrick floor ((means)). An elevated floor of a building 
or structure that has been designated to receive hoisted pieces 
of steel prior to final placement. 

Double connection ((means)). An attachment method 
where the connection point is intended for two pieces of steel 
that share common bolts on either side of a central piece. 

Double connection seat ((means)). A structural attach- 
ment that, during the installation of a double connection, sup- 
ports the first member while the second member is con- 
nected. 

Employee (and other terms of like meaning, unless the 
context of the provision containing such a term indicates oth- 
erwise) ((means)). An employee of an employer who is 
employed in the business of ((his-er-her)) their employer 
whether by way of manual labor or otherwise and every per- 
son in this state who is engaged in the employment of or who 
is working under an independent contract the essence of 
which is personal labor for an employer under this standard 
whether by way of manual labor or otherwise. 

Employer ((means)). Any person, firm, corporation, 
partnership, business trust, legal representative, or other busi- 
ness entity which engages in any business, industry, profes- 
sion, or activity in this state and employs one or more 
employees or who contracts with one or more persons, the 
essence of which is the personal labor of such person or per- 
sons and includes the state, counties, cities, and all municipal 
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corporations, public corporations, political subdivisions of 

the state, and charitable organizations: Provided, That any 

persons, partnership, or business entity not having employ- 
ees, and who is covered by the Industrial Insurance Act must 
be considered both an employer and an employee. 

Erection bridging ((means)). The bolted diagonal 
bridging that is required to be installed prior to releasing the 
hoisting cables from the steel joists. 

Final interior perimeter ((means)). The perimeter of a 
large permanent open space within a building such as an 
atrium or courtyard. This does not include openings for stair- 
ways, elevator shafts, etc. 

Floor hole (decking hole) ((means)). An opening mea- 
suring less than ((#¥elve)) 12 inches but more than one inch 
in its least dimension in any floor, roof, or platform through 
which materials but not persons may fall, such as a belt hole, 
pipe opening, or slot opening. 

Girt (in systems-engineered metal buildings) ((means)). 
A "Z" or "C" shaped member formed from sheet steel span- 
ning between primary framing and supporting wall material. 

Headache ball ((means)). A weighted hook that is used 
to attach loads to the hoist load line of the crane. 

Hoisting equipment ((means)). Lifting equipment 
designed to lift and position a load of known weight to a loca- 
tion at some known elevation and horizontal distance from 
the equipment's center of rotation. Hoisting equipment 
includes, but not limited to: 

((m)) ¢ Cranes; 

((@)) ¢ Derricks; 

((@)) © Tower cranes; 

((@)) ¢ Barge-mounted derricks or cranes; 

((@)) ¢ Gin poles; and 

((@)) ¢ Gantry hoist systems. 

Note: A come-a-long (a mechanical device, usually consisting of a 
chain or cable attached at each end, that is used to facilitate 
movement of materials through leverage) is not considered 
hoisting equipment. 


Metal decking ((means)). A commercially manufac- 
tured, structural grade, cold rolled metal panel formed into a 
series of parallel ribs and includes metal floor and roof decks, 
standing seam metal roofs, other metal roof systems and 
other products such as bar gratings, checker plate, expanded 
metal panels, and similar products. After installation and 
proper fastening, these decking materials serve a combina- 
tion of functions including: A structural element designed in 
combination with the structure to resist, distribute and trans- 
fer loads, stiffen the structure and provide a diaphragm 
action; a walking/working surface; a form for concrete slabs; 
a support for roofing systems; and a finished floor or roof. 

Multiple lift rigging ((means)). A rigging assembly 
manufactured by wire rope rigging suppliers that facilitates 
the attachment of up to ((five)) 5 independent loads to the 
hoist rigging of a crane. 

Must ((means)). Mandatory. 

Permanent floor ((means)). A structurally completed 
floor at any level or elevation (including slab on grade). 

Post ((means)). A structural member with a longitudinal 
axis that is essentially vertical, that: 

e Weighs ((three-hundred)) 300 pounds or less and is axi- 
ally loaded (a load presses down on the top end); or 
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e Is not axially loaded, but is laterally restrained by the 
above member. Posts typically support stair landings, wall 
framing, mezzanines and other substructures. 

Project structural engineer of record ((means)). The 
registered, licensed professional responsible for the design of 
structural steel framing and whose seal appears on the struc- 
tural contract documents. 

Purlin (in  systems-engineered metal buildings) 
((means)). A "Z," "C," or "W" shaped member formed from 
sheet steel spanning between primary framing and supporting 
roof material. 

Qualified person ((means)). One who, by possession of 
a recognized degree, certificate, or professional standing, or 
who by extensive knowledge, training, and experience, has 
successfully demonstrated the ability to solve or resolve 
problems relating to the subject matter, the work, or the proj- 
ect. 

Safety deck attachment ((means)). An initial attach- 
ment that is used to secure an initially placed sheet of decking 
to keep proper alignment and bearing with structural support 
members. 

Shear connector ((means)). Headed steel studs, steel 
bars, steel lugs, and similar devices which are attached to a 
structural member for the purpose of achieving composite 
action with concrete. 

Steel erection ((means)). The construction, alteration or 
repair of steel buildings, bridges and other structures, includ- 
ing the installation of metal decking and all planking used 
during the process of erection. 

Steel joist ((means)). An open web, secondary load-car- 
rying member of ((ene-hundred forty-four)) 144 feet (43.9 m) 
or less, designed by the manufacturer, used for the support of 
floors and roofs. This does not include structural steel trusses 
or cold-formed joists. 

Steel joist girder ((means)). An open web, primary 
load-carrying member, designed by the manufacturer, used 
for the support of floors and roofs. This does not include 
structural steel trusses. 

Steel truss ((means)). An open web member designed of 
structural steel components by the project structural engineer 
of record. For the purposes of this subpart, a steel truss is con- 
sidered equivalent to a solid web structural member. 

Structural steel ((means)). A steel member, or a mem- 
ber made of a substitute material (such as, but not limited to, 
fiberglass, aluminum or composite members). These mem- 
bers include, but are not limited to, steel joists, joist girders, 
purlins, columns, beams, trusses, splices, seats, metal deck- 
ing, girts, and all bridging, and cold formed metal framing 
which is integrated with the structural steel framing of a 
building. 

Systems-engineered metal building ((means)). A 
metal, field-assembled building system consisting of fram- 
ing, roof and wall coverings. Typically, many of these com- 
ponents are cold-formed shapes. These individual parts are 
fabricated in one or more manufacturing facilities and 
shipped to the job site for assembly into the final structure. 
The engineering design of the system is normally the respon- 
sibility of the systems-engineered metal building manufac- 
turer. 
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Tank ((means)). A container for holding gases, liquids 
or solids. 
You ((means)). The employer. 


AMENDATORY SECTION (Amending WSR 02-13-115, 
filed 6/19/02, effective 9/1/02) 


WAC 296-155-703 Site layout, site-specific erection 
plan and construction sequence. (1) Before steel erection 
work can start the controlling contractor must ensure the steel 
erector is provided written notifications that: 

(a) The concrete in the footings, piers and walls and the 
mortar in the masonry piers and walls has attained either: 

* ((Seventy-five-percent)) 75% of the intended minimum 
compressive design strength; or 

e Sufficient strength to support the loads imposed during 
steel erection. 

The basis of these measurements is the appropriate 
ASTM standard test method of field cured samples. 

(b) Any repairs, replacements and modifications to the 
anchor bolts were done per WAC 296-155-707(2). 

(2) The steel erector must receive written notice that the 
concrete in the footings, piers and walls or the mortar in the 
masonry piers and walls has attained, on the basis of an 
appropriate ASTM standard test method of field-cured sam- 
ples, either ((seventy-frve-percent)) 75% of the intended min- 
imum compressive design strength or sufficient strength to 
support the loads imposed during steel erection. 

(3) Site layout. The controlling contractor must ensure 
that the following is provided and maintained: 

(a) Adequate access roads into and through the site for 
the safe delivery and movement of derricks, cranes, trucks, 
other necessary equipment, and the material to be erected and 
means and methods for pedestrian and vehicular control. 


Exception: This requirement does not apply to roads outside the 


construction site. 


(b) A firm, properly graded, drained area, readily acces- 
sible to the work with adequate space for the safe storage of 
materials and the safe operation of the erector's equipment. 

(4) Preplanning of overhead hoisting operations. You 
must preplan all hoisting operations in steel erection ((mast 
be-preplanned)) to ensure that the requirements of WAC 296- 
155-704(4) are met. 

(5) Site-specific erection plan. Where employers elect, 
due to conditions specific to the site, to develop alternate 
means and methods that provide employee protection in 
accordance with WAC 296-155-704 (3)(e), 296-155-709 
(1)(d) or (5)(d), a site-specific erection plan must be devel- 
oped by a qualified person and be available at the worksite. 
Guidelines for establishing a site-specific erection plan are 
contained in Appendix A to this part. 

(6) You must perform steel erection ((mustbedene)) 
under the supervision of a competent person who is present at 
the worksite. 


AMENDATORY SECTION (Amending WSR 13-02-068, 
filed 12/31/12, effective 2/1/13) 


WAC 296-155-704 Hoisting and rigging. (1) All the 
applicable provisions of Part L of this chapter apply to hoist- 
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ing and rigging while using a crane/derrick. All applicable 
provisions of Part F-1 of this chapter apply to material han- 
dling hoisting equipment when a crane/derrick is not being 
used. 

(2) In addition, subsections (3) through (5) of this section 
apply regarding the hazards associated with hoisting and rig- 
ging. 

(3) General. 

(a) Crane preshift visual inspection. 

(1) Cranes being used in steel erection activities must be 
visually inspected prior to each shift by a competent person. 
The inspection must include observation for deficiencies 
during operation and, as a minimum, must include: 

e All control mechanisms for maladjustments; 

e Control and drive mechanism for excessive wear of 
components and contamination by lubricants, water or other 
foreign matter; 

e Safety devices, including boom angle indicators, boom 
stops, boom kick out devices, anti-two block devices, and 
load moment indicators where required; 

e Air, hydraulic, and other pressurized lines for deterio- 
ration or leakage, particularly those which flex in normal 
operation; 

e Hooks and latches for deformation, chemical damage, 
cracks, or wear; 

e Wire rope reeving for compliance with hoisting equip- 
ment manufacturer's specifications; 

e Electrical apparatus for malfunctioning, signs of exces- 
sive deterioration, dirt, or moisture accumulation; 

e Hydraulic system for proper fluid level; 

e Tires for proper inflation and condition; 

e Ground conditions around the hoisting equipment for 
proper support, including ground settling under and around 
outriggers, ground water accumulation, or similar conditions; 

¢ The hoisting equipment for level position; and 

¢ The hoisting equipment for level position after each 
move and setup. 

(11) If any deficiency is identified, an immediate determi- 
nation must be made by the competent person if the defi- 
ciency constitutes a hazard. 

(iii) If the deficiency constitutes a hazard, you must 
remove the hoisting equipment ((mustbe+remeved)) from 
service until the deficiency has been corrected. 

(iv) The operator is responsible for those operations 
under their direct control. Whenever there is any doubt as to 
safety, the operator must have the authority to stop and refuse 
to handle loads until safety has been assured. 

(b) A qualified rigger (a rigger who is also a qualified 
person) must inspect the rigging prior to each shift. 

(c) You must not use the headache ball, hook or load 
((must-not-besed)) to transport personnel, except as pro- 
vided in (d) of this subsection. 

(d) Cranes or derricks may be used to hoist employees on 
a personnel platform when work under this part is being con- 
ducted if all the applicable provisions of Part L of this chapter 
are met. 

(e) You must not deactivate or make safety latches on 
hooks ((a#ast net be- deactivated or made)) inoperable except: 
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(i) When a qualified rigger has determined that the hoist- 
ing and placing of purlins and single joists can be performed 
more safely by doing so; or 

(ii) When equivalent protection is provided in a site-spe- 
cific erection plan. 

(4) Working under loads. 

(a) You must preplan routes for suspended loads ((must 
be-preplanned)) to ensure that no employee works directly 
below a suspended load except when: 

(1) Engaged in the initial connection of the steel; or 

(ii) Necessary for the hooking or unhooking of the load. 

(b) Whenever workers are within the fall zone and hook- 
ing, unhooking, or guiding a load, or doing the initial connec- 
tion of a load to a component or structure (WAC 296-155- 
53400 (43)(c)), you must meet the following criteria ((mast 
be-met)): 


(i) You must rig materials being hoisted ((musttbe 
rigeed)) to prevent unintentional displacement; 

(ii) You must use hooks with self-closing safety latches 
or their equivalent ((mustbe-ased)) to prevent components 
from slipping out of the hook; and 

(iii) All loads must be rigged by a qualified rigger. 

(5) Multiple lift rigging procedure. 

(a) You must only perform a multiple lift ((must-ontybe 
perfermed)) if the following criteria are met: 

e A multiple lift rigging assembly is used; 

e A multiple lift is only permitted when specifically 
within the manufacturer's specifications and limitations; 

e A maximum of ((f#ve)) 5 members are hoisted per lift; 


Exception: Bundles of decking must not be lifted using the multiple 


lift rigging procedure, even though they meet the defini- 
tion of structural members in WAC 296-155-702. 


e Only beams and similar structural members are lifted; 
and 

e All employees engaged in the multiple lift have been 
trained in these procedures in accordance with WAC 296- 
155-717 (3)(a). 

(b) Components of the multiple lift rigging assembly 
must be specifically designed and assembled with a maxi- 
mum capacity for total assembly and for each individual 
attachment point. This capacity, certified by the manufacturer 
or a qualified rigger, must be based on the manufacturer's 
specifications with a ((five)) 5 to one safety factor for all 
components. 

(c) The total load must not exceed: 

e The rated capacity of the hoisting equipment specified 
in the hoisting equipment load charts; and 

° The rigging capacity specified in the rigging-rating 
chart. 

(d) You must rig the multiple lift rigging assembly 
((mustberigged)) with members: 

e Attached at their center of gravity and maintained rea- 
sonably level; 

e Rigged from top down; and 

* Rigged at least ((seven)) 7 feet (2.1 m) apart. 

(e) You must set the members on the multiple lift rigging 
assembly ((mustbe-set)) from the bottom up. 

(£) You must use controlled load lowering ((must-be 
used)) whenever the load is over the connectors. 
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AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-155-706 Structural steel assembly. (1) You 
must maintain structural stability ((mustbe-maintained)) at 
all times during the erection process. 


Note: Federal Highway Administration (FHWA) regulations incorpo- 
rate by reference a number of standards, policies, and standard 
specifications published by the American Association of State 
Highway and Transportation Officials (AASHTO) and other 
organizations. (See 23 C.F.R. 625.4.) Many of these incorpo- 
rated provisions may be relevant to maintaining structural sta- 
bility during the erection process. For instance, as of May 17, 
2010, in many cases FHWA requires a registered engineer to 
prepare and seal working drawings for falsework used in high- 
way bridge construction. (See AASHTO Specifications for 
Highway Bridges, Div. II, Sec. 3.2.1, 15th edition, 1992, which 
FHWA incorporates by reference in 23 C.F.R. 625.4.) FHWA 
also encourages compliance with AASHTO Specifications that 
the FHWA regulations do not currently incorporate by refer- 
ence. (See http://www.fhwa.dot.gov/bridge/Irfd/index.htm.) 


e Make sure that multistory structures have the follow- 
ing: 

- Permanent floors installed as the erection of structural 
members progress; 

- No more than ((etght)) 8 stories between the erection 
floor and the upper-most permanent floor; and 

- No more than ((fexr)) 4 floors or ((ferty-etght)) 48 feet 
(14.6 m), whichever is less, of unfinished bolting or welding 
above the foundation or uppermost permanent secured floor. 


Exception: The above applies except where the structural integrity is 


maintained as a result of design. 


(2) Walking/working surfaces. 

(a) Shear connectors and other similar devices. 

(1) Shear connectors, reinforcing bars, deformed anchors 
or threaded studs must not be attached to the top flanges of 
beams, joists or beam attachments so they project vertically 
from or horizontally across the top flange of the member until 
after the metal decking, or other walking/working surface has 
been installed. This becomes a tripping hazard. Examples of 
shear connectors are headed steel studs, steel bars or steel 
lugs. 

(11) Installation of shear connectors on composite floors. 
When shear connectors are used in construction of composite 
floors, roofs and bridge decks, employees must lay out and 
install the shear connectors after the metal decking has been 
installed, using the metal decking as a working platform. 

(b) Slip resistance of metal decking. 

(c) You must provide safe access ((mustbe-previded)) to 
the working level. Employees must not slide down ropes, col- 
umns, or ladders. 

(3) Plumbing-up. 

(a) When deemed necessary by a competent person, you 
must install plumbing-up equipment ((must-beanstaHed)) in 
conjunction with the steel erection process to ensure the sta- 
bility of the structure. 

(b) When used, plumbing-up equipment must be in place 
and properly installed before the structure is loaded with con- 
struction material such as loads of joists, bundles of decking 
or bundles of bridging. 
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(c) You must only remove plumbing-up equipment 
((must-be+remevedonly)) with the approval of a competent 
person. 

(4) Metal decking. 


(a) Hoisting, landing and placing of metal decking bun- 
dles. 


(i) You must not use bundle packaging and strapping 
((arast net-be-used)) for hoisting unless specifically designed 
for that purpose. 

(ii) If loose items such as dunnage, flashing, or other 
materials are placed on the top of metal decking bundles to be 
hoisted, you must secure such items ((muast-be-seeured)) to 
the bundles. 


(iii) You must land bundles of metal decking on joists 
((wrast-betanded)) in accordance with WAC 296-155-709 
(5)(d). 

(iv) You must land metal decking bundles ((must-be 
landed)) on framing members so that enough support is pro- 
vided to allow the bundles to be unbanded without dislodging 
the bundles from the supports. 


(v) At the end of the shift or when environmental or job 
site conditions require, you must secure metal decking ((must 
be-seeured)) against displacement. 

(b) Roof and floor holes and openings. You must install 
metal decking at roof and floor holes and openings ((mustbe 
instatted)) as follows: 


(i) Framed metal deck openings must have structural 
members turned down to allow continuous deck installation 
except where not allowed by structural design constraints or 
constructibility. 

(ii) Roof and floor holes and openings must be decked 
over. Where large size, configuration or other structural 
design does not allow openings to be decked over (such as 
elevator shafts, stair wells, etc.) you must protect employees 
((rust-be-preteeted)) in accordance with chapter 296-155 
WAC, Part C-1, Fall protection requirements for construc- 
tion. 

(iii) You must not cut metal decking holes and openings 
((muastnotbeeut)) until immediately prior to them being per- 
manently filled with the equipment or structure needed or 
intended to fulfill its specific use and which meets the 
strength requirements of (c) of this subsection, or they must 
be immediately covered. 

(c) Covering roof and floor openings. Smoke dome or 
skylight fixtures that have been installed are not considered 
covers for the purpose of this section unless they meet the 
strength requirements of chapter 296-155 WAC, Part C-1, 
Fall protection requirements for construction. 


(d) Decking gaps around columns. You must install 
wire mesh, exterior plywood, or equivalent, ((mustbe 
tastaHed)) around columns where planks or metal decking do 
not fit tightly. The materials used must be of sufficient 
strength to provide fall protection for personnel and prevent 
objects from falling through. 


(e) Installation of metal decking. 


(i) You must lay metal decking ((mustbeaid)) tightly 
and immediately ((secured)) secure it upon placement to pre- 
vent accidental movement or displacement. 
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(11) During initial placement, you must place metal deck- 
ing panels ((mustbe-placed)) to ensure full support by struc- 
tural members. 

(f) Derrick floors. 

(i) You must fully deck and plank a derrick floor ((must 
be-fully decked and-orplanked)) and complete the steel mem- 
ber connections ((eempteted)) to support the intended floor 
loading. 

(11) Temporary loads placed on a derrick floor must be 
distributed over the underlying support members so as to pre- 
vent local overloading of the deck material. 


AMENDATORY SECTION (Amending WSR 02-13-115, 
filed 6/19/02, effective 9/1/02) 


WAC 296-155-707 Column anchorage. (1) General 
requirements for erection stability. 

(a) You must anchor all columns ((mustbe-anchered)) 
by a minimum of ((feur)) 4 anchor rods (anchor bolts). 

(b) Each column anchor rod (anchor bolt) assembly, 
including the column-to-base plate weld and the column 
foundation, must be designed to resist a minimum eccentric 
gravity load of ((three-hundred)) 300 pounds (136.2 kg) 
located ((e#ghteen)) 18 inches (.46 m) from the extreme outer 
face of the column in each direction at the top of the column 
shaft. 

(c) ((Columns-must-be-set)) You must set columns on 
level finished floors, pregrouted leveling plates, leveling 
nuts, or shim packs which are adequate to transfer the con- 
struction loads. 

(d) All columns must be evaluated by a competent per- 
son to determine whether guying or bracing is needed; if guy- 
ing or bracing is needed, ((#-mustbeimstaHed)) you must 
install it. 

(2) Repair, replacement or field modification of 
anchor rods (anchor bolts). 

(a) You must not repair, replace, or field-modify anchor 
rods (anchor bolts) (faust not-be repaired, replaced _or field- 
medified)) without the approval of the project structural engi- 
neer of record. 

(b) Prior to the erection of a column, the controlling con- 
tractor must provide written notification to the steel erector if 
there has been any repair, replacement or modification of the 
anchor rods (anchor bolts) of that column. 


AMENDATORY SECTION (Amending WSR 02-13-115, 
filed 6/19/02, effective 9/1/02) 


WAC 296-155-708 Beams and columns. (1) General. 

(a) During the final placing of solid web structural mem- 
bers, you must not release the load ((##ustnetbe+eleased)) 
from the hoisting line until the members are secured with at 
least two bolts per connection. These bolts must be of the 
same size and strength as shown in the erection drawings, 
drawn up wrench-tight or the equivalent as specified by the 
project structural engineer of record. 


Exception: See subsection (2) of this section. 


(b) A competent person must determine if more than two 
bolts are necessary to ensure the stability of cantilevered 
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members; if additional bolts are needed, ((they-mustbe 
instaHted)) you must install them. 

(2) Diagonal bracing. You must secure solid web struc- 
tural members used as diagonal bracing ((mustbe-seeured)) 
by at least one bolt per connection drawn up wrench-tight or 
the equivalent as specified by the project structural engineer 
of record. 

(3)(a) Double connections at columns and/or at beam 
webs over a column. When two structural members on 
opposite sides of a column web, or a beam web over a col- 
umn, are connected sharing common connection holes, at 
least one bolt with its wrench-tight nut must remain con- 
nected to the first member unless a shop-attached or field- 
attached seat or equivalent connection device is supplied with 
the member to secure the first member and prevent the col- 
umn from being displaced (see Appendix E to this part for 
examples of equivalent connection devices). 

(b) If a seat or equivalent device is used, the seat (or 
device) must be designed to support the load during the dou- 
ble connection process. It must be adequately bolted or 
welded to both a supporting member and the first member 
before the nuts on the shared bolts are removed to make the 
double connection. 

(4) Column splices. Each column splice must be 
designed to resist a minimum eccentric gravity load of ((three 
handred)) 300 pounds (136.2 kg) located ((et¢hteen)) 18 
inches (.46 m) from the extreme outer face of the column in 
each direction at the top of the column shaft. 

(5) Perimeter columns. You must not erect perimeter 
columns ((mustnetbe-erected)) unless: 

(a) The perimeter columns extend a minimum of ((ferty- 
eight)) 48 inches (1.2 m) above the finished floor to permit 
installation of perimeter safety cables prior to erection of the 
next tier, except where constructibility does not allow (see 
Appendix D to this part); 

(b) The perimeter columns have holes or other devices in 
or attached to perimeter columns at ((ferty-twe-+te-fortyfive)) 
42 to 45 inches (107-114 cm) above the finished floor and the 
midpoint between the finished floor and the top cable to per- 
mit installation of perimeter safety cables required by WAC 
296-155-716 (1)(b), except where constructibility does not 
allow. (See Appendix D to this part.) 


AMENDATORY SECTION (Amending WSR 02-13-115, 
filed 6/19/02, effective 9/1/02) 


WAC 296-155-709 Open web steel joists. (1) General. 

(a) Where steel joists are used and columns are not 
framed in at least two directions with solid web structural 
steel members, a steel joist must be field-bolted at the column 
to provide lateral stability to the column during erection. 


Exception: See (b) of this subsection. For the installation of this 
joist: 

(i) A vertical stabilizer plate must be provided on each 
column for steel joists. The plate must be a minimum of 
((s#x)) 6 inch by ((s#x)) 6 inch (152 mm by 152 mm) and 
must extend at least ((three)) 3 inches (76 mm) below the 
bottom chord of the joist with a 13/16-inch (21 mm) hole 
to provide an attachment point for guying or plumbing 
cables. 
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(ii) The bottom chords of steel joists at columns must be 
stabilized to prevent rotation during erection. 

(iii) You must not release hoisting cables ((mustneotbe- 
released)) until the seat at each end of the steel joist is 
field-bolted, and each end of the bottom chord is 
restrained by the column stabilizer plate. 


(b) Where constructibility does not allow a steel joist to 
be installed at the column: 

(i) You must install an alternate means of stabilizing 
joists ((mustbe+nstaHed)) on both sides near the column and 
it must: 

e Provide stability equivalent to (a) of this subsection; 

e Be designed by a qualified person; 

e Be shop installed; and 

e Be included in the erection drawings. 

(ii) You must not release hoisting cables ((mustnetbe 
released)) until the seat at each end of the steel joist is field- 
bolted and the joist is stabilized. 

(c) Where steel joists at or near columns span ((stxty)) 60 
feet (18.3 m) or less, the joist must be designed with suffi- 
cient strength to allow one employee to release the hoisting 
cable without the need for erection bridging. 

(d) Where steel joists at or near columns span more than 
((stxt¥)) 60 feet (18.3 m), the joists must be set in tandem 
with all bridging installed unless an alternative method of 
erection, which provides equivalent stability to the steel joist, 
is designed by a qualified person and is included in the site- 
specific erection plan. 

(e) You must not place a steel joist or steel joist girder 
((mustnetbe-placed)) on any support structure unless such 
structure is stabilized. 

(f) When steel joist(s) are landed on a structure, ((they 
must-be-seeured)) you must secure them to prevent uninten- 
tional displacement prior to installation. 

(g) ((Ne)) You must not make any modification that 
affects the strength of a steel joist or steel joist girder ((must 
bemade)) without the approval of the project structural engi- 
neer of record. 

(h) Field-bolted joists. 

(i) Except for steel joists that have been preassembled 
into panels, connections of individual steel joists to steel 
structures in bays of ((ferty)) 40 feet (12.2 m) or more must 
be fabricated to allow for field bolting during erection. 

(11) These connections must be field-bolted unless con- 
structibility does not allow. 

(i) You must not use steel joists and steel joist girders 
((paust net-berused)) as anchorage points for a fall arrest sys- 
tem unless written approval to do so is obtained from a qual- 
ified person. 

(j) You must establish a bridging terminus point ((must 
be-established)) before bridging is installed. (See Appendix E 
to this part.) 

(2) Attachment of steel joists and steel joist girders. 

(a) You must attach each end of "K" series steel joists 
((mustbe-attached)) to the support structure with a minimum 
of two 1/8-inch (3 mm) fillet welds one inch (25 mm) long or 
with two 1/2-inch (13 mm) bolts, or the equivalent. 

(b) You must attach each end of "LH" and "DLH" series 
steel joists and steel joist girders ((must-be-attached)) to the 
support structure with a minimum of two 1/4-inch (6 mm) fil- 
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let welds two inches (51 mm) long, or with two 3/4-inch (19 
mm) bolts, or the equivalent. 

(c) Except as provided in (d) of this subsection, you must 
attach each steel joist ((mustbe-attached)) to the support 
structure, at least at one end on both sides of the seat, imme- 
diately upon placement in the final erection position and 
before additional joists are placed. 

(d) You must attach panels that have been preassembled 
from steel joists with bridging ((mustbe-attached)) to the 
structure at each corner before the hoisting cables are 
released. 

(3) Erection of steel joists. 

(a) You must attach both sides of the seat of one end of 
each steel joist that requires bridging under Tables A and B 
((paust-be-attached)) to the support structure before hoisting 
cables are released. 

(b) For joists over ((s#xt¥)) 60 feet, you must attach both 
ends of the joist ((must-be-attached)) as specified in subsec- 
tions (2) and (4) of this section before the hoisting cables are 
released. 

(c) On steel joists that do not require erection bridging 
under Tables A and B, you must only allow one employee 
((paust-be-aHewed)) on the joist until all bridging is installed 
and anchored. 


Table A—Erection of Bridging for Short Span Joists 


Joist Span Joist Span Joist Span 
8L1 NM 22K10 40-0 14KCS1 NM 
10K1 NM 22K11 40-0 14KCS2 NM 
12K1 23-0 24K4 36-0 14KCS3 NM 
12K3 NM 24K5 38-0 16KCS2 NM 
12K5 NM 24K6 39-0 16KCS3 NM 
14K1 27-0 24K7 43-0 16KCS4 NM 
14K3 NM 24K8 43-0 16KCS5 NM 
14K4 NM 24K9 44-0 18KCS2 35-0 
14K6 NM 24K 10 NM 18KCS$3 NM 
16K2 29-0 24K 12 NM 18KCS4 NM 
16K3 30-0 26K5 38-0 18KCS5 NM 
16K4 32-0 26K6 39-0 20KCS2 36-0 
16K5 32-0 26K7 43-0 20KCS3 39-0 
16K6 NM 26K8 44-0 20KCS4 NM 
16K7 NM 26K9 45-0 20KCSS5 NM 
16K9 NM 26K10 49-0 22KCS2 36-0 
18K3 31-0 26K 12 NM 22KCS3 40-0 
18K4 32-0 28K6 40-0 22KCS4 NM 
18K5 33-0 28K7 43-0 22KCSS5 NM 
18K6 35-0 28K8 44-0 24KCS2 39-0 
18K7 NM 28K9 45-0 24KCS3 44-0 
18K9 NM 28K 10 49-0 24KCS4 NM 
18K10 | NM 28K12 53-0 24KCSS5 NM 
20K3 32-0 30K7 44-0 26KCS2 39-0 
20K4 34-0 30K8 45-0 26KCS3 44-0 
20K5 34-0 30K9 45-0 26KCS4 NM 
20K6 36-0 30K 10 50-0 26KCS5 NM 
20K7 39-0 30K11 52-0 28KCS2 40-0 
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Joist Span Joist Span Joist Span 
20K9 39-0 30K12 54-0 28KCS3 45-0 
20K10 | NM 10KCS1 NM 28KCS4 53-0 
22K4 34-0 10KCS2 NM 28KCSS5 53-0 
22K5 35-0 10KCS3 NM 30KCS3 45-0 
22K6 36-0 12KCS1 NM 30KCS4 54-0 
22K7 40-0 12KCS2 NM 30KCS5 54-0 
22K9 40-0 12KCS3 NM 


NM = Diagonal bolted bridging not mandatory for joists under 40 feet. 


Table B—Erection Bridging for Long Span Joists 
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(i) You must install a row of bolted diagonal erection 
bridging ((Hrast-benstaHed)) near the midspan of the steel 
joist; 

(ii) You must not release hoisting cables ((mustnettbe 
released)) until this bolted diagonal erection bridging is 
installed and anchored; and 

(iii) (( othanote-e ee—must_be-alew 
You must not allow more than one employee on these spans 
until all other bridging is installed and anchored. 

(b) Where the span of the steel joist is over ((stxt¥)) 60 
feet (18.3 m) through ((ene-hundred)) 100 feet (30.5 m), the 
following ((must-appły)) applies: 

(i) All rows of bridging must be bolted diagonal bridg- 


(11) You must install two rows of bolted diagonal erec- 
tion bridging ((must-beinstalled)) near the third points of the 


(iii) You must not release hoisting cables ((mustnetbe 
released)) until this bolted diagonal erection bridging is 
installed and anchored; and 

(iv) ((Ne)) You must not allow more than two employees 
((paust-be-aHewed)) on these spans until all other bridging is 
installed and anchored. 

(c) Where the span of the steel joist is over ((ene-hun- 
dred)) 100 feet (30.5 m) through ((ene-hundred ferty_feur)) 
144 feet (43.9 m), the following ((mustepphy)) applies: 

(i) You must bolt all rows of bridging ((m#est-be belted)) 


(ii) You must not release hoisting cables ((mustnettbe 
released)) until all bridging is installed and anchored; and 

(iii) ((Ne)) You must not allow more than two employ- 
ees ((mustbe-aHoewed)) on these spans until all bridging is 
installed and anchored. 

(d) For steel members spanning over ((ene—hundred 
ferty-feur)) 144 feet (43.9 m), the erection methods used 
must be in accordance with WAC 296-155-708. 

(e) Where any steel joist specified in subsections (3)(b), 
(4)(a), (b), and (c) of this section is a bottom chord bearing 
joist, you must provide a row of bolted diagonal bridging 


((rust-be-previded)) near the support(s). You must install 
and anchor this bridging ((mustbeinstaHed-and-anchered)) 


NM = Diagonal bolted bridging not mandatory for joists under 40 feet. 


(d) ((Empleyeesmust net _be-alewed)) You must not 
allow employees on steel joists where the span of the steel 


joist is equal to or greater than the span shown in Tables A 
and B except in accordance with WAC 296-155-709(4). 

(e) When permanent bridging terminus points cannot be 
used during erection, additional temporary bridging terminus 
points are required to provide stability. (See Appendix E of 
this part.) 

(4) Erection bridging. 

(a) Where the span of the steel joist is equal to or greater 
than the span shown in Tables A and B, the following ((mast 
apphy)) applies: 


Permanent 


before the hoisting cable(s) is released. 

(f) When bolted diagonal erection bridging is required by 
this section, the following ((mustapply)) applies: 

(1) The bridging must be indicated on the erection draw- 
ing; 

(11) The erection drawing must be the exclusive indicator 
of the proper placement of this bridging; 

(iii) You must use shop-installed bridging clips, or func- 
tional equivalents, ((atest-be-ased)) where the bridging bolts 
to the steel joists; 

(iv) When two pieces of bridging are attached to the steel 
joist by a common bolt, you must not remove the nut that 
secures the first piece of bridging ((must-netberemeved)) 
from the bolt for the attachment of the second; and 

(v) Bridging attachments must not protrude above the 
top chord of the steel joist. 


Joist Span Joist Span ing: 
18LH02 33-0 28LH06 42-0 

18LH03 NM 28LH07 NM 

18LH04 NM 28LH08 NM steel joist; 
18LH05 NM 28LH09 NM 

18LH06 NM 28LH10 NM 

18LH07 NM 28LH11 NM 

18LH08 NM 28LH12 NM 

18LH09 NM 28LH13 NM 

20LH02 33-0 32LH06 47-0 through 60-0 

20LH03 38-0 32LH07 47-0 through 60-0 

20LH04 NM 32LH08 55-0 through 60-0 

20LH05 NM 32LH09 NM through 60-0 

20LH06 NM 32LH10 NM through 60-0 diagonal bridging; 
20LH07 NM 32LH11 NM through 60-0 

20LH08 NM 32LH12 NM through 60-0 

20LH09 NM 32LH13 NM through 60-0 

20LH10 NM 32LH14 NM through 60-0 

24LH03 35-0 32LH15 NM through 60-0 

24LH04 39-0 36LH07 47-0 through 60-0 

24LH05 40-0 36LH08 47-0 through 60-0 

24LH06 45-0 36LH09 57-0 through 60-0 

24LH07 NM 36LH10 NM through 60-0 

24LH08 NM 36LH11 NM through 60-0 

24LH09 NM 36LH12 NM through 60-0 

24LH10 NM 36LH13 NM through 60-0 

24LH11 NM 36LH14 NM through 60-0 

28LH05 42-0 36LH15 NM through 60-0 
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(5) Landing and placing loads. 

(a) During the construction period, the employer placing 
a load on steel joists must ensure that the load is distributed 
so as not to exceed the carrying capacity of any steel joist. 

(b) Except for (d) of this subsection, no construction 
loads are allowed on the steel joists until all bridging is 
installed and anchored and all joist-bearing ends are attached. 

(c) The weight of a bundle of joist bridging must not 
exceed a total of ((enetheusand)) 1,000 pounds (454 kg). 
You must place a bundle of joist bridging ((mustbe-placed)) 
on a minimum of ((three)) 3 steel joists that are secured at one 
end. The edge of the bridging bundle must be positioned 
within one foot (.30 m) of the secured end. 

(d) No bundle of decking may be placed on steel joists 
until all bridging has been installed and anchored and all joist 
bearing ends attached, unless all of the following conditions 
are met: 

(1) The employer has first determined from a qualified 
person and documented in a site-specific erection plan that 
the structure or portion of the structure is capable of support- 
ing the load; 

(ii) The bundle of decking is placed on a minimum of 
((thtee)) 3 steel joists; 

(iii) The joists supporting the bundle of decking are 
attached at both ends; 

(iv) At least one row of bridging is installed and 
anchored; 

(v) The total weight of the bundle of decking does not 
exceed ((feurtheusand)) 4,000 pounds (1816 kg); and 

(vi) Placement of the bundle of decking must be in 
accordance with (e) of this subsection. 

(e) The edge of the construction load must be placed 
within one foot (.30 m) of the bearing surface of the joist end. 


AMENDATORY SECTION (Amending WSR 02-13-115, 
filed 6/19/02, effective 9/1/02) 


WAC 296-155-711 Systems-engineered metal build- 
ings. (1) All of the requirements of this part apply to the erec- 
tion of systems-engineered metal buildings except WAC 
296-155-707 (column anchorage) and WAC 296-155-709 
(open web steel joists). 

(2) Each structural column must be anchored by a mini- 
mum of ((feur)) 4 anchor rods (anchor bolts). 

(3) Rigid frames must have ((f#fs-pereent)) 50% of their 
bolts or the number of bolts specified by the manufacturer 
(whichever is greater) installed and tightened on both sides of 
the web adjacent to each flange before the hoisting equip- 
ment is released. 

(4) You must not place construction loads ((mustnotbe 
ptaced)) on any structural steel framework unless such frame- 
work is safely bolted, welded or otherwise adequately 
secured. 

(5) In girt and eave strut-to-frame connections, when 
girts or eave struts share common connection holes, at least 
one bolt with its wrench-tight nut must remain connected to 
the first member unless a manufacturer-supplied, field- 
attached seat or similar connection device is present to secure 
the first member so that the girt or eave strut is always 
secured against displacement. 
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(6) Both ends of all steel joists or cold-formed joists 
must be fully bolted and/or welded to the support structure 
before: 

(a) Releasing the hoisting cables; 

(b) Allowing an employee on the joists; or 

(c) Allowing any construction loads on the joists. 

(7) You must not use purlins and girts ((must-netbe 
used)) as an anchorage point for a fall arrest system unless 
written approval is obtained from a qualified person. 

(8) Purlins may only be used as a walking/working sur- 
face when installing safety systems, after all permanent 
bridging has been installed and fall protection is provided. 

(9) Construction loads may be placed only within a zone 
that is within ((eight)) 8 feet (2.5 m) of the center line of the 
primary support member. 


AMENDATORY SECTION (Amending WSR 02-13-115, 
filed 6/19/02, effective 9/1/02) 


WAC 296-155-714 Falling object protection. (1) 
Securing loose items aloft. You must secure all materials, 
equipment, and tools, which are not in use while aloft, ((maust 
be-seeured)) against accidental displacement. 

(2) Protection from falling objects other than materi- 
als being hoisted. The controlling contractor must bar other 
construction processes below steel erection unless overhead 
protection for the employees below is provided. 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-155-716 Fall protection. (1) General 
requirements. 

(a) Fall protection will be in accordance with chapter 
296-155 WAC, Part C-1, Fall protection requirements for 
construction. 

(b) During steel erection activities, fall protection must 
be as required by chapter 296-155 WAC, Part C-1. Addition- 
ally, on multistory structures, you must install perimeter 
safety cables ((mustbemstaHed)) at the final interior and 
exterior perimeters of the floors as soon as metal decking has 
been installed. See Appendix D. 

(2) Connectors. Each connector must: Have completed 
connector training in accordance with WAC 296-155-717. 

(3) Custody of fall protection. Fall protection provided 
by the steel erector must remain in the area where steel erec- 
tion activity has been completed, to be used by other trades, 
only if the controlling contractor or its authorized representa- 
tive: 

(a) Has directed the steel erector to leave the fall protec- 
tion in place; and 

(b) Has inspected and accepted control and responsibil- 
ity of the fall protection prior to authorizing persons other 
than steel erectors to work in the area. 


AMENDATORY SECTION (Amending WSR 09-15-145, 
filed 7/21/09, effective 9/1/09) 


WAC 296-155-717 Training. (1) Training personnel. 
Training required by this section must be provided by a qual- 
ified person(s). 
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(2) Fall hazard training. ((Fhe-empleyershall)) You 


must train each employee exposed to a fall hazard in accor- 
dance with the requirements of this chapter. ((Fhe-empleyer 
shall)) You must institute a training program as required by 
chapter 296-155 WAC, Part C-1, and ensure employee par- 
ticipation in the program. 

(3) Special training programs. In addition to the train- 
ing required in subsection (2) of this section, ((the-empleyer)) 
you must provide special training to employees engaged in 
the following activities: 

(a) Multiple lift rigging procedure. ((Fhe—employer 
maust)) You must ensure that each employee who performs 
multiple lift rigging has been provided training in the follow- 
ing areas: 

(i) The nature of the hazards associated with multiple 
lifts; and 

(ii) The proper procedures and equipment to perform 
multiple lifts required by WAC 296-155-704(5). 

(b) Connector procedures. ((Fhe-empleyermust)) You 
must ensure that each connector has been provided training in 
the following areas: 

(1) The nature of the hazards associated with connecting 
(see Appendix D for nonmandatory training guidelines); and 

(ii) The establishment, access, proper connecting tech- 
niques, double connections, and work practices, required by 
WAC 296-155-708(3) and Part C-1, chapter 296-155 WAC. 


AMENDATORY SECTION (Amending WSR 90-03-029, 
filed 1/11/90, effective 2/26/90) 


WAC 296-155-725 Definitions applicable to this part. 
((H))Acceptable((“means)). Any device, equipment, or 
appliance that is either approved by MSHA and maintained 
in permissible condition, or is listed or labeled for the class 
and location under Part I of this chapter. 

((@~))Bulkhead((“means)). An airtight structure sep- 
arating the working chamber from free air or from another 
chamber under a lesser pressure than the working pressure. 

((@}“))Caisson((*means)). A wood, steel, concrete or 
reinforced concrete, air- and water-tight chamber in which it 
is possible for persons to work under air pressure greater than 
atmospheric pressure to excavate material below water level. 

((4)))Cofferdam((“means)). A watertight barricade 
or enclosure erected, sunk, driven or otherwise fabricated to 
permit the performance of work where hydrostatic pressure 
exists. 

((G}—))Decanting((*—means)). A method used for 
decompressing under emergency circumstances. In this pro- 
cedure, the employees are brought to atmospheric pressure 
with a very high gas tension in the tissues and then immedi- 
ately recompressed in a second and separate chamber or lock. 

((6+*))Emergency locks((“means)). A lock designed 
to hold and permit the quick passage of an entire shift of 
employees. 

((4“))High air((means)). Air pressure used to supply 
power to pneumatic tools and devices. 

((€8*))Low air((“means)). Air supplied to pressurize 
working chambers and locks. 

(((9}“))Man lock((“means)). A chamber through which 
persons pass from one air pressure environment into another. 
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((4-0}*))Materials lock((means)). A chamber through 
which materials and equipment pass from one air pressure 
environment into another. 

((G-4H))Medical lock((*means)). A special chamber in 
which employees are treated for decompression illness. It 
may also be used in ((pre-emplteyment)) preemployment 
physical examinations to determine the adaptability of the 
prospective employee to changes in pressure. 

((G2))Rapid excavation machine((“means)). Tun- 
nel boring machines, shields, roadheaders, or any other simi- 
lar excavation machine. 

((G3}—))Normal_ condition((—means)). One during 
which exposure to compressed air is limited to a single con- 
tinuous working period followed by a single decompression 
in any given 24-hour period; the total time of exposure to 
compressed air during the single continuous working period 
is not interrupted by exposure to normal atmospheric pres- 
sure, and a second exposure to compressed air does not occur 
until at least 12 consecutive hours of exposure to normal 
atmospheric pressure has elapsed since the employee has 
been under pressure. 

((G4—))Pressure((“means)). A force acting on a unit 
area. Usually shown as pounds per square inch. (p.s.1.) 

((G5}—))Absolute pressure((")) (p.s.i.a.) ((means)). 
The sum of the atmospheric pressure and gauge pressure. 
(p.s.1.g.) 

((G6)}))Atmospheric pressure((“-means)). The pres- 
sure of air at sea level, usually 14.7 p.s.i.a. (1 atmosphere), or 
0 p.s.i.g. 

((G-4))Gauge pressure((“)) (p.s.i.g.) ((freans)). Pres- 
sure measured by a gauge and indicating the pressure exceed- 
ing atmospheric. 

((A-8}“))Safety screen((“+means)). An air- and water- 
tight diaphragm placed across the upper part of a compressed 
air tunnel between the face and bulkhead, in order to prevent 
flooding the crown of the tunnel between the safety screen 
and the bulkhead, thus providing a safe means of refuge and 
exit from a flooding or flooded tunnel. 

((A-9}))Special decompression chamber((“means)). 
A chamber to provide greater comfort for employees when 
the total decompression time exceeds 75 minutes. 

((@0"))Working chamber((*-means)). The space or 
compartment under air pressure in which the work is being 
done. 

((2H—*))C.F.R.((S4means)) Code of Federal Regula- 
tions. 

((@2-"))MSHA((*-means)). Mine Safety and Health 
Administration. 

((@3)}—))NIOSH((“—means)). National Institute for 
Occupational Safety and Health. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-730 Tunnels and shafts. (1) Scope and 
application. 

(a) This section applies to the construction of under- 
ground tunnels, shafts, chambers, and passageways. This sec- 
tion also applies to cut-and-cover excavations which are both 
physically connected to ongoing underground construction 
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operations within the scope of this section, and covered in 
such a manner as to create conditions characteristic of under- 
ground construction. 

(b) This section does not apply to excavation and trench- 
ing operations covered by Part N of this chapter, such as 
foundation operations for above-ground structures that are 
not physically connected to underground construction opera- 
tions, and surface excavation. 

(c) ((Fhe-employershal)) You must comply with the 
requirements of this part and chapter in addition to applicable 
requirements of chapter 296-36 WAC, Safety standards— 
Compressed air work. 

(2) Access and egress. 

(a) Each operation ((shaH)) must have a check-in/check- 
out system that will provide positive identification of every 
employee underground. You must keep an accurate record of 
identification and location of the employees ((shal-be-kept)) 
on the surface. This procedure is not required when the con- 
struction of underground facilities designed for human occu- 
pancy has been sufficiently completed so that the permanent 
environmental controls are effective, and when the remaining 
construction activity will not cause any environmental haz- 
ard, or structural failure within the facilities. 


(b) (Fhe empleyershal)) You must provide and main- 


tain safe means of access and egress to all work stations. 

(c) (Fhe-empleyer-shal)) You must provide access and 
egress in such a manner that employees are protected from 
being struck by excavators, haulage machines, trains, and 
other mobile equipment. 

(d) (Fhe empleyershal)) You must control access to all 
openings to prevent unauthorized entry underground. Unused 
chutes, manways, or other openings ((shaH)) must be tightly 
covered, bulkheaded, or fenced off, and ((shal)) must be 
posted with warning signs indicating "keep out" or similar 
language. Completed or unused sections of the underground 
facility ((shaH)) must be barricaded. 

(3) Safety instruction. You must instruct all employees 
((shal be-imstruected)) in the recognition and avoidance of 
hazards associated with underground construction activities 
including, where appropriate, the following subjects: 

(a) Air monitoring; 

(b) Ventilation; 

(c) Confined space entry procedures; 

(d) Permit-required confined space entry procedures; 

(e) Illumination; 

(f) Communications; 

(g) Flood control; 

(h) Mechanical equipment; 

(1) Personal protective equipment; 

(j) Explosives; 

(k) Fire prevention and protection; and 

(1) Emergency procedures, including evacuation plans 
and check-in/check-out systems. 

(4) Notification. 

(a) You must inform oncoming shifts ((shal—be 
infermed)) of any hazardous occurrences or conditions that 
have affected, or might affect employee safety, including lib- 
eration of gas, equipment failures, earth or rock slides, cave- 
ins, floodings, fire(s), or explosions. 
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(b) You must record information specified in (a) of this 
subsection ((shalHbe+ecorded)) in a shift journal which 
((shaH)) must be current prior to the end of each shift, and 
((shaH)) must be located aboveground. 

(c) Oncoming supervisory personnel ((shaH)) must read 
the notification prior to going underground, and ((skaH)) 
must signify their understanding of the contents by affixing 
their respective initials to the log. 

(d) You must retain the hazard notification log ((shaltbe 
retained)) on the site until the completion of the project. 

(e) (Fhe empleyershal)) You must establish and main- 
tain direct communications for coordination of activities with 
other employers whose operations at the job site affect or 
may affect the safety of employees underground. 

(5) Communications. 

(a) When natural unassisted voice communication is 
ineffective, you must use a power-assisted means of voice 
communication ((shaH-be-used)) to provide communication 
between the work face, the bottom of the shaft, and the sur- 
face. 

(b) You must provide two effective means of communi- 
cation, at least one of which ((skaH)) must be voice commu- 
nication, ((shal-be-previded)) in all shafts which are being 
developed or used either for personnel access or for hoisting. 
Additional requirements for hoist operator communication 
are contained in subsection (22)(c)(xv) of this section. 

(c) Powered communication systems ((shaH)) must oper- 
ate on an independent power supply, and ((shaH)) must be 
installed so that the use of or disruption of any one phone or 
signal location will not disrupt the operation of the system 
from any other location. 

(d) You must test communication systems ((shall-be 
tested)) upon initial entry of each shift to the underground, 
and as often as necessary at later times, to ensure that they are 
in working order. 

(e) You must provide any employee working alone 
underground in a hazardous location, who is both out of the 
range of natural unassisted voice communication and not 
under observation by other persons, ((shal-be-previded)) 
with an effective means of obtaining assistance in an emer- 
gency. 

(6) Emergency provisions. Hoisting capability. When a 
shaft is used as a means of egress, ((the-employer-shal)) you 
must make advance arrangements for power-assisted hoisting 
capability to be readily available in an emergency, unless the 
regular hoisting means can continue to function in the event 
of an electrical power failure at the job site. Such hoisting 
means ((shaH)) must be designed so that the load hoist drum 
is powered in both directions of rotation and so that the brake 
is automatically applied upon power release or failure. 

(7) Self-rescuers. ((Fhe-empleyer)) You must provide 
self-rescuers certified by the National Institute for Occupa- 
tional Safety and Health under 42 C.F.R. Part 84. The respi- 
rators must be immediately available to all employees at 
work stations in underground areas where employees might 
be trapped by smoke or gas. The selection, issuance, use, and 
care of respirators must be in accordance with the require- 
ments of chapter 296-842 WAC. 

(8) Designated person. At least one designated person 
((shaH)) must be on duty aboveground whenever any 
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employee is working underground. This designated person 
((shaH)) must be responsible for securing immediate aid and 
keeping an accurate record of the number, identification, and 
location of employees who are underground in case of emer- 
gency. The designated person must not be so busy with other 
responsibilities that the personnel counting and identification 
function is encumbered. 


(9) Emergency lighting. Each employee underground 
((shaH)) must have an acceptable portable hand lamp or cap 
lamp in his or her work area for emergency use, unless natu- 
ral light or an emergency lighting system provides adequate 
illumination for escape. 


(10) Rescue teams. 


(a) On job sites where 25 or more employees work 
underground at one time, ((the-empleyer-shal)) you must 
provide (or make arrangements in advance with locally avail- 
able rescue services to provide) at least two 5-person rescue 
teams, one on the job site or within ((ene-half)) 1/2 hour 
travel time from the entry point, and the other within 2 hours 
travel time. 


(b) On job sites where less than 25 employees work 
underground at one time, ((the-empleyer-shaH)) you must 
provide (or make arrangements in advance with locally avail- 
able rescue services to provide) at least one 5-person rescue 
team to be either on the job site or within ((ene-hal)) 1/2 
hour travel time from the entry point. 


(c) Rescue team members ((sha)) must be qualified in 
rescue procedures, the use and limitations of breathing appa- 
ratus, and the use of firefighting equipment. ((Qualifieatiens 
shal be+eviewed)) You must review qualification not less 
than annually. 


(d) On job sites where flammable or noxious gases are 
encountered or anticipated in hazardous quantities, rescue 
team members ((shaH)) must practice donning and using 
pressure demand mode, self-contained breathing apparatuses 
monthly. 

(e) (Fhe-empleyershal)) You must ensure that rescue 
teams are familiar with conditions at the job site. 

(11) Hazardous classifications. 

(a) Potentially gassy operations. Underground construc- 
tion operations ((shaH)) must be classified as potentially 
gassy if either: 

(i) Air monitoring discloses 10 ((pereent)) % or more of 
the lower explosive limit for methane or other flammable 
gases measured at 12 inches (304.8 mm)+/-0.25 inch (6.35 
mm) from the roof, face, floor, or walls in any underground 
work area for more than a 24-hour period; or 


(ii) The history of the geographical area or geological 
formation indicates that 10 ((pereent)) % or more of the lower 
explosive limit for methane or other flammable gases is 
likely to be encountered in such underground operations. 


(b) Gassy operations. Underground construction opera- 
tions ((shaH)) must be classified as gassy if: 

(i) Air monitoring discloses 10 percent or more of the 
lower explosive limit for methane or other flammable gases 
measured at 12 inches (304.8 mm)+/-0.25 inch (6.35 mm) 
from the roof, face, floor, or walls in any underground work 
area for ((three)) 3 consecutive days; or 
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(ii) There has been an ignition of methane or of other 
flammable gases emanating from the strata that indicates the 
presence of such gases; or 

(iii) The underground construction operation is both con- 
nected to an underground work area which is currently clas- 
sified as gassy and is also subject to a continuous course of air 
containing the flammable gas concentration. 

(c) Declassification to potentially gassy operations. 
Underground construction gassy operations may be declassi- 
fied to potentially gassy when air monitoring results remain 
under 10 ((pereent)) % of the lower explosive limit for meth- 
ane or other flammable gases for ((three)) 3 consecutive days. 

(12) Gassy operations—Additional requirements. 
((Onty)) You must only use acceptable equipment, main- 
tained in suitable condition, ((shaH-be-ased)) in gassy opera- 
tions. 

(a) Mobile diesel-powered equipment used in gassy 
operations ((shaH)) must be either approved in accordance 
with the requirements of 30 C.F.R. Part 36 (formerly Sched- 
ule 31) by MSHA, or ((shaH be-demonstrated bythe 
emptoeyer)) you must demonstrate it to be fully equivalent to 
such MSHA-approved equipment, and ((sha})) it must be 
operated in accordance with that part. 

(b) You must prominently post each entrance to a gassy 
operation ((shal-be-prominenth-pested)) with signs notifying 
all entrants of the gassy classification. 

(c) Smoking ((shaH)) must be prohibited in all gassy 
operations and ((the-emploeyer-shal)) you must be responsi- 
ble for collecting all personal sources of ignition, such as 
matches and lighters, from all persons entering a gassy oper- 
ation. 

(d) You must maintain a fire watch as described in chap- 
ter 296-155 WAC, Part H, ((shal-be-maitained)) when hot 
work is performed. 

(e) Once an operation has met the criteria in subsection 
(11)(a)() of this section, warranting classification as gassy, 
you must discontinue all operations in the affected area, 
except the following, ((shal-be-diseentinued)) until the oper- 
ation either is in compliance with all of the gassy operation 
requirements or has been declassified in accordance with (c) 
of this subsection: 

(1) Operations related to the control of the gas concentra- 
tion; 

(ii) Installation of new equipment, or conversion of 
existing equipment, to comply with this subsection; and 

(iii) Installation of above-ground controls for reversing 
the air flow. 

(13) Air quality and monitoring. 

(a) General. Air quality limits and control requirements 
specified in chapter 296-841 WAC ((skal})) apply except as 
modified by this subsection. 

(b) ((Fhe-empteyershal})) You must assign a competent 
person who ((skhaH)) must perform all air monitoring required 
by this section. 

(c) Where this section requires monitoring of airborne 
contaminants "as often as necessary," the competent person 
((skaH)) must make a reasonable determination as to which 
substances to monitor and how frequently to monitor, consid- 
ering at least the following factors: 
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(1) Location of job site: Proximity to fuel tanks, sewers, 
gas lines, old landfills, coal deposits, and swamps; 

(11) Geology: Geological studies of the job site, particu- 
larly involving the soil type and its permeability; 

(iii) History: Presence of air contaminants in nearby job 
sites, changes in levels of substances monitored on the prior 
shift; and 

(iv) Work practices and job site conditions: The use of 
diesel engines, use of explosives, use of fuel gas, volume and 
flow of ventilation, visible atmospheric conditions, decom- 
pression of the atmosphere, welding, cutting and hot work, 
and employees' physical reactions to working underground. 

(d) (Fhe-empleyer-shal)) You must provide testing and 
monitoring instruments which are capable of achieving com- 
pliance with the provisions of this subsection, and: 

(i) ((Skalt)) Must maintain the testing and monitoring 
instruments in good condition; 

(ii) ((Sha)) Must calibrate the instruments on a fre- 
quency not to exceed 6 months. 

(e) Exposure to airborne contaminants ((skaH)) must not 
exceed the levels established by chapter 296-841 WAC. 

(f) ((Respiraters-shall netbe-substituted)) You must not 
substitute respirators for environmental control measures. 
However, where environmental controls have not yet been 
developed, or when necessary by the nature of the work 
involved (for example, welding, sand blasting, lead burning), 
an employee may work for short periods of time in concentra- 
tions of airborne contaminants which exceed the limit of per- 
missible exposure referred to in (d) of this subsection, if the 
employee wears a respiratory protective device certified by 
MSHA-NIOSH for protection against the particular hazards 
involved, and the selection and use of respirators complies 
with the provisions of chapter 296-842 WAC. 

(g) ((Employees-shall_be-withdrawn)) You must with- 
draw employees from areas in which there is a concentration 
of an airborne contaminant which exceeds the permissible 
exposure limit listed for that contaminant, except as modified 
in (t)(i) and (ii) of this subsection. 

(h) You must test the atmosphere in all underground 
work areas ((shalH-be-tested)) as often as necessary to assure 
that the atmosphere at normal atmospheric pressure contains 
at least 19.5 ((pereent)) % oxygen and no more than 22 ((per- 
eent)) % oxygen. 

(i) You must perform tests for oxygen content ((skal-be 
made)) before tests for air contaminants. 

(j) You must use field-type oxygen analyzers, or other 
suitable devices, ((shaH-be-used)) to test for oxygen defi- 
ciency. 

(k) You must test the atmosphere in all underground 
work areas ((shalbe-+ested)) quantitatively for carbon mon- 
oxide, nitrogen dioxide, hydrogen sulfide, and other toxic 
gases, dust, vapors, mists, and fumes as often as necessary to 
ensure that the permissible exposure limits prescribed in 
chapter 296-62 WAC, Part H, are not exceeded. 

(1) You_must_test_the atmosphere in all underground 
work areas ((shalbe+ested)) quantitatively for methane and 
other flammable gases as often as necessary to determine: 

(1) Whether action is to be taken under (q), (r), and (s) of 
this subsection; and 
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(ii) Whether an operation is to be classified potentially 
gassy or gassy under subsection (11) of this section. 

(m) If diesel-engine or gasoline-engine driven ventilat- 
ing fans or compressors are used, you must make an initial 
test ((shal-be+made)) of the inlet air of the fan or compressor, 
with the engines operating, to ensure that the air supply is not 
contaminated by engine exhaust. 

(n) ((Festing—shall be-perfermed)) You must perform 
testing as often as necessary to ensure that the ventilation 
requirements of subsection (15) of this section are met. 

(o) When rapid excavation machines are used, you must 
operate a continuous flammable gas monitor ((skaH-be-eper- 
ated)) at the face with the sensor(s) placed as high and close 
to the front of the machine's cutter head as practicable. 

(p) Whenever air monitoring indicates the presence of 5 
ppm or more of hydrogen sulfide, you must conduct a test 
((shal be-condueted)) in the affected underground work 
area(s), at least at the beginning and midpoint of each shift, 
until the concentration of hydrogen sulfide has been less than 
5 ppm for 3 consecutive days. 

(1) Whenever hydrogen sulfide is detected in an amount 
exceeding 10 ppm, you must use a continuous sampling and 
indicating hydrogen sulfide monitor ((shaH-be-used)) to mon- 
itor the affected work area. 

(ii) (Empleyees-shal_benfermed)) You must inform 
employees when a concentration of 10 ppm hydrogen sulfide 
is exceeded. 

(iii) The continuous sampling and indicating hydrogen 
sulfide monitor ((shaH)) must be designed, installed, and 
maintained to provide a visual and aural alarm when the 
hydrogen sulfide concentration reaches 15 ppm to signal that 
additional measures, such as respirator use, increased ventila- 
tion, or evacuation, might be necessary to maintain hydrogen 
sulfide exposure below the permissible exposure limit. 

(q) When the competent person determines, on the basis 
of air monitoring results or other information, that air con- 
taminants may be present in sufficient quantity to be danger- 
ous to life, ((the-empleyershal)) you must: 

(i) Prominently post a notice at all entrances to the 
underground job site to inform all entrants of the hazardous 
condition; and 

(11) Immediately increase sampling frequency levels to 
insure workers are not exposed to identified contaminants in 
excess of the permissible exposure limit(s); and 

(iii) Ensure that all necessary precautions are taken to 
comply with pertinent requirements of this section, and chap- 
ter 296-62 WAC. 

(r) Whenever ((f#ve-pereent)) 5% or more of the lower 
explosive limit for methane or other flammable gases is 
detected in any underground work area(s) or in the air return, 
you must take steps ((skaH-be+taken)) to increase ventilation 
air volume or otherwise control the gas concentration, unless 
the employer is operating in accordance with the potentially 
gassy or gassy operation requirements. Such additional venti- 
lation controls may be discontinued when gas concentrations 
are reduced below ((five-pereent)) 5% of the lower explosive 
limit, but ((shaH)) must be reinstituted whenever the ((five 
pereent)) 5% level is exceeded. 

(s) Whenever 10 ((pereent)) % or more of the lower 
explosive limit for methane or other flammable gases is 
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detected in the vicinity of welding, cutting, or other hot work, 
you must suspend such work ((shal-be-suspended)) until the 
concentration of such flammable gas is reduced to less than 
10 ((pereent)) % of the lower explosive limit. 

(t) Whenever 20 ((percent)) % or more of the lower 
explosive limit for methane or other flammable gases is 
detected in any underground work area(s) or in the air return: 

(i) You must immediately withdraw all employees, 
except those necessary to eliminate the hazard, ((shaHbe 
immmediatelywithdrawn)) to a safe location above ground; 
and 

(ii) Employees who remain underground to correct or 
eliminate the hazard described in (t) above ((shaH)) must be 
equipped with approved, pressure demand mode, self-con- 
tained breathing apparatus, and ((shaH)) must have received 
adequate training in the proper use of that equipment. 

(iii) You must cut off electrical power, except for accept- 
able pumping and ventilation equipment, ((shall-be-cut-eff)) 
to the area endangered by the flammable gas until the concen- 
tration of such gas is reduced to less than 20 ((pereent)) % of 
the lower explosive limit. 

(14) Additional monitoring for potentially gassy and 
gassy operations. Operations which meet the criteria for 
potentially gassy and gassy operations set forth in subsection 
(13) of this section ((skaH)) must be subject to the additional 
monitoring requirements of this subsection. 

(a) You must conduct a test for oxygen content ((shalbe 
eenducted)) in the affected underground work areas and work 
areas immediately adjacent to such areas at least at the begin- 
ning and midpoint of each shift. 

(b) When using rapid excavation machines, you must use 
continuous automatic flammable gas monitoring equipment 
((shall be+used)) to monitor the air at the heading, on the rib, 
and in the return air duct. The continuous monitor ((shaH)) 
must signal the heading, and shut down electric power in the 
affected underground work area, except for acceptable pump- 
ing and ventilation equipment, when 20 ((pereent)) % or 
more of the lower explosive limit for methane or other flam- 
mable gases is encountered. 

(i) You must use a manual flammable gas monitor ((shalt 
be-used)) as needed, but at least at the beginning and mid- 
point of each shift, to ensure that the limits prescribed in sub- 
sections (11) and (13) of this section are not exceeded. In 
addition, you must provide a manual electrical shut down 
control ((shaH)) must be provided near the heading. 

(ii) You must make local gas tests ((shalH-be-made)) prior 
to and continuously during any welding, cutting, or other hot 
work. 

(iii) In underground operations driven by drill-and-blast 
methods, you must test the air in the affected area ((shal-be 
tested)) for flammable gas prior to re-entry after blasting, and 
continuously when employees are working underground. 

(c) Recordkeeping. You must maintain a record of all air 
quality tests ((shaH -be-maintained)) above ground at the 
worksite and be made available to the director or his/her rep- 
resentatives upon request. The record ((sha)) must include 
the location, date, time, substance and amount monitored. 
You must retain records of exposures to toxic substances 
((shal-be-retained)) in accordance with Part B, chapter 296- 
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62 WAC. You must retain all other air quality test records 
((shaH-be-+retained)) until completion of the project. 

(15) Ventilation. 

(a)(i) You must supply fresh air ((shaH-be-suppled)) to 
all underground work areas in sufficient quantities to prevent 
dangerous or harmful accumulation of dust, fumes, mists, 
vapors, or gases. 

(ii) You must provide mechanical ventilation ((shalbe 
provided)) in all underground work areas except when the 
employer can demonstrate that natural ventilation provides 
the necessary air quality through sufficient air volume and air 
flow. 

(b) You must supply a minimum of 200 cubic feet (5.7 
m°) of fresh air per minute ((shaH-be-suppHed)) for each 
employee underground. 

(c) The linear velocity of air flow in the tunnel bore, in 
shafts, and in all other underground work areas ((sha})) must 
be at least 30 feet (9.15 m) per minute where blasting or rock 
drilling is conducted, or where other conditions likely to pro- 
duce dust, fumes, mists, vapors, or gases in harmful or explo- 
sive quantities are present. 

(d) The direction of mechanical air flow ((shaH)) must be 
reversible. 

(e) You must not use air that has passed through under- 
ground oil or fuel-storage areas ((shal net be-used)) to venti- 
late working areas. 

(£) Following blasting, ventilation systems ((shaH)) must 
exhaust smoke and fumes to the outside atmosphere before 
work is resumed in affected areas. 

(g) Ventilation doors ((shalt)) must be designed and 
installed so that they remain closed when in use, regardless of 
the direction of the air flow. 

(h) When ventilation has been reduced to the extent that 
hazardous levels of methane or flammable gas may have 
accumulated, a competent person ((shaH)) must test all 
affected areas after ventilation has been restored and ((skaH)) 
must determine whether the atmosphere is within flammable 
limits before any power, other than for acceptable equipment, 
is restored or work is resumed. 

(1) Whenever the ventilation system has been shut down 
with all employees out of the underground area, you must 
only allow competent persons authorized to test for air con- 
taminants ((shal-be-aHewed)) underground until the ventila- 
tion has been restored and all affected areas have been tested 
for air contaminants and declared safe. 

(j) When drilling rock or concrete, you must take appro- 
priate dust control measures ((shaH-be+taken)) to maintain 
dust levels within limits set in chapter 296-155 WAC, Part B- 
1. Such measures may include, but are not limited to, wet 
drilling, the use of vacuum collectors, and water mix spray 
systems. 

(k)(i) Internal combustion engines, except diesel-pow- 
ered engines on mobile equipment, are prohibited under- 
ground. 

(ii) Mobile diesel-powered equipment used underground 
in atmospheres other than gassy operations ((shal)) must be 
either approved by MSHA in accordance with the provisions 
of 30 C.F.R. Part 32 (formerly Schedule 24), or ((shalH-be 


demonstrated by the employer)) you must prove it to be fully 
equivalent to such MSHA-approved equipment, and ((shal)) 
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it must be operated in accordance with that Part. (Each brake 
horsepower of a diesel engine requires at least 100 cubic feet 
(28.32 m°) of air per minute for suitable operation in addition 
to the air requirements for personnel. Some engines may 
require a greater amount of air to ensure that the allowable 
levels of carbon monoxide, nitric oxide, and nitrogen dioxide 
are not exceeded.) 

(iii) ((Appheation-shal be-made)) You must submit an 
application to the mining/explosives section, department of 
labor and industries, for permission to use specified diesel 
equipment in a specified underground area and ((sha)) it 
must include the following: 

(A) The type of construction and complete identification 
data and specifications including analysis of the undiluted 
exhaust gases of the diesel equipment. 

(B) The location where the diesel equipment is to be 
used. 

(C) Before the diesel equipment is taken underground, 
you must obtain written permission ((shall be-obtained)) from 
the department of labor and industries or its duly authorized 
representative. A satisfactory test on surface, to show that the 
exhaust gases do not exceed the maximum percentage of car- 
bon monoxide permitted, ((skal-be)) is required. 

(D) You must only use diesel equipment ((shaH-enk-be 
used)) underground where the ventilation is controlled by 
mechanical means and ((shaH)) must not be operated if the 
ventilating current is less than 100 CFM per horsepower 
based on the maximum brake horsepower of the engines. 

(E) You must take air measurements ((shaH-be-made)) at 
least once daily in the diesel engine working area and the 
measurements entered in the Underground Diesel Engine 
Record Book. Permissible maximum amounts of noxious 
gases are as follows: 


At engine exhaust 


ports Carbon Monoxide 10% 1,000 ppm? 
Next to equipment Carbon Monoxide .0035% 35 ppm 
General atmosphere Carbon Monoxide .0035% 35 ppm 
General atmosphere Nitrogen Dioxide .0001% 1 ppm 
General atmosphere Aldehydes .0002% 2 ppm 


3Parts of vapor or gas per million parts of contaminated air by volume at 
25°C and 760 mm Hg. pressure. 


(1) Potentially gassy or gassy operations ((skaH)) must 
have ventilation systems installed which ((skaH)) must: 

(1) Be constructed of fire-resistant materials; and 

(ii) Have acceptable electrical systems, including fan 
motors. 

(m) You must provide gassy operations ((shal-be-pre- 
vided)) with controls located aboveground for reversing the 
air flow of ventilation systems. 

(n) In potentially gassy or gassy operations, wherever 
mine-type ventilation systems using an offset main fan 
installed on the surface are used, they ((shaH)) must be 
equipped with explosion-doors or a weak-wall having an area 
at least equivalent to the cross-sectional area of the airway. 

(16) Illumination. 

(a) You must provide sufficient lighting ((shaH-be-pre- 
vided,)) in accordance with the requirements of chapter 296- 
155 WAC, Part B-1, to permit safe operations at the face as 
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well as in the general tunnel or shaft area and at the employ- 
ees' workplace. 

(b) ((Onby)) You must only use acceptable portable light- 
ing ((shalbe-used)) within 50 feet (15.24 m) of any under- 
ground heading during explosive handling. 

(17) Fire prevention and control. Fire prevention and 
protection requirements applicable to underground construc- 
tion operations are found in Part D of this chapter except as 
modified by the following additional standards. 

(a) Open flames and fires are prohibited in all under- 
ground construction operations except as permitted for weld- 
ing, cutting, and other hot work operations. 

(1) Smoking may be allowed only in areas free of fire and 
explosion hazards. 

(ii) You must post readily visible signs prohibiting 
smoking and open flames ((shall-be-pested)) in areas having 
fire or explosion hazards. 

(iii) You must prohibit the carrying of matches, lighters, 
or other flame-producing smoking materials ((shaH-be-pre- 
hibited)) in all underground operations where fire or explo- 
sion hazards exist. 

(b) ((Fhe-empleyer)) You may store underground no 
more than a 24-hour supply of diesel fuel for the underground 
equipment used at the worksite. 

(c) The piping of diesel fuel from the surface to an under- 
ground location is permitted only if: 

(1) Diesel fuel is contained at the surface in a tank whose 
maximum capacity is no more than the amount of fuel 
required to supply for a 24-hour period the equipment ser- 
viced by the underground fueling station; and 

(ii) The surface tank is connected to the underground 
fueling station by an acceptable pipe or hose system that is 
controlled at the surface by a valve, and at the shaft bottom by 
a hose nozzle; and 

(iii) The pipe is empty at all times except when transfer- 
ring diesel fuel from the surface tank to a piece of equipment 
in use underground; and 

(iv) Hoisting operations in the shaft are suspended 
during refueling operations if the supply piping in the shaft is 
not protected from damage. 

(d)(i) ((GaseHne-shal nettbe-carried,_storedorsed)) 
You must not carry, store, or use gasoline underground. 

(11) Acetylene, liquefied petroleum gas, and methylacet- 
ylene propadiene stabilized gas may be used underground 
only for welding, cutting and other hot work, and only in 
accordance with Part H of this chapter and subsections (13), 
(15), (17), and (18) of this section. 

(e) You must keep oil, grease, and diesel fuel stored 
underground ((shaHbe-kept)) in tightly sealed containers in 
fire-resistant areas at least 300 feet (91.44 m) from under- 
ground explosive magazines, and at least 100 feet (30.48 m) 
from shaft stations and steeply inclined passageways. Storage 
areas ((shaH)) must be positioned or diked so that the contents 
of ruptured or overturned containers will not flow from the 
storage area. 

(f) You must not store flammable or combustible materi- 
als ((shaH notbe-stered)) above ground within 100 feet 
(30.48 m) of any access opening to any underground opera- 
tion. Where this is not feasible because of space limitations at 
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the job site, such materials may be located within the 100- 
foot limit, provided that: 

(1) They are located as far as practicable from the open- 
ing; and 

(ii) Either a fire-resistant barrier of not less than one- 
hour rating is placed between the stored material and the 
opening, or additional precautions are taken which will pro- 
tect the materials from ignition sources. 

(g) You must use fire-resistant hydraulic fluids ((shaHbe 
used)) in hydraulically actuated underground machinery and 
equipment unless such equipment is protected by a fire sup- 
pression system or by multipurpose fire extinguisher(s) rated 
at a sufficient capacity for the type and size of hydraulic 
equipment involved, but rated at least 4A:4OB:C. 

(h)(i) You must only use electrical installations in under- 
ground areas where oil, grease, or diesel fuel are stored 
((shalbeused only)) for lighting fixtures. 

(ii) Lighting fixtures in storage areas, or within 25 feet 
(7.62 m) of underground areas where oil, grease, or diesel 
fuel are stored, ((shaH)) must be approved for Class I, Divi- 
sion 2 locations, in accordance with Part I of this chapter. 

(i) You must clean up leaks and spills of flammable or 
combustible fluids ((shal-be-cleanedzp)) immediately. 

(j) You must provide a fire extinguisher of at least 
4A:40OB:C rating or other equivalent extinguishing means 
((shal-be-previded)) at the head pulley and at the tail pulley 
of underground belt conveyors, and at 300-foot intervals 
along the belt. 

(k) Any structure located underground or within 100 feet 
(30.48 m) of an opening to the underground ((shalJ)) must be 
constructed of material having a fire-resistance rating of at 
least one hour. 

(18) Welding, cutting, and other hot work. In addition 
to the requirements of Part H of this chapter, the following 
requirements ((shal)) apply to underground welding, cutting, 
and other hot work. 

(a) ((Ne)) You must not permit more than the amount of 
fuel gas and oxygen cylinders necessary to perform welding, 
cutting, or other hot work during the next 24-hour period 
((shal-be- permitted) ) underground. 

(b) You must install noncombustible barriers ((shalite 
instaHed)) below welding, cutting, or other hot work being 
done in or over a shaft or raise. 

(19) Ground support. 

(a) In tunnels (other than hard rock) you must use timber 
sets, steel rings, steel frames, concrete liners, or other engi- 
neered tunnel support systems ((shal-beased)). Every tunnel 
support system ((shaH)) must be designed by a licensed pro- 
fessional engineer. Design specifications ((shaH)) must be 
available at the worksite. 

(b) Portal areas. You must guard portal openings and 
access areas ((shal-be-guarded)) by shoring, fencing, head 
walls, shotcreting, or other equivalent protection to ensure 
safe access of employees and equipment. Adjacent areas 
((shaH)) must be scaled or otherwise secured to prevent loose 
soil, rock, or fractured materials from endangering the portal 
and access area. 


(c) Subsidence areas. (Fhe-empleyer-shal})) You must 


ensure ground stability in hazardous subsidence areas by 
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shoring, by filling in, or by erecting barricades and posting 
warning signs to prevent entry. 

(d) Underground areas. 

(i(A) A competent person ((skaH)) must inspect the 
roof, face, and walls of the work area at the start of each shift 
and as often as necessary to determine ground stability. 

(B) You must protect competent persons conducting 
such inspections ((shal-be-preteeted)) from loose ground by 
location, ground support, or equivalent means. 

(11) You must inspect ground conditions along haulage- 
ways and travelways ((shal-bemspected)) as frequently as 
necessary to ensure safe passage. 

(iii) You must take down, scale, or support loose ground 
that might be hazardous to employees ((shal-be+taken-dewn, 
seated_or-supported)). 

(iv) You must use torque wrenches ((shal-be—used)) 
wherever bolts that depend on torsionally applied force are 
used for ground support. 

(v) A competent person ((shalt)) must determine whether 
rock bolts meet the necessary torque, and ((shall)) must deter- 
mine the testing frequency in light of the bolt system, ground 
conditions, and the distance from vibration sources. 

(vi) You must provide suitable protection ((shal-be-pre- 
vided)) for employees exposed to the hazard of loose ground 
while installing ground support systems. 

(vii) You must install support sets ((shal-be+mstaHed)) 
so that the bottoms have sufficient anchorage to prevent 
ground pressures from dislodging the support base of the sets. 
You must provide lateral bracing (collar bracing, tie rods, or 
spreaders) ((shal-be-previded)) between immediately adja- 
cent sets to ensure added stability. 

(viii) You must promptly repair or replace damaged or 
dislodged ground supports that create a hazardous condition 
((shaH-be-promptly repaired-_or+replaced)). When replacing 
supports, you must install the new supports ((shaH-be 
instatted)) before the damaged supports are removed. 

(ix) You must use a shield or other type of support ((shatt 
beused)) to maintain a safe travelway for employees working 
in dead-end areas ahead of any support replacement opera- 
tion. 

(e) Shafts. 

(i) Shafts and wells over 4 feet (1.219 m) in depth that 
employees must enter ((shal)) must be supported by a steel 
casing, concrete pipe, timber, solid rock, or other suitable 
material. 

(ii)(A) The full depth of the shaft ((shaH)) must be sup- 
ported by casing or bracing except where the shaft penetrates 
into solid rock having characteristics that will not change as a 
result of exposure. Where the shaft passes through earth into 
solid rock, or through solid rock into earth, and where there is 
potential for shear, the casing or bracing ((shaH)) must extend 
at least 5 feet (1.53 m) into the solid rock. When the shaft ter- 
minates in solid rock, the casing or bracing ((skaH)) must 
extend to the end of the shaft or 5 feet (1.53 m) into the solid 
rock, whichever is less. 

(B) The casing or bracing ((shaH)) must extend 42 inches 
(1.07 m) plus or minus 3 inches (8 cm) above ground level, 
except that the minimum casing height may be reduced to 12 
inches (0.3 m), provided that a standard railing is installed; 
that the ground adjacent to the top of the shaft is sloped away 
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from the shaft collar to prevent entry of liquids; and that 
effective barriers are used to prevent mobile equipment oper- 
ating near the shaft from jumping over the 12-inch (0.3 m) 
barrier. 

(iii) After blasting operations in shafts, a competent per- 
son ((shaH)) must determine if the walls, ladders, timbers, 
blocking, or wedges have loosened. If so, you must make 
necessary repairs ((shall- be-made)) before employees other 
than those assigned to make the repairs are allowed in or 
below the affected areas. 

(f) Blasting. This subsection applies in addition to the 
requirements for blasting and explosives operations, includ- 
ing handling of misfires, which are found in chapter 296-52 
WAC. 

(i) You must keep blasting wires ((shalbekept)) clear of 
electrical lines, pipes, rails, and other conductive material, 
excluding earth, to prevent explosives initiation or employee 
exposure to electric current. 

(ii) Following blasting, an employee ((sha)) must not 
enter a work area until the air quality meets the requirements 
of subsection (13) of this section. 

(g) Drilling. 

(i) A competent person ((sha)) must inspect all drilling 
and associated equipment prior to each use. You must correct 
equipment defects affecting safety ((shal-be-corrected)) 
before the equipment is used. 

(ii) You must inspect the drilling area ((shalbe 
inspeeted)) for hazards before the drilling operation is started. 

(iii) ((Empleyees-shall net-be-atewed)) You must not 
allow employees on a drill mast while the drill bit is in oper- 
ation or the drill machine is being moved. 

(iv) When a drill machine is being moved from one drill- 
ing area to another, you must secure drill steel, tools, and 
other equipment ((shal-be-seeured)) and the mast ((sha})) 
must be placed in a safe position. 

(v) You must provide receptacles or racks ((shal be-pre- 
vided)) for storing drill steel located on jumbos. 

(vi) You must warn employees working below jumbo 
decks ((shaH- beswarned)) whenever drilling is about to begin. 

(vii) You must anchor drills on columns ((shalbe 
anchered)) firmly before starting drilling, and ((shaHbe 
retightened)) you must retighten them as necessary thereaf- 
ter. 

(viii) ((Fhe-employershall)) You must provide mechan- 
ical means on the top deck of a jumbo for lifting unwieldy or 
heavy material. 

(ix) When jumbo decks are over 10 feet (3.05 m) in 
height, the ((empleyershaH)) you must install stairs wide 
enough for two persons. 

(x) Jumbo decks more than 10 feet (3.05 m) in height 
((shall)) must be equipped with guardrails on all open sides, 
excluding access openings of platforms, unless an adjacent 
surface provides equivalent fall protection. 

(xi) ((Onby)) You must only allow employees assisting 
the operator ((shal-be-aHewed)) to ride on jumbos, unless the 
jumbo meets the requirements of subsection (20)(e) of this 
section. 


Note: For additional requirements relating to portable fire extinguish- 
ers see WAC 296-800-300. 
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(xii) Jumbos ((shal)) must be chocked to prevent move- 
ment while employees are working on them. 

(xiii) You must maintain walking and working surfaces 
of jumbos ((shal be-maintained)) to prevent the hazards of 
slipping, tripping, and falling. 

(xiv) Jumbo decks and stair treads ((shaH)) must be 
designed to be slip-resistant and secured to prevent accidental 
displacement. 

(xv) Scaling bars ((skaH)) must be available at scaling 
operations and ((shaH-be-mattained)) you must maintain 
them in good condition at all times. You must not use blunted 
or severely worn bars ((shaH net berused)). 

(xvi) Before commencing the drill cycle, you must 
examine the face and lifters ((shall be-examined)) for misfires 
(residual explosives) and, if found, ((they-shal be +remeved)) 
you must remove them before drilling commences at the face. 
You must not drill blasting holes ((shal netbedetted)) 
through blasted rock (muck) or water. 

(xvii) You must protect employees in a shaft ((shalbe 
preteeted)) either by location or by suitable barrier(s) if pow- 
ered mechanical loading equipment is used to remove muck 
containing unfired explosives. 

(xviii) You must post a caution sign reading "buried 
line," or similar wording ((shaH-be-pested)) where air lines 
are buried or otherwise hidden by water or debris. 

(20) Haulage. 

(a) A competent person ((shaH)) must inspect haulage 
equipment before each shift. 

(1) You must correct equipment defects affecting safety 
and health ((skaH-be-ecerreeted)) before the equipment is used. 

(ii) Powered mobile haulage equipment ((skaH})) must be 
provided with adequate brakes. 

(iii) Power mobile haulage equipment, including trains, 
((shaH)) must have audible warning devices to warn employ- 
ees to stay clear. The operator ((shaH)) must sound the warn- 
ing device before moving the equipment and whenever nec- 
essary during travel. 

(iv) The operator ((shal-assure)) must ensure that lights 
which are visible to employees at both ends of any mobile 
equipment, including a train, are turned on whenever the 
equipment is operating. 

(v) In those cabs where glazing is used, the glass ((sha})) 
must be safety glass, or its equivalent, and ((shal-be-mait- 
tained-and cleaned) ) you must maintain and clean it so that 
vision is not obstructed. 

(b) You must install antirollback devices or brakes 
((shaH-be-+mstaHed)) on inclined conveyor drive units to pre- 
vent conveyors from inadvertently running in reverse. 
((Empleyees-shal not-be-permitted)) You must not permit 
employees to ride a power-driven chain, belt, or bucket con- 
veyor unless the conveyor is specifically designed for the 
transportation of persons. 

(c) Endless belt-type manlifts are prohibited in under- 
ground construction. 

(d) General requirements also applicable to underground 
construction for use of conveyors in construction are found in 
chapter 296-155 WAC, Part R. 

(e) No employee ((shaH)) must ride haulage equipment 
unless it is equipped with seating for each passenger and pro- 
tects passengers from being struck, crushed, or caught 
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between other equipment or surfaces. Members of train crews 
may ride on a locomotive if it is equipped with handholds and 
nonslip steps or footboards. Requirements applicable to 
underground construction for motor vehicle transportation of 
employees are found in chapter 296-155 WAC, Part M. 

(f) Conveyor lockout. 

(i) Conveyors ((shaH)) must be deenergized and locked 
out with a padlock, and tagged out with a "Do Not Operate" 
tag at any time repair, maintenance, or clean-up work is being 
performed on the conveyor. 

(11) Tags or push button stops are not acceptable. 

(iii) ((Persons-shall net be-allewed)) You must not allow 
people to walk on conveyors except for emergency purposes 
and then only after the conveyor has been deenergized and 
locked out in accordance with (f) above, and persons can do 
so safely. 

(g) You must not leave powered mobile haulage equip- 
ment, including trains, ((shal-netbetef)) unattended unless 
the master switch or motor is turned off; operating controls 
are in neutral or park position; and the brakes are set, or 
equivalent precautions are taken to prevent rolling. 

(h) Whenever rails serve as a return for a trolley circuit, 
both rails ((shal)) must be bonded at every joint and cross- 
bonded every 200 feet (60.96 m). 

(i) When dumping cars by hand, the car dumps ((sha})) 
must have tiedown chains, bumper blocks, or other locking or 
holding devices to prevent the cars from overturning. 

(j) Rocker-bottom or bottom-dump cars ((sha)) must be 
equipped with positive locking devices to prevent unintended 
dumping. 

(k) You must load and secure equipment to be hauled 
((shal-beteaded-andseeured)) to prevent sliding or dislodge- 
ment. 

(DG) You must stop mobile equipment, including rail- 
mounted equipment, ((shall- be-stepped)) for manual connect- 
ing or service work, and; 

(ii) Employees ((shaH)) must not reach between moving 
cars during coupling operations. 

(iii) ((Couplnes—shal_net—be—aliened,_shifted—or 
eleaned)) You must not align, shift, or clean couplings on 
moving cars or locomotives. 

(iv) You must use safety chains or other connections 
((shaH be-ased)) in addition to couplers to connect person 
cars or powder cars whenever the locomotive is uphill of the 
cars. 

(v) When the grade exceeds one percent and there is a 
potential for runaway cars, you must use safety chains or 
other connections ((shal-be-used)) in addition to couplers to 
connect haulage cars or, as an alternative, the locomotive 
must be downhill of the train. 

(vi) Such safety chains or other connections ((ska})) 
must be capable of maintaining connection between cars in 
the event of either coupler disconnect, failure or breakage. 

(m) Parked rail equipment ((skhaH)) must be chocked, 
blocked, or have brakes set to prevent inadvertent movement. 

(n) You must provide berms, bumper blocks, safety 
hooks, or equivalent means ((shalbe-previded)) to prevent 
overtravel and overturning of haulage equipment at dumping 
locations. 
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(o) You must provide bumper blocks or equivalent stop- 
ping devices ((shal-be-previded)) at all track dead ends. 

(p)(i) Only small handtools, lunch pails, or similar small 
items may be transported with employees in person cars, or 
on top of a locomotive. 

(ii) When small hand tools or other small items are car- 
ried on top of a locomotive, the top ((shaH)) must be designed 
or modified to retain them while traveling. 

(q)(i) Where switching facilities are available, you must 
pull occupied personnel cars ((shall be-putted not-pushed)): 
you must not push them. If personnel cars must be pushed 
and visibility of the track ahead is hampered, then a qualified 
person ((shaH)) must be stationed in the lead car to give sig- 
nals to the locomotive operator. 

(ii) Crew trips ((shaH)) must consist of personnel loads 
only. 

(21) Electrical safety. This subsection applies in addi- 
tion to the general requirements for electrical safety which 
are found in Part I of this chapter. 

(a) Electric power lines ((shaH)) must be insulated or 
located away from water lines, telephone lines, air lines, or 
other conductive materials so that a damaged circuit will not 
energize the other systems. 

(b) Lighting circuits ((shal)) must be located so that 
movement of personnel or equipment will not damage the 
circuits or disrupt service. 

(c) You must not use oil-filled transformers ((shatretbe 
used)) underground unless they are located in a fire-resistant 
enclosure suitably vented to the outside and surrounded by a 
dike to retain the contents of the transformers in the event of 
rupture. 

(22) Hoisting unique to underground construction except 
as modified by this section, the provisions of chapter 296-155 
WAC, Part L apply. Requirements for personnel hoists, mate- 
rial hoists, and elevators are found in Part R of this chapter 
and in this subsection. 

(a) General requirements for cranes and hoists. 

(i) You must secure or stack materials, tools, and sup- 
plies being raised or lowered, whether within a cage or other- 
wise, ((shal be-secured-or-stacked)) in a manner to prevent 
the load from shifting, snagging, or falling into the shaft. 

(ii) A warning light suitably located to warn employees 
at the shaft bottom and subsurface shaft entrances ((shaH)) 
must flash whenever a load is above the shaft bottom or sub- 
surface entrances, or the load is being moved in the shaft. 
This subsection does not apply to fully enclosed hoistways. 

(iii) Whenever a hoistway is not fully enclosed and 
employees are at the shaft bottom, you must stop convey- 
ances or equipment ((shal-be-stepped)) at least 15 feet (4.57 
m) above the bottom of the shaft and held there until the sig- 
nalperson at the bottom of the shaft directs the operator to 
continue lowering the load, except that the load may be low- 
ered without stopping if the load or conveyance is within full 
view of a bottom signalperson who is in constant voice com- 
munication with the operator. 

(iv)(A) Before maintenance, repairs, or other work is 
commenced in the shaft served by a cage, skip, or bucket, you 
must inform the operator and other employees i in the area 


((shal beinformedandsiven)) and give them suitable 
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(B) You must install a sign warning that work is being 
done in the shaft ((shal-beinstaHed)) at the shaft collar, at the 
operator's station, and at each underground landing. 

(v) Any connection between the hoisting rope and the 
cage or skip ((skaH)) must be compatible with the type of 
wire rope used for hoisting. 

(vi) You must maintain spin-type connections, where 
used, ((shaH-be-maintained)) in a clean condition and pro- 
tected from foreign matter that could affect their operation. 

(vii) Cage, skip, and load connections to the hoist rope 
((shaH)) must be made so that the force of the hoist pull, 
vibration, misalignment, release of lift force, or impact will 
not disengage the connection. You must use only closed 
shackles ((shal-be-used)) for cage and skip rigging. 

(viii) When using wire rope wedge sockets, you must 
provide means ((shalbe-previded)) to prevent wedge escape- 
ment and to ensure that the wedge is properly seated. 

(b) Additional requirements for cranes. Cranes ((sha})) 
must be equipped with a limit switch to prevent overtravel at 
the boom tip. Limit switches are to be used only to limit 
travel of loads when operational controls malfunction and 
((shaH net beused)) you must not use them as a substitute for 
other operational controls. 

(c) Additional requirements for hoists. 

(i) Hoists ((shat)) must be designed so that the load hoist 
drum is powered in both directions of rotation, and so that 
brakes are automatically applied upon power release or fail- 
ure. 

(ii) Control levers ((shalt)) must be of the "deadman 
type" which return automatically to their center (neutral) 
position upon release. 

(iii) When a hoist is used for both personnel hoisting and 
material hoisting, load and speed ratings for personnel and 
for materials ((shaH)) must be assigned to the equipment. 

(iv) You must not use hoist machines with cast metal 
parts ((shalnetbeased)). 

(v) Material hoisting may be performed at speeds higher 
than the rated speed for personnel hoisting if the hoist and 
components have been designed for such higher speeds and if 
shaft conditions permit. 

(vi) Employees ((skaH)) must not ride on top of any cage, 
skip, or bucket except when necessary to perform inspection 
or maintenance of the hoisting system, in which case ((they 
shallbe pretected)) you must protect them by a body belt/har- 
ness system to prevent falling. 

(vii) You must not hoist personnel and materials (other 
than small tools and supplies secured in a manner that will 
not create a hazard to employees) ((shaH netbe-heisted)) 
together in the same conveyance. However, if the operator is 
protected from the shifting of materials, then the operator 
may ride with materials in cages or skips which are designed 
to be controlled by an operator within the cage or skip. 

(viii) Line speed ((shaH)) must not exceed the design 
limitations of the systems. 

(ix) Hoists ((shalt)) must be equipped with landing level 
indicators at the operator's station. Marking of the hoist rope 
does not satisfy this requirement. 

(x) Whenever glazing is used in the hoist house, it 
((shaH)) must be safety glass, or its equivalent, and be free of 
distortions and obstructions. 
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(xi) A fire extinguisher that is rated at least 2A:10B:C 
(multipurpose, dry chemical) ((shaH)) must be mounted in 
each hoist house. 

(xii) Hoist controls ((sha)) must be arranged so that the 
operator can perform all operating cycle functions and reach 
the emergency power cutoff without having to reach beyond 
the operator's normal operating position. 

(xiii) Hoists ((shaH)) must be equipped with limit 
switches to prevent overtravel at the top and bottom of the 
hoistway. 

(xiv) You must not use limit switches are to be used only 
to limit travel of loads when operational controls malfunction 
and ((shaH netbeased)) as a substitute for other operational 
controls. 

(xv) You must provide hoist operators ((shalbe-pre- 
vided)) with a closed-circuit voice communication system to 
each landing station, with speaker-microphones so located 
that the operator can communicate with individual landing 
stations during hoist use. 

(xvi) When sinking shafts 75 feet (22.86 m) or less in 
depth, cages, skips, and buckets that may swing, bump, or 
snag against shaft sides or other structural protrusions 
((shaH)) must be guided by fenders, rails, ropes, or a combi- 
nation of those means. 

(xvii) When sinking shafts more than 75 feet (22.86 m) 
in depth, all cages, skips, and buckets ((shaH)) must be rope 
or rail-guided to within a rail length from the sinking opera- 
tion. 

(xviii) Cages, skips, and buckets in all completed shafts, 
or in all shafts being used as completed shafts, ((shaH)) must 
be rope or rail-guided for the full length of their travel. 

(xix) Wire rope used in load lines of material hoists 
((shaH)) must be capable of supporting, without failure, at 
least ((f¥e)) 5 times the maximum intended load or the factor 
recommended by the rope manufacturer, whichever is 
greater. Refer to chapter 296-155 WAC, Part R, for design 
factors for wire rope used in personnel hoists. The design fac- 
tors ((shaH)) must be calculated by dividing the breaking 
strength of wire rope, as reported in the manufacturer's rating 
tables, by the total static load, including the weight of the 
wire rope in the shaft when fully extended. 

(xx) A competent person ((shaH)) must visually check all 
hoisting machinery, equipment, anchorages, and hoisting 
rope at the beginning of each shift and during hoist use, as 
necessary. 

(xxi) Each safety device ((shaH)) must be checked by a 
competent person at least weekly during hoist use to ensure 
suitable operation and safe condition. 

(xxii) In order to ensure suitable operation and safe con- 
dition of all functions and safety devices, you must inspect 
and load-test each hoist assembly ((shal be+mspeeted-_and 
lead-tested)) to 100 ((pereent)) % of its rated capacity: At the 
time of installation; after any repairs or alterations affecting 
its structural integrity; after the operation of any safety 
device; and annually when in use. ((Fhe-empleyershal)) 
You must prepare a certification record which includes the 
date each inspection and load-test was performed; the signa- 
ture of the person who performed the inspection and test; and 
a serial number or other identifier for the hoist that was 
inspected and tested. You must maintain the most recent cer- 
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tification record ((shal-be-maintained)) on file until comple- 
tion of the project. 

(xxiii) Before hoisting personnel or material, the opera- 
tor ((sha})) must perform a test run of any cage or skip when- 
ever it has been out of service for one complete shift, and 
whenever the assembly or components have been repaired or 
adjusted. 

(xiv) You must correct unsafe conditions ((shalbe-cor- 
rected)) before using the equipment. 

(d) Additional requirements for personnel hoists. 

(i) Hoist drum systems ((shaH})) must be equipped with at 
least two means of stopping the load, each of which ((skhal)) 
must be capable of stopping and holding 150 ((pereent)) % of 
the hoist's rated line pull. A broken-rope safety, safety catch, 
or arrestment device is not a permissible means of stopping 
under this subsection. 

(ii) The operator ((shall)) must remain within sight and 
sound of the signals at the operator's station. 

(iii) All sides of personnel cages ((skalt)) must be 
enclosed by one-half inch (12.70 mm) wire mesh (not less 
than No. 14 gauge or equivalent) to a height of not less than 6 
feet (1.83 m). However, when the cage or skip is being used 
as a work platform, its sides may be reduced in height to 42 
inches (1.07 m) when the conveyance is not in motion. 

(iv) All personnel cages ((shalt)) must be provided with 
a positive locking door that does not open outward. 

(v) All personnel cages ((sha)) must be provided with a 
protective canopy. The canopy ((skhaH)) must be made of steel 
plate, at least 3/16 -inch (4.763 mm) in thickness, or material 
of equivalent strength and impact resistance. The canopy 
((shaH)) must be sloped to the outside, and so designed that a 
section may be readily pushed upward to afford emergency 
egress. The canopy ((shaH)) must cover the top in such a 
manner as to protect those inside from objects falling in the 
shaft. 

(vi) Personnel platforms operating on guide rails or 
guide ropes ((skaH)) must be equipped with broken-rope 
safety devices, safety catches, or arrestment devices that will 
stop and hold 150 percent of the weight of the personnel plat- 
form and its maximum rated load. 

(vii) During sinking operations in shafts where guides 
and safeties are not yet used, the travel speed of the personnel 
platform ((shal)) must not exceed 200 feet (60.96 m) per 
minute. You must install governor controls set for 200 feet 
(60.96 m) per minute ((shal-benstaHed)) in the control sys- 
tem and ((shal})) they must be used during personnel hoist- 
ing. 

(viii) The personnel platform may travel over the con- 
trolled length of the hoistway at rated speeds up to 600 feet 
(182.88 m) per minute during sinking operations in shafts 
where guides and safeties are used. 

(ix) The personnel platform may travel at rated speeds 
greater than 600 feet (182.88 m) per minute in complete 
shafts. 


AMENDATORY SECTION (Amending Order 74-26, filed 
5/7/74, effective 6/6/74) 


WAC 296-155-735 Caissons. (1) Wherever, in caisson 
work in which compressed air is used, and the working cham- 
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ber is less than 11 feet in length, and when such caissons are 
at any time suspended or hung while work is in progress so 
that the bottom of the excavation is more than 9 feet below 
the deck of the working chamber, you must erect a shield 
((shaH-be—-æreeted)) therein for the protection of the employ- 
ees. 

(2) ((Shafts-shal be-subjected)) You must subject shafts 
to a hydrostatic or airpressure test, at which pressure they 
((shaH)) must be tight. The shaft ((sha)) must be stamped on 
the outside shell about 12 inches from each flange to show 
the pressure to which they have been subjected. 

(3) Whenever a shaft is used, ((#shalbe-previded)) you 
must provide it, where space permits, with a safe, proper, and 
suitable staircase for its entire length, including landing plat- 
forms, not more than 20 feet apart. Where this is impractica- 
ble, you must install suitable ladders ((shaHbeinstaHed)) 
with landing platforms located about 20 feet apart to break 
the climb. 

(4) You must provide all caissons, having a diameter or 
side greater than 10 feet ((shalbe-previded)) with a man lock 
and shaft for the exclusive use of employees. 

(5) In addition to the gauge in the locks, you must pro- 
vide an accurate gauge ((shaH -be-maitained)) on the outer 
and inner side of each bulkhead. These gauges ((sha}})) must 
be accessible at all times and kept in accurate working order. 

(6) In caisson operations where employees are exposed 
to compressed air working environments, you must comply 
with the requirements contained in WAC 296-155-745 ((shalt 


be-comphedawith)). 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-155-740 Cofferdams. (1) If overtopping of 
the cofferdam by high waters is possible, ((means-shal be 
provided) ) you must provide means for controlled flooding of 
the work area. 

(2) (Warning)) You must develop and post signals for 
evacuation of employees in case of emergency ((shaH be 


(3) You must provide cofferdam walkways, bridges, or 
ramps with at least two means of rapid exit((;shall -be-pre- 
vided-with)) and guardrails as specified in Part C-1 of this 
chapter. 

(4) You must install manways and ladderways ((shalibe 
instatted)) separately from the hoistways and partitioned off 
to prevent hoisted materials from protruding into or falling 
into manways and/or ladderways. 

(5) Pumping equipment ((shaH)) must be located on sub- 
stantially constructed platforms and where installed in such a 
position that persons must work below, toe boards ((skhaH)) 
must be installed on the platform. 

(6) You must protect cofferdams located close to naviga- 


ble shipping channels ((shaH-be-preteected)) from vessels in 


transit, where possible. 


AMENDATORY SECTION (Amending WSR 13-04-073, 
filed 2/4/13, effective 4/1/13) 


WAC 296-155-745 Compressed air. (1) General pro- 
visions. 
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(a) There ((shaH)) must be present, at all times, at least 
one competent person designated by and representing the 
employer, who ((skaH)) must be familiar with this part in all 
respects and responsible for full compliance with these and 
other applicable parts. 

(b) You must instruct every employee ((skalbe 
imstructed)) in the rules and regulations which concern their 
safety or the safety of others. 

(2) Medical attendance, examination, and regula- 
tions. 

(a) ((Fhere-shal be +etained)) You must retain one or 
more licensed physicians familiar with and experienced in 
the physical requirements and the medical aspects of com- 
pressed air work and the treatment of decompression illness. 
They ((shaH)) must be available at all times while work is in 
progress in order to provide medical supervision of employ- 
ees employed in compressed air work. They ((shaH)) must be 
physically qualified and be willing to enter a pressurized 
environment. 

(b) ((Ne-empleyee—shal_be-permitted)) You must not 
permit any employee to enter a compressed air environment 
until they have been examined by the physician and reported 
to be physically qualified to engage in such work. 

(c) In the event an employee is absent from work for 10 
days, or is absent due to sickness or injury, they ((shaH)) must 
not resume work until they are reexamined by the physician, 
and their physical condition reported, as provided in this sub- 
section, to be such as to permit them to work in compressed 
air. 

(d) After an employee has been employed continuously 
in compressed air for a period designated by the physician, 
but not to exceed ((4)) one year, the employee ((shaH)) must 
be reexamined by the physician to determine if they are still 
physically qualified to engage in compressed air work. 

(e) Such physician ((shaH)) must at all times keep a com- 
plete and full record of examinations made by themselves. 
The physician ((shalt)) must also keep an accurate record of 
any decompression illness or other illness or injury incapaci- 
tating any employee for work, and of all loss of life that 
occurs in the operation of a tunnel, caisson, or other compart- 
ment in which compressed air is used. 

(£) Records ((shaH)) must be available for the inspection 
by the director or ((his/ner)) their representatives, and a copy 
thereof ((shal)) must be forwarded to the department within 
48 hours following the occurrence of the accident, death, 
injury, or decompression illness. It ((shaH)) must state as 
fully as possible the cause of said death or decompression ill- 
ness, and the place where the injured or sick employee was 
taken, and such other relative information as may be required 
by the director. 

(g) You must provide a fully equipped first-aid station 
((shal-be-previded)) at each tunnel project regardless of the 
number of persons employed. An ambulance or transporta- 
tion suitable for a litter case ((shaH)) must be at each project. 

(h) Where tunnels are being excavated from portals more 
than 5 road miles apart, you must provide a first-aid station 
and transportation facilities ((shaH-be-previded)) at each por- 
tal. 

(i) You must establish and maintain a medical lock 
((shal be-established and maintained)) in immediate working 
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order whenever air pressure in the working chamber is 
increased above the normal atmosphere. 

(j) The medical lock ((shaH)) must: 

(i) Have at least 6 feet of clear headroom at the center, 
and be subdivided into not less than two compartments; 

(ii) Be readily accessible to employees working under 
compressed air; 

(iii) Be kept ready for immediate use for at least 5 hours 
subsequent to the emergence of any employee from the work- 
ing chamber; 

(iv) Be properly heated, lighted and ventilated; 

(v) Be maintained in a sanitary condition; 

(vi) Have a nonshatterable port through which the occu- 
pant(s) may be kept under constant observation; 

(vii) Be designed for a working pressure of 75 p.s.i.g.; 

(viii) Be equipped with internal controls which may be 
overridden by external controls; 

(ix) Be provided with air pressure gauges to show the air 
pressure within each compartment to observers inside and 
outside the medical lock; 

(x) Be equipped with a manual type sprinkler system that 
can be activated inside the lock or by the outside lock tender; 

(xi) Be provided with oxygen lines and fittings leading 
into external tanks. The lines ((shaH)) must be fitted with 
check valves to prevent reverse flow. The oxygen system 
inside the chamber ((ska})) must be of a closed circuit design 
and be so designed as to automatically shut off the oxygen 
supply whenever the fire system is activated. 

(xii) Be in constant charge of an attendant under the 
direct control of the retained physician. You must train the 
attendant ((shal-be+rained)) in the use of the lock and suit- 
ably instructed regarding steps to be taken in the treatment of 
employee exhibiting symptoms compatible with a diagnosis 
of decompression illness; 

(xiii) Be adjacent to an adequate emergency medical 
facility; 

(xiv) The medical facility ((shaH)) must be equipped 
with demand-type oxygen inhalation equipment approved by 
the U.S. Bureau of Mines or Mine Safety and Health Admin- 
istration (MSHA) and the National Institute for Occupational 
Safety and Health (NIOSH); 

(xv) Be capable of being maintained at a temperature, in 
use, not to exceed 90°F. nor be less than 70°F.; and 

(xvi) Be provided with sources of air, free of oil and car- 
bon monoxide, for normal and emergency use, which are 
capable of raising the air pressure in the lock from 0 to 75 
p.s.i.g. in 5 minutes. 

(k) You must furnish identification badges ((shalbe-far 
nished)) to all employees, indicating that the wearer is a com- 
pressed air worker. You must keep a permanent record ((shaH 
bekept)) of all identification badges issued. The badge 
((shaH)) must give the employee's name, address of the med- 
ical lock, the telephone number of the licensed physician for 
the compressed air project, and contain instructions that in 
case of emergency of unknown or doubtful cause or illness, 
the wearer ((shaĦH)) must be rushed to the medical lock. The 
badge ((skaH})) must be worn at all times—off the job, as well 
as on the job. 

(3) Telephone and signal communication. You must 
maintain effective and reliable means of communication, 
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such as bells, whistles, or telephones, ((shaH -be-maintained)) 
at all times between all the following locations; 

(a) The working chamber face; 

(b) The working chamber side of the man lock near the 
door; 

(c) The interior of the man lock; 

(d) Lock attendant's station; 

(e) The compressor plant; 

(f) The first-aid station; 

(g) The emergency lock (if one is required); and 

(h) The special decompression chamber (if one is 
required). 

(4) Signs and records. 


(a) You must post the time of decompression ((shal-be 
pested)) in each man lock as follows: 


TIME OF DECOMPRESSION FOR THIS LOCK 


pages poundsto ...... poundsin ...... minutes. 

nels poundsto ...... poundsin ...... minutes. 

(Signed by) sere ya eee ye ea ER RS 
(Superintendent) 


You must post this form ((shal-be-pested)) in the man lock 
at all times. 


(b) You must conspicuously post any code of signals 
used ((shal-be-conspicuously_pested)) near workplace 
entrances and such other locations as may be necessary to 
bring them to the attention of all employees concerned. 

(c) For each 8-hour shift, you must keep a record of 
employees employed under air pressure ((shalH-be-kept)) by 
an employee who ((skal})) must remain outside the lock near 
the entrance. This record ((shaH)) must show the period each 
employee spends in the air chamber and the time taken from 
decompression. You must submit a copy ((shalH-be-submi- 
ted)) to the appointed physician after each shift. 

(5) Compression. 

(a) You must instruct every employee going under air 
pressure for the first time ((shal be4nstructed)) on how to 
avoid excessive discomfort. 

(b) During the compression of employees, you must not 
increase the pressure ((shal net be nereased)) to more than 3 
p.s.i.g. within the first minute. You must hold the pressure 
((shal-beheld)) at 3 p.s.i.g. and again at 7 p.s.i.g. sufficiently 
long to determine if any employees are experiencing discom- 
fort. 

(c) After the first minute you must raise the pressure 
((shalH be-raised)) uniformly and at a rate not to exceed 10 
p.s.i. per minute. 

(d) If any employee complains of discomfort, you must 
hold the pressure ((shaHbe-held)) to determine if the symp- 
toms are relieved. If, after 5 minutes the discomfort does not 
disappear, the lock attendant ((shaH)) must gradually reduce 
the pressure until the employee signals that the discomfort 
has ceased. If the employee does not indicate that the discom- 
fort has disappeared, the lock attendant ((skaHt)) must reduce 
the pressure to atmospheric and the employee ((shaH)) must 
be released from the lock. 
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(e) ((Ne-empleyee-shall be-subjeeted)) You must not 


subject any employee to pressure exceeding 50 pounds per 
square inch except in an emergency. 

(6) Decompression. 

(a) Decompression to normal condition ((skaH)) must be 
in accordance with the decompression tables in Appendix A 
of this part. 

(b) In the event it is necessary for an employee to be in 
compressed air more than once in a 24-hour period, the 
appointed physician ((shaH)) must be responsible for the 
establishment of methods and procedures of decompression 
applicable to repetitive exposures. 

(c) If decanting is necessary, the appointed physician 
((shaH)) must establish procedures before any employee is 
permitted to be decompressed by decanting methods. The 
period of time that the employees spend at atmospheric pres- 
sure between the decompression following the shift and 
recompression ((shaH)) must not exceed 5 minutes. 

(7) Man locks and special decompression chambers. 

(a) Man locks. 

(i) Except in emergency, ((ne)) you must not permit any 
employees employed in compressed air ((shal be-permitted)) 
to pass from the working chamber to atmospheric pressure 
until after decompression, in accordance with the procedures 
in this part. 

(ii) The lock attendant in charge of a man lock ((skhaH)) 
must be under the direct supervision of the appointed physi- 
cian. The lock attendant ((sha)) must be stationed at the lock 
controls on the free air side during the period of compression 
and decompression and ((shaH)) must remain at the lock con- 
trol station whenever there are persons in the working cham- 
ber or in the man lock. 

(iii) Except where air pressure in the working chamber is 
below 12 p.s.i.g., each man lock ((shalJ)) must be equipped 
with automatic controls which, through taped programs, 
cams, or similar apparatus, ((shaH)) must automatically regu- 
late decompressions. It ((skaH)) must also be equipped with 
manual controls to permit the lock attendant to override the 
automatic mechanism in the event of an emergency, as pro- 
vided in item (viii) of this subdivision. 

(iv) A manual control, which can be used in the event of 
an emergency, ((shalt)) must be placed inside the man lock. 

(v) A clock, thermometer, and continuous recording 
pressure gauge with a 4-hour graph ((sha})) must be installed 
outside of each man lock and ((shaH)) must be changed prior 
to each shift's decompression. The chart ((shaH)) must be of 
sufficient size to register a legible record of variations in 
pressure within the man lock and ((skaH)) must be visible to 
the lock attendant. You must submit a copy of each graph 
((shal-be-submitted)) to the appointed physician after each 
shift. In addition, a pressure gauge, clock, and thermometer 
((shaH)) must also be installed in each man lock. Additional 
fittings ((shaH)) must be provided so that the test gauges may 
be attached whenever necessary 

(vi) Except where air pressure is below 12 p.s.i.g. and 
there is no danger of rapid flooding, all caissons having a 
working area greater than 150 square feet, and each bulkhead 
in tunnels of 14 feet or more in diameter, or equivalent area, 
((shaH)) must have at least two locks in perfect working con- 
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dition, one of which ((shaĦ)) must be used exclusively as a 
man lock, the other, as a materials lock. 

(vii) Where only a combination man-and-materials lock 
is required, this single lock ((shaH})) must be of sufficient 
capacity to hold the employees constituting two successive 
shifts. 

(viii) Emergency locks ((shaH})) must be large enough to 
hold an entire heading shift and a limit maintained of 12 
p.s.i.g. There ((shaH)) must be a chamber available for oxy- 
gen decompression therapy to 28 p.s.i.g. 

(ix) The man lock ((shaH)) must be large enough so that 
those using it are not compelled to be in a cramped position 
and ((skhaH)) must not have less than 5 feet clear head room at 
the center and a minimum of 30 cubic feet of air space per 
occupant. 

(x) Locks on caissons ((sheH)) must be so located that 
the bottom door ((shaH)) must be not less than 3 feet above 
the water level surrounding the caisson on the outside. (The 
water level, where it is affected by tides, is construed to mean 
high tide.) 

(xi) In addition to the pressure gauge in the locks, you 
must maintain an accurate pressure gauge ((shalt-be-man?- 
tained)) on the outer and inner side of each bulkhead. These 
gauges ((shaH)) must be accessible at all times and ((shaH-be 
kept)) you must keep them in accurate working order. 

(xii) Man locks ((shaH)) must have an observation port at 
least 4 inches in diameter located in such a position that all 
occupants of the man lock may be observed from the working 
chamber and from the free air side of the lock. 

(xiii) You must provide adequate ventilation in the lock 
((shalbe-previded)). 

(xiv) You must maintain man locks ((shal—be—main- 
tained)) at a minimum temperature of 70°F. 

(xv) When locks are not in use and employees are in the 
working chamber, you must keep lock doors ((shal-bekept)) 
open to the working chamber, where practicable. 

(xvi) ((Previsien- shal be-made)) You must make provi- 
sions to allow for rescue parties to enter the tunnel if the 
working force is disabled. 

(xvii) You must provide a special decompression cham- 
ber of sufficient size to accommodate the entire force of 
employees being decompressed at the end of a shift ((shal-be 
previded)) whenever the regularly established working 
period requires total time of decompression exceeding 75 
minutes. 

(b) Special decompression chamber. 

(1) The headroom in the special decompression chamber 
((shaH})) must be not less than a minimum 7 feet and the cubi- 
cal content ((shaH)) must provide at least 50 cubic feet of air- 
space for each employee. For each occupant, ((there-shall be 
previded)) you must provide 4 square feet of free walking 
area and 3 square feet of seating space, exclusive of area 
required for lavatory and toilet facilities. You must base the 
rated capacity ((shal-bebased)) on the stated minimum space 
per employee and ((shaH-be-pested)) you must post it at the 
chamber entrance. You must not exceed the posted capacity 
shall not be exceeded, except in case of emergency. 

(ii) Each special decompression chamber ((sha})) must 
be equipped with the following: 
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(A) A clock or clocks suitably placed so that the atten- 
dant and the chamber occupants can readily ascertain the 
time; 

(B) Pressure gauges which will indicate to the attendants 
and to the chamber occupants the pressure in the chamber; 

(C) Valves to enable the attendant to control the supply 
and discharge of compressed air into and from the chamber. 

(D) Valves and pipes, in connection with the air supply 
and exhaust, arranged so that the chamber pressure can be 
controlled from within and without; 

(E) Effective means of oral intercommunication between 
the attendant, occupants of the chamber, and the air compres- 
sor plant; and 

(F) An observation port at the entrance to permit obser- 
vation of the chamber occupants. 

(iii) Seating facilities in special decompression chambers 
((shaH)) must be so arranged as to permit a normal sitting 
posture without cramping. You must provide seating space, 
not less than 18 inches by 24 inches wide, ((shaH-be-pre- 
vided)) per occupant. 

(iv) You must provide adequate toilet and washing facil- 
ities, in a screened or enclosed recess((-skal be-previded)). 
Toilet bowls ((shaH)) must have a built-in protector on the 
rim so that an air space is created when the seat lid is closed. 

(v) Fresh and pure drinking water ((sha}4)) must be avail- 
able. This may be accomplished by either piping water into 
the special decompression chamber and providing drinking 
fountains, or by providing individual canteens, or by some 
other sanitary means. Community drinking vessels are pro- 
hibited. 

(vi) No refuse or discarded material of any kind ((sha})) 
must be permitted to accumulate, and you must keep the 
chamber ((shalibe-kept)) clean. 

(vii) Unless the special decompression chamber is serv- 
ing as the man lock to atmospheric pressure, the special 
decompression chamber ((skaH)) must be situated, where 
practicable, adjacent to the man lock on the atmospheric pres- 
sure side of the bulkhead. You must provide a passageway 
((shall be-previded)), connecting the special chamber with 
the man lock, to permit employees in the process of decom- 
pression to move from the man lock to the special chamber 
without a reduction in the ambient pressure from that desig- 
nated for the next stage of decompression. The passageway 
((shaH)) must be so arranged as to not interfere with the nor- 
mal operation of the man lock, nor with the release of the 
occupants of the special chamber to atmospheric pressure 
upon the completion of the decompression procedure. 

(8) Compressor plant and air supply. 

(a) At all times there ((shaH)) must be a thoroughly expe- 
rienced, competent, and reliable person on duty at the air con- 
trol valves as a gauge tender who ((shaH)) must regulate the 
pressure in the working areas. During tunneling operations, 
one gauge tender may regulate the pressure in not more than 
two headings: Provided; That the gauges and controls are all 
in one location. In caisson work, there ((shaH)) must be a 
gauge tender for each caisson. 

(b) The low air compressor plant ((shaH)) must be of suf- 
ficient capacity to not only permit the work to be done safely, 
but ((skhalt)) must also provide a margin to meet emergencies 
and repairs. 
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(c) Low air compressor units ((shaH)) must have at least 
two independent and separate sources of power supply and 
each ((skal})) must be capable of operating the entire low air 
plant and its accessory systems. 

(d) The capacity, arrangement, and number of compres- 
sors ((shal})) must be sufficient to maintain the necessary 
pressure without overloading the equipment and to assure 
maintenance of such pressure in the working chamber during 
periods of breakdown, repair, or emergency. 

(e) (Switehing)) You must periodically switch from one 
independent source of power supply to the other ((shaH-be 
dene-periedicaHy)) to ensure that workability of the appara- 
tus in an emergency. 

(f) You must provide duplicate low-pressure air feed- 
lines and regulating valves ((shal-be-previded)) between the 
source of air supply and a point beyond the locks with one of 
the lines extending to within 100 feet of the working face. 

(g) All high-pressure and low-pressure air supply lines 
((shall)) must be equipped with check valves. 

(h) Low-pressure air ((sha)) must be regulated automat- 
ically. In addition, you must provide manually operated 
valves ((shall be-previded)) for emergency conditions. 

(i) The air intakes for all air compressors ((shaH)) must 
be located at a place where fumes, exhaust gases, and other 
air contaminants will be at a minimum. 

(j) Gauges indicating the pressure in the working cham- 
ber ((shaH})) must be installed in the compressor building, the 
lock attendant's station, and at the employer's field office. 

(9) Ventilation and air quality. 

(a) You must provide and operate exhaust valves and 
exhaust pipes ((shalbe-previded-and-eperated)) so that the 

working chamber ((shaH-be)) is well ventilated, and there 
((shal-be)) are no pockets of dead air. Outlets may be 
required at intermediate points along the main low-pressure 
air supply line to the heading to eliminate such pockets of 
dead air. The quantity of ventilation air ((shaH)) must be not 
less than 30 cubic feet per minute. 

(b) You must analyze the air in the workplace ((shalte 
anabyzed bythe-employer)) not less than once each shift, and 


you must keep records of such tests ((shaH-bekept)) on file at 
the place where the work is in progress. The test results 


((shaH)) must be within the threshold limit values specified in 
part B of this chapter, for hazardous gases, and within 10 per- 
cent of the lower explosive limit of flammable gases. If these 
limits are not met, you must take immediate action to correct 
the situation ((shal-be+taken bythe-employer)). 

(c) You must maintain the temperature of all working 
chambers which are subjected to air pressure ((shaH)), by 
means of after-coolers or other suitable devices, ((be-+main- 
tained)) at a temperature not to exceed 85°F. 

(d) You must provide forced ventilation ((shalt-be-pre- 
vided)) during decompression. During the entire decompres- 
sion period, you must provide forced ventilation through 
chemical or mechanical air purifying devices that will ensure 
a source of fresh air ((shalibe-provided)). 

(e) Whenever heat-producing machines (moles, shields) 
are used in compressed air tunnel operations, you must pro- 
vide a positive means of removing the heat build-up at the 
heading ((shalbe-previded)). 

(10) Electricity. 
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(a) All lighting in compressed-air chambers ((sha})) 
must be by electricity exclusively, and you must use two 
independent electric-lighting systems with independent 
sources of supply ((shalH-be-used)). You must arrange the 
emergency source ((shal-be-arranged)) to become automati- 
cally operative in the event of failure of the regularly used 
source. 

(b) The minimum intensity of light on any walkway, lad- 
der, stairway, or working level ((shaH)) must be not less than 
10 foot-candles, and in all workplaces the lighting ((shaH)) 
must at all times be such as to enable employees to see 
clearly. 

(c) All electrical equipment, and wiring for light and 
power circuits, ((shaH)) must comply with requirements of 
Part I, of this standard, for use in damp, hazardous, high tem- 
perature, and compressed air environments. 

(d) External parts of lighting fixtures and all other elec- 
trical equipment, when within 8 feet of the floor, ((shaH)) 
must be constructed of noncombustible, nonabsorptive, insu- 
lating materials, except that metal may be used if it is effec- 
tively grounded. 

(e) Portable lamps ((shaH)) must be equipped with non- 
combustible, nonabsorptive, insulating sockets, approved 
handles, basket guards, and approved cords. 

(f) The use of worn or defective portable and pendant 
conductors is prohibited. 

(11) Sanitation. 

(a) You must provide sanitary, heated, lighted, and ven- 
tilated dressing rooms and drying rooms ((shal be-previded)) 
for all employees engaged in compressed air work. Such 
rooms ((shaH)) must contain suitable benches and lockers. 
You must provide bathing accommodations (showers at the 
ratio of one to 10 employees per shift), equipped with run- 
ning hot and cold water, and suitable and adequate toilet 


accommodations((,shal be-previded)). You must provide 


one toilet for each 15 employees, or fractional part thereof((; 


(b) When the toilet bowl is shut by a cover, there should 
be an air space so that the bowl or bucket does not implode 
when pressure is increased. 

(c) You must keep all parts of caissons and other work- 
ing compartments ((shaH-bekept)) in a sanitary condition. 

(12) Fire prevention and protection. 

(a) Firefighting equipment ((shal4)) must be available at 
all times and ((shaH-be-maintained)) you must maintain it in 
working condition. 

(b) While welding or flame-cutting is being done in com- 
pressed air, a firewatch with a fire hose or approved extin- 
guisher ((shaH)) must stand by until such operation is com- 
pleted. 

(c) You must provide shafts and caissons containing 
flammable material of any kind, either above or below 
ground, ((shal-be-previded)) with a waterline and a fire hose 
connected thereto, so arranged that all points of the shaft or 
caisson are within reach of the hose stream. 

(d) Fire hose ((skaH)) must be at least 1 1/2 inches in 
nominal diameter; the water pressure ((shaH)) must at all 
times be adequate for efficient operation of the type of nozzle 
used; and the water supply ((shalt)) must be such as to ensure 
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an uninterrupted flow. Fire hose, when not in use, ((shaH)) 
must be located or guarded to prevent injury thereto. 

(e) You must provide the power house, compressor 
house, and all buildings housing ventilating equipment, 
((shal-be-previded)) with at least one hose connection in the 
waterline, with a fire hose connected thereto. You must main- 
tain a fire hose ((shal be-maintained)) within reach of struc- 
tures of wood over or near shafts. 

(£) Tunnels ((sha)) must be provided with a ((2-##eh)) 
two-inch minimum diameter waterline extending into the 
working chamber and to within 100 feet of the working face. 
Such line ((shat)) must have hose outlets with 100 feet of fire 
hose attached and maintained as follows: One at the working 
face; one immediately inside of the bulkhead of the working 
chamber; and one immediately outside such bulkhead. In 
addition, hose outlets ((shaH)) must be provided at 200-foot 
intervals throughout the length of the tunnel, and 100 feet of 
fire hose ((shalt)) must be attached to the outlet nearest to any 
location where flammable material is being kept or stored or 
where any flame is being used. 

(g) In addition to fire hose protection required by this 
part, on every floor of every building not under compressed 
air, but used in connection with the compressed air work, 
((there-shal be-previded)) you must provide at least one 
approved fire extinguisher of the proper type for the hazards 
involved. You must provide at least two approved fire extin- 
guishers ((shaH-be-provided)) in the working chamber as fol- 
lows: One at the working face and one immediately inside the 
bulkhead (pressure side). Extinguishers in the working cham- 
ber ((shaH)) must use water as the primary extinguishing 
agent and ((shel})) must not use any extinguishing agent 
which could be harmful to the employees in the working 
chamber. You must protect the fire extinguisher ((skaH-be 
pretected)) from damage. 

(h) You must not use or store highly combustible materi- 
als ((shaH net-be-used-er-stered)) in the working chamber. 
You must not use wood, paper, and similar combustible 
material ((shaH net-be-ased)) in the working chamber in 
quantities which could cause a fire hazard. The compressor 
building ((shaH)) must be constructed of noncombustible 
material. 

(i) Man locks ((shaH)) must be equipped with a manual 
type fire extinguisher system that can be activated inside the 
man lock and also by the outside lock attendant. In addition, 
you must provide a fire hose and portable fire extinguisher 
((shal-be-previded)) inside and outside the man lock. The 
portable fire extinguisher ((shaH)) must be the dry chemical 
type. 

Note: For additional requirements relating to portable fire extinguish- 
ers see WAC 296-800-300. 


(j) Equipment, fixtures, and furniture in man locks and 
special decompression chambers ((shal)) must be con- 
structed of noncombustible materials. Bedding, etc., ((shall)) 
must be chemically treated so as to be fire resistant. 

(k) Head frames ((shaH)) must be constructed of struc- 
tural steel or open frame-work fireproofed timber. Head 
houses and other temporary surface buildings or structures 
within 100 feet of the shaft, caisson, or tunnel opening 
((shaH)) must be built of fire-resistant materials. 
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(1) ((Ne)) You must not store any oil, gasoline, or other 
combustible materials ((shal-be-stered)) within 100 feet of 
any shaft, caisson, or tunnel opening, except that oils may be 
stored in suitable tanks in isolated fireproof buildings, pro- 
vided such buildings are not less than 50 feet from any shaft, 
caisson, or tunnel opening, or any building directly connected 
thereto. 

(m) ((Pes#ttvemeans-shal betaken)) You must take pos- 
itive means to prevent leaking flammable liquids from flow- 
ing into the areas specifically mentioned in the preceding 
subdivision. 

(n) All explosives used in connection with compressed 
air work ((shal)) must be selected, stored, transported, and 
used as specified in part T of this chapter. 

(13) Bulkheads and safety screens. 

(a) Intermediate bulkheads with locks, or intermediate 
safety screens or both, are required where there is danger of 
rapid flooding. 

(b) In tunnels 16 feet or more in diameter, you must pro- 
vide hanging walkways ((shal-be-previded)) from the face to 
the man lock as high in the tunnel as practicable, with at least 
6 feet of head room. Walkways ((shaH)) must be constructed 
of noncombustible material. You must securely install stan- 
dard railings ((shaHbe-securelyinstaHed)) throughout the 
length of all walkways on open sides in accordance with Part 
C-1 of this chapter. Where walkways are ramped under safety 
screens, you must skidproof the walkway surface ((shalH-be 
skidpreefed)) by cleats or by equivalent means. 

(c) You must test bulkheads used to contain compressed 
air ((shallbetested)), where practicable, to prove their ability 
to resist the highest air pressure which may be expected to be 
used. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-74501 Appendix A—Decompression 
tables. 


APPENDIX A—DECOMPRESSION TABLES 


(1) Explanation. The decompression tables are com- 
puted for working chamber pressures from 0 to 14 pounds, 
and from 14 to 50 pounds per square inch gauge inclusive by 
2-pound increments and for exposure times for each pressure 
extending from one-half to over 8 hours inclusive. Decom- 
pressions will be conducted by two or more stages with a 
maximum of ((feur)) 4 stages, the latter for a working cham- 
ber pressure of 40 pounds per square inch gauge or over. 

Stage | consists of a reduction in ambient pressure rang- 
ing from 10 to a maximum of 16 pounds per square inch, but 
in no instance will the pressure be reduced below 4 pounds at 
the end of stage 1. This reduction in pressure in stage 1 will 
always take place at a rate not greater than 5 pounds per min- 
ute. 

Further reduction in pressure will take place during stage 
2 and subsequent stages as required at a slower rate, but in no 
event at a rate greater than 1 pound per minute. 

Decompression Table No. 1 indicates in the body of the 
table the total decompression time in minutes for various 
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combinations of working chamber pressure and exposure 
time. 

Decompression Table No. 2 indicates for the same vari- 
ous combinations of working chamber pressure and exposure 
time the following: 


(a) The number of stages required; 


(b) The reduction in pressure and the terminal pressure 
for each required stage; 


(c) The time in minutes through which the reduction in 
pressure is accomplished for each required stage; 


(d) The pressure reduction rate in minutes per pound for 
each required stage; 


The pressure reduction in each stage is accomplished 
at a uniform rate. Do not interpolate between values 
shown on the tables. Use the next higher value of 
working chamber pressure or exposure time should 
the actual working chamber pressure or the actual 
exposure time, respectively, fall between those for 
which calculated values are shown in the body of the 
tables. 


Important note: 


Examples: 
Example No. 1: 


4 hours working period at 20 pounds 
gauge. 
Decompression Table No. 1: 


20 pounds for 4 hours, total decompres- 


sion time. 43 minutes. 


Decompression Table No. 2: 


Stage 1: Reduce pressure from 20 
pounds to 4 pounds at the uniform 
rate of 5 pounds per minute. 


Elapsed time stage 1: 16/5- 3 minutes. 


Stage 2 (final stage): Reduce pressure 
at a uniform rate from 4 pounds to 
0-pound gage over a period of 40 
minutes. 


Rate—0.10 per pound per minute 
or 10 minutes per pound. 


Stage 2 (final) elapsed time. 40 minutes. 


Total time 43 minutes. 


Example No. 2: 
5-hour working period at 24 pounds 
gage. 
Decompression Table No. 1: 


24 pounds for 5 hours, total decompres- 


sion time. 117 minutes. 


Decompression Table No. 2: 


Stage 1: Reduce pressure from 24 
pounds to 8 pounds at the uniform 
rate of 5 pounds per minute. 


Elapsed time stage 1: 16/5 3 minutes. 
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Stage 2: Reduce pressure at a uniform 
rate from 8 pounds to 4 pounds 
over a period of 4 minutes. Rate, 1 
pound per minute elapsed time, 


stage 2 4 minutes. 


Transfer person to special decom- 
pression chamber maintaining 
the 4-pound pressure during 
the transfer operation. 


Stage 3 (final stage): In the special 
decompression chamber, reduce 
the pressure at a uniform rate from 
4 pounds to 0-pound gage over a 
period of 110 minutes. Rate, 0.037 
pound per minute or 27.5 minutes 
per pound. Stage 3 (final) elapsed 


time . 110 minutes. 


Re estash an bles Ay os 117 minutes. 


DECOMPRESSION TABLE NO. 1 
TABLE DECOMPRESSION TIME 


Work pressure Working period hours 


Over 
p.s.i.g 1/2 1 112 2 3 4 5 6 7 8 8 
0-12 3 3 3 3 3 3 3 3 3 3 3 
14... 6 6 6 6 6 6 6 6 16 16 33 
16 is wis 7 7 EF 7 7 17 33 48 48 62 
i: Sere 7 T T 8 11 17 48 63 63 B 87 
20 es tes 7 7 8 15 15 43 63 73 83 103 113 
OPEN 9 9 16 24 38 68 93 103 113 128 133 
py. earns 11 12 23 27 52 92 117 122 127 137 151 
AEE 13 14 29 34 69 104 126 141 142 142 163 
2e easi 15 23 31 41 98 127 143 153 153 165 183 
30... 17 28 38 62 105 143 165 168 178 188 204 
BQ snd ase 19 35 43 85 126 163 178 193 203 213 226 
SA eds 21 39 58 98 151 178 195 218 223 233 248 
BO fishies 24 44 63 113 170 198 223 233 243 253 273 
S808 Sten k 28 49 73 128 178 203 223 238 253 263 278 
40..... 31 49 84 143 183 213 233 248 258 278 288 
AD? hie 37 56 102 144 189 215 245 260 263 268 293 
44..... 43 64 118 154 199 234 254 264 269 269 293 
46..... 44 74 139 171 214 244 269 274 289 299 318 
48 ...... 51 89 144 189 229 269 299 309 319 319 
SO nanti 58 94 164 209 249 279 309 329 
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DECOMPRESSION TABLE NO. 2 Decompression data 
(Do not interpolate, use next higher value Working Bei Time in Total time 
Pare iene Sonate d.) chamber ve pute stage Pressure decom- 
pressure perio Stage ets Minutes reduction press 
Decompression data P.s.i.g. Hours No. From To Min/Pound rate Minutes 
Working Pressure Time in Total time Meene NARs l a: 929 
chamber Working reduction stage Pressure decom- 2 4 0 A 100 a 
pressure period Stage _ Psig Minutes reduction press i posta c gs 1 18 4 3 0.20 
P.s.i.g. Hours No. From To Min/Pound rate Minutes 2 4 0 4 1.00 7 
14 cee! VW Qed iets 1 14 4 2 0.20 6 11/2 1 18 4 3 0.20 
2 4 0 4 1.00 6 2 4 0 4 1.00 7 
EEA 1 14 4 2 0.20 6 Bt hese, 1 18 4 3 0.20 
2 4 0 4 1.00 6 2 4 0 5 1.25 8 
11/2. 1 14 4 2 0.20 6 ee 1 18 4 3 0.20 
2 4 0 4 1.00 6 2 4 0 8 2.00 11 
eee 1 14 4 2 0.20 6 Biden 1 18 4 3 0.20 
2 4 0 4 1.00 6 2 4 0 14 3.50 17 
Be) tain 1 14 4 2 0.20 6 Bs omitien. 1 18 4 3 0.20 
2 4 0 4 1.00 6 2 4 0 45 11.25 48 
Aes 8X cts 1 14 0 2 0.20 6 Bey ptt 1 18 4 3 0.20 
2 4 0 4 1.00 6 2 4 0 60 15.00 63 
Branke d.i 1 14 4 2 0.20 6 7. 1 18 4 3 0.20 
2 4 0 4 1.00 6 2 4 0 60 15.00 63 
For 1 14 4 2 0.20 Mot n 1 18 4 3 0.20 
2 4 0 4 1.00 6 2 4 0 70 17.50 73 
Taraan 1 4 4 2 0.20 Over 8 1 8 4 3 0.20 
2 4 0 14 3.50 16 2 4 0 84 21.00 87 
EEA 1 4 4 2 0.20 7] V2 eid. 1 20 4 3 0.20 
2 4 0 14 3.50 16 2 4 0 4 1.00 7 
Over 8 1 4 4 2 0.20 it sa stair l 2 4 3 0.20 
2 4 0 30 7.50 32 2 4 0 4 1.00 7 
ee HDs cer ee 1 16 4 3 0.20 11⁄2 l 2 4 3 0.20 
2 4 0 4 1.00 2 4 0 5 1.25 8 
Deor 1 16 4 3 0.20 Bet at 1 2 4 3 0.20 
2 4 0 4 1.00 2 4 0 122 3.00 15 
11/2. 1 16 4 3 0.20 Beh 1 20 4 3 0.20 
2 4 0 4 1.00 7 2 4 0 12 3.00 15 
Fedai has 1 16 4 3 0.20 re l 2 4 3 0.20 
2 4 0 4 1.00 7 2 4 0 40 10.00 43 
ORAPI 1 16 4 3 0.20 5. l 2 4 3 0.20 
2 4 0 4 1.00 7 2 4 0 60 15.00 63 
ETA 1 14 4 3 0.20 Be ews l 2 4 3 0.20 
2 4 0 4 1.00 2 4 0 70 17.50 73 
Sede Sin 1 14 4 0.20 T patana 1 20 4 3 0.20 
2 4 0 4 3.50 17 2 4 0 80 20.00 83 
SENTAN, 1 14 4 3 0.20 aca l 2 4 3 0.20 
2 4 0 30 7.50 33 2 4 0 100 25.00 103 
TAERE 1 14 4 3 0.20 Over 8 1 20 4 3 0.20 
2 4 0 45 11.25 ae 2 4 0 110 27.50 113 
Neste. 1 l4 4 3 0:20 2 a ee 1 2 6 3 0.20 
2 4 0 45 11.25 48 2 6 0 6 1.00 9 
Over 8 1 14 4 3 0.20 eee 1 2 6 3 0.20 
2 4 0 60 15.00 63 
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Decompression data Decompression data 
Working Pressure Time in Total time Working Pressure Time in Total time 
chamber Working reduction stage Pressure decom- chamber Working reduction stage Pressure decom- 
pressure period Stage P.s.i.g. Minutes reduction press pressure period Stage P.s.i.g. Minutes reduction press 
P.s.i.g. Hours No. From To Min/Pound rate Minutes P.s.i.g. Hours No. From To Min/Pound rate Minutes 
2 6 0 6 1.00 9 2 8 4 4 1.00 
LUZ ga 7 22 6 3 0.20 3 4 O0 130 32.50 137 
2 6 0 13 2.20 16 Over8... 1 24 8 3 0.20 
Diret Mee 1 2 6 3 0.20 2 4 8 2.00 
2 6 0 21 3.50 24 3 4 0 140 35.00 151 
Si narahye eens 1 22 6 3 0.20 POEET V2: vecece 1 26 10 3 0.20 
2 6 0 35 5.85 38 2 10 4 6 1.00 
Be aco diaas 1 22 6 3 0.20 3 4 4 1.00 13 
2 6 0 65 10.83 68 Morien 1 26 10 3 0.20 
Sete since 1 2 6 3 0.20 2 10 6 1.00 
2 6 0 90 15.00 93 3 4 5 1.25 14 
O eaa tao 1 22 6 3 0.20 Li y 26 10 3 0.20 
2 6 0 100 16.67 103 2 10 6 1.00 
ess oh ce 1 2 6 3 0.20 3 4 20 5.00 29 
2 6 0 110 18.35 113 D aree 1 26 10 3 0.20 
Bech is 1 2 6 3 0.20 2 10 4 6 1.00 
2 6 0 125 20.80 128 3 4 0 25 6.25 34 
Over 8 . 1 22 6 3 0.20 Se apaan 1 26 10 3 0.20 
2 6 0 130 21.70 133 2 10 4 6 1.00 
24 TA Hse ote 1 24 8 3 0.20 3 4 0 60 15.00 69 
2 4 4 1.00 r E 1 26 10 3 0.20 
3 4 0 4 1.00 11 2 10 4 6 1.0 
OEE 1 24 8 3 0.20 3 4 0 95 23.75 104 
2 4 4 1.00 S26 oN tes 1 26 10 3 0.20 
3 4 0 5 1.25 12 2 10 4 8 1.33 
11/2 rro 1 24 8 3 0.20 3 4 0 115 28.80 126 
2 4 4 1.00 6. phe 1 26 10 3 0.20 
3 4 0 16 4.00 23 2 10 4 8 1.33 
PEPEE 1 24 8 3 0.20 3 4 O0 130 32.50 141 
2 4 4 1.00 T gages 1 26 10 3 0.20 
3 4 0 20 5.00 27 2 10 4 9 1.50 
Saee 1 24 8 3 0.20 3 4 O0 130 32.50 142 
2 4 4 1.00 B dutie 1 26 10 3 0.20 
3 4 0 45 11.25 52 2 10 4 9 1.50 
Ae eat ding 1 24 8 3 0.20 3 4 O0 130 32.50 142 
2 4 4 1.00 Over8... 1 26 10 3 0.20 
3 4 0 85 21:25 92 2 10 4 30 5.00 
EN 1 24 8 3 0.20 3 4 O0 130 32.50 163 
2 4 4 1.00 28 TERA KOANT 1 28 12 3 0.20 
3 4 0 110 27.50 117 2 12 8 1.00 
Oks nai 1 24 8 3 0.20 3 4 0 4 1.00 15 
2 4 4 1.00 Pooier 1 28 12 3 0.20 
3 4 0 115 28.80 122 2 12 8 1.00 
Traini 1 24 8 3 0.20 3 4 0 12 3.00 23 
2 4 4 1.00 DDD ected « oi 28 12 3 0.20 
3 0 120 30.00 127 2 12 4 8 1.00 
ET. 1 24 8 3 0.20 3 4 0 20 5.00 31 
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Decompression data Decompression data 
Working Pressure Time in Total time Working Pressure Time in Total time 
chamber Working reduction stage Pressure decom- chamber Working reduction stage Pressure decom- 
pressure period Stage P.s.i.g. Minutes reduction press pressure period Stage P.s.i.g. Minutes reduction press 
P.s.i.g. Hours No. From To Min/Pound rate Minutes P.s.i.g. Hours No. From To Min/Pound rate Minutes 
Darnkeeai 1 28 12 3 0.20 3 4 O0 130 32.50 168 
2 12 4 8 1.00 Doegie 1 30 14 3 0.20 
3 4 0 30 7.50 41 2 14 4 45 4.50 
Fro nk hide 1 28 12 3 0.20 3 4 O0 130 32.50 178 
2 12 4 10 1.25 Puois ges 1 30 14 3 0.20 
3 4 0 85 21.20 98 2 144 4 55 5.50 
Ais cet See 1 28 12 3 0.20 3 4 0 130 32.50 188 
2 12 4 14 1.75 Over8... 1 30 14 3 0.20 
3 4 0 110 27.50 127 2 14 4 7 7.10 
EEEO 1 28 12 3 0.20 3 4 O0 130 32.50 204 
2 12 4 20 2.50 32 yare 1/2. es sites 1 32 16 3 0.20 
3 4 0 120 30.00 143 2 16 4 12 1.00 
Osain 1 28 12 3 0.20 3 4 0 4 1.00 19 
2 12 4 20 2.50 Lyset 1 32 16 3 0.20 
3 4 O0 130 32.50 153 2 16 4 12 1.00 
Tergat dai 1 28 12 3 0.20 3 4 0 20 5.00 35 
2 12 4 20 2.50 TE i 32 16 3 0.20 
3 4 O0 130 32.50 153 2 16 4 15 1.25 
Baugen 1 28 12 3 0.20 3 4 0 25 6.25 43 
2 12 4 32 4.00 PETES 1 32 16 3 0.20 
3 4 O0 130 32.50 165 2 16 4 2 1.83 
Over8 ... 1 28 12 3 0.20 3 4 0 60 15.00 85 
2 12 4 50 6.25 F essere 1 32 16 3 0.20 
3 4 O0 130 32.50 183 2 16 28 2.33 
30 sel eevee: 1 30 14 3 0.20 3 4 0 95 23.75 126 
2 14 4 10 1.00 e A 1 32 16 3 0.20 
3 4 0 4 1.00 17 2 16 4 40 3.33 
Tayara 1 30 14 3 0.20 3 4 0 120 30.00 163 
2 14 4 10 1.00 S aeheene 1 32 16 3 0.20 
3 4 0 15 3.75 28 2 16 4 45 3.75 
V 2an A 30 14 3 0.20 3 4 O0 130 32.50 178 
2 14 4 10 1.00 Or sadeies 1 32 16 3 0.20 
3 4 0 25 6.25 38 2 16 4 60 5.00 
AATE 1 30 14 3 0.20 3 4 O0 130 32.50 193 
2 14 4 14 1.40 DP einpisy 1 32 16 3 0.20 
3 4 0 45 11.25 62 2 16 4 7 5.83 
taneet 1 30 14 3 0.20 3 4 O0 130 32.50 203 
2 14 4 17 1.70 Bi aedi 1 32 16 3 0.20 
3 4 0 85 21.20 105 2 16 4 80 6.67 
A Se ecto abe 1 30 14 3 0.20 3 4 O0 130 32.50 213 
2 14 4 30 3.00 Over8... 1 32 16 3 0.20 
3 4 0 110 27.50 143 2 16 4 93 7.75 
Sethe. 1 30 14 3 0.20 3 4 O0 130 32.50 226 
2 14 4 35 3.50 BA PERRE 1/2 aias 1 34 18 3 0.20 
3 4 O0 130 32.50 165 2 18 4 14 1.00 
6 ike dee 1 30 14 3 0.20 3 4 0 4 1.00 21 
2 14 4 35 3.50 EEIT 1 34 18 3 0.20 
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Decompression data Decompression data 
Working Pressure Time in Total time Working Pressure Time in Total time 
chamber Working reduction stage Pressure decom- chamber Working reduction stage Pressure decom- 
pressure period Stage P.s.i.g. Minutes reduction press pressure period Stage P.s.i.g. Minutes reduction press 
P.s.i.g. Hours No. From To Min/Pound rate Minutes P.s.i.g. Hours No. From To Min/Pound rate Minutes 
2 18 4 14 1.00 METS 1 36 20 3 0.20 
3 4 0 2 5.50 39 2 20 4 90 5.63 
E A 1 34 18 3 0.20 3 4 O0 130 32.50 223 
2 18 4 25 1.80 O AA 1 36 20 3 0.20 
3 4 0 30 7.50 58 2 20 4 100 6.25 
PETE 1 34 18 3 0.20 3 4 O0 130 32.50 233 
2 18 4 35 2.50 Thee th 1 36 20 3 0.20 
3 4 0 60 15.00 98 2 20 4 110 6.88 
B kes dees 1 34 18 3 0.20 3 4 0 130 32.50 243 
2 18 4 43 3.10 Bina 1 36 20 3 0.20 
3 4 0 105 26.25 151 2 20 4 120 7.50 
7 ORE 1 34 18 3 0.20 3 4 O0 130 32.50 253 
2 18 4 55 3.93 Over8... 1 36 20 3 0.20 
3 4 0. 120 30.00 178 2 20 4 = 140 8.75 
S eraann 1 34 18 3 0.20 3 4 O0 130 32.50 273 
2 18 4 62 4.43 IE lita T/2 2 wis 3 1 38 22 3 0.20 
3 4 O0 130 32.50 195 2 2 6 16 1.00 
Granite 1 34 18 3 0.20 3 6 0 9 1.50 28 
2 18 4 85 6.07 T eeeens 1 38 22 3 0.20 
3 4 O0 130 32.50 218 2 22- 6 16 1.00 
Trias 1 34 18 3 0.20 3 6 0 30 5.00 49 
2 18 4 90 6.43 LQ seg «i 38 22 3 0.20 
3 4 O0 130 32.50 223 2 22 6 20 1.25 
Sees 1 34 18 3 0.20 3 6 0 50 8.34 73 
2 18 4 100 7.15 VEES A 1 38 22 3 0.20 
3 4 O0 130 32.50 233 2 22 6 30 1.88 
Over8 ... 1 34 18 3 0.20 3 6 0 95 15.83 128 
2 18 4 115 8.23 3 artas 1 38 22 3 0.20 
3 4 O0 130 32.50 248 2 22- 6 35 2.19 
36° fb ID ee viens 1 36 20 3 0.20 3 6 0 140 23.35 178 
2 20 4 16 1.00 Ahania 1 38 22 3 0.20 
3 4 0 5 1.25 24 2 22 6 50 3.12 
sod Sree 1 36 20 3 0.20 3 6 0 150 25.00 203 
2 20 4 16 1.00 I aanas 1 38 22 3 0.20 
3 4 0 25 6.25 44 2 2 6 55 3.44 
liQguacs 36 20 3 0.20 3 6 0 165 27.50 223 
2 20 4 30 1.88 TEE 1 28 22 3 0.20 
3 4 0 30 7.50 63 2 22 6 7 4.38 
Dayanan 1 36 20 3 0.20 3 6 0 165 27.50 238 
2 20 4 40 2.50 APEE 1 38 22 3 0.20 
3 4 0 7% 17.50 113 2 22 6 385 5.32 
EEEE 1 36 20 3 0.20 3 6 0 165 27.50 253 
2 20 4 52 3.25 B ess 1 38 22 3 0.20 
3 4 0 115 28.75 170 2 22 6 95 5.93 
Acbei aed 1 36 20 3 0.20 3 6 0 165 27.50 263 
2 20 4 65 4.06 Over8... 1 38 22 3 0.20 
3 4 O0 130 32.50 198 2 22 6 4110 6.88 
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Decompression data Decompression data 
Working Pressure Time in Total time Working Pressure Time in Total time 
chamber Working reduction stage Pressure decom- chamber Working reduction stage Pressure decom- 
pressure period Stage P.s.i.g. Minutes reduction press pressure period Stage P.s.i.g. Minutes reduction press 
P.s.i.g. Hours No. From To Min/Pound rate Minutes P.s.i.g. Hours No. From To Min/Pound rate Minutes 
3 6 0 165 27.50 278 3 10 4 6 1.00 
Aa Qe ey 1 40 24 3 0.20 4 4 0 12 3.00 37 
2 24 8 16 1.00 U Derius. 1 42 26 3 0.20 
3 8 4 4 1.00 2 26 10 16 1.00 
4 4 0 8 2.00 31 3 10 4 12 2.00 
EEEE 1 40 24 3 0.20 4 4 0 25 6.25 56 
2 24 8 16 1.00 T2 a 6 42 26 3 0.20 
3 4 5 1.25 2 26 10 16 1.00 
4 4 0 25 6.25 49 3 10 4 23 3.83 
I/22 osas 1 40 24 3 0.20 4 4 0 60 15.00 102 
2 24 8 16 1.00 PETON 1 42 26 3 0.20 
3 20 5.00 2 26 10 16 1.00 
4 4 0 45 11.25 84 3 10 4 30 5.00 
Dice elds 1 40 24 3 0.20 4 4 0 95 23.75 144 
2 24 8 25 1.56 F eea 1 42 26 3 0.20 
3 8 4 20 5.00 2 26 10 16 1.00 
4 4 0 95 23.75 143 3 10 4 50 8.34 
3. Madea 1 40 24 3 0.20 4 4 0 120 30.00 189 
2 24 8 30 1.88 e TREA 1 42 26 3 0.20 
A 8 4 30 7.50 2 26 10 17 1.06 
4 4 0 120 30.00 183 3 10 4 65 10.83 
7 EREE 1 40 24 3 0.20 4 4 0 130 32.50 215 
2 24 8 45 2.81 ETS 1 42 26 3 0.20 
3 8 4 35 8.75 2 26 10 27 1.69 
4 4 O0 130 32.50 213 3 10 4 85 14.18 
EREET 1 40 24 3 0.20 4 4 O0 130 32.50 245 
2 24 8 47 2.94 Oo pees 1 42 26 3 0.20 
3 8 4 53 13.25 2 26 10 27 1.69 
4 4 O0 130 32.50 233 3 10 4 100 16.67 
Oza tit hes 1 40 24 3 0.20 4 4 O0 130 32.50 260 
2 24 8 55 3.44 Th aonais 1 42 26 3 0.20 
3 8 4 60 15.00 2 26 10 30 1.88 
4 4 O0 130 32.50 248 3 10 4 100 16.67 
NEET E 1 40 24 3 0.20 4 4 0 130 32.50 263 
2 24 8 65 4.06 Bctigiss 1 42 26 3 0.20 
3 8 4 60 15.00 2 26 10 35 2.19 
4 4 O0 130 32.50 258 3 10 4 100 16.67 
Bea 1 40 24 3 0.20 4 4 0 130 32.50 268 
2 24 8 75 4.70 Over8... 1 42 26 3 0.20 
3 60 15.00 2 26 10 60 3.75 
4 4 O0 130 32.50 268 3 10 4 100 16.67 
Over8 ... 1 40 24 3 0.20 4 4 0 130 32.50 293 
2 24 8 95 5.93 CL ee TD tress, 1 44 28 3 0.20 
3 60 15.00 2 28 12 16 1.00 
4 4 O0 130 32.50 288 3 12 4 8 1.00 
AD vice 12s bok 1 42 26 3 0.20 4 4 0 16 4.00 43 
2 26 10 16 1.00 RETAIN 1 44 28 3 0.20 
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Decompression data Decompression data 
Working Pressure Time in Total time Working Pressure Time in Total time 
chamber Working reduction stage Pressure decom- chamber Working reduction stage Pressure decom- 
pressure period Stage P.s.i.g. Minutes reduction press pressure period Stage P.s.i.g. Minutes reduction press 
P.s.i.g. Hours No. From To Min/Pound rate Minutes P.s.i.g. Hours No. From To Min/Pound rate Minutes 
2 28 12 16 1.00 LAD. Sess. A 46 30 3 0.20 
3 12 4 20 2.50 2 30 14 16 1.00 
4 4 0 25 6.25 64 3 14 4 35 3.50 
TIe Th 44 28 3 0.20 4 4 0 85 21.20 139 
2 28 12 16 1.00 Qs aanne 1 46 30 3 0.20 
3 12 4 27 3.38 2 30 14 16 1.00 
4 4 0 72 18.00 118 3 14 4 47 4.70 
Drakies 1 44 28 3 0.20 4 4 0 105 26.25 171 
2 28 12 16 1.00 Bhp tanget 1 46 30 3 0.20 
3 12 4 40 5.00 2 30 14 16 1.00 
4 4 0 95 23.75 154 3 14 4 65 6.50 
B Ried 1 44 28 3 0.20 4 4 O0 130 32.50 214 
2 28 12 16 1.00 7 1 46 30 3 0.20 
3 12 4 60 7.50 2 30 14 16 1.00 
4 4 0 120 30.00 199 3 14 4 95 9.50 
By EEA 1 44 28 3 0.20 4 4 0 130 32.50 244 
2 28 12 16 1.00 S wets ac 1 46 30 3 0.20 
3 12 4 85 10.62 2 30 14 16 1.00 
4 4 O0 130 32.50 234 3 14 4 120 12.00 
ATREA 1 44 28 3 0.20 4 4 0 130 32.50 269 
2 28 12 16 1.00 G aanire. 1 46 30 3 0.20 
3 12 4 105 13.13 2 30 14 16 1.00 
4 4 O0 130 32.50 254 3 14 4 125 12.50 
EET 1 44 28 3 0.20 4 4 O0 130 32.50 274 
2 28 12 16 1.00 EEE ERE 1 46 30 3 0.20 
3 12 4 115 14.38 2 30 14 16 1.00 
4 4 O0 130 32.50 264 3 14 4 140 14.00 
EENEN, 1 44 28 3 0.20 4 4 0 130 32.50 289 
2 28 12 16 1.00 Buades 1 46 30 3 0.20 
3 12 4 120 15.00 2 30 14 16 1.00 
4 4 O0 130 32.50 269 3 14 4 150 15.00 
Basho ies 1 44 28 3 0.20 4 4 O0 130 32.50 299 
2 28 12 16 1.00 Over8... 1 46 30 3 0.20 
3 12 4 120 15.00 2 30 14 25 1.56 
4 4 O0 130 32.50 269 3 14 4 160 16.00 
Over8 ... 1 44 28 3 0.20 4 4 0 130 32.50 318 
2 28 12 40 2.50 AS nien Voses 1 48 32 3 0.20 
3 12 4 120 15.00 2 32 16 16 1.00 
4 4 O0 130 32.50 293 3 16 4 12 1.00 
e VAE 1 46 30 3 0.20 4 4 0 20 5.00 51 
2 30 14 16 1.00 PENE 1 48 32 3 0.20 
3 14 4 10 1.00 2 32 16 16 1.00 
4 4 0 15 3.75 44 3 16 4 35 2.92 
| eee 1 46 30 3 0.20 4 4 0 35 8.75 89 
2 30 14 16 1.00 LE set | 48 32 3 0.20 
3 14 4 25 2.50 2 32 16 16 1.00 
4 4 0 30 7.50 74 3 16 4 45 3.75 
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Decompression data Decompression data 
Working Pressure Time in Total time Working Pressure Time in Total time 
chamber Working reduction stage Pressure decom- chamber Working reduction stage Pressure decom- 
pressure period Stage P.s.i.g. Minutes reduction press pressure period Stage P.s.i.g. Minutes reduction press 
P.s.i.g. Hours No. From To Min/Pound rate Minutes P.s.i.g. Hours No. From To Min/Pound rate Minutes 
4 4 0 80 20.00 144 3 18 4 100 7.15 
INERTS 1 48 32 3 0.20 4 4 0 130 32.50 249 
2 32 16 16 1.00 4... 1 50 34 3 0.20 
3 16 4 60 5.00 2 34 18 16 1.00 
4 4 0 110 27.50 189 3 18 4 130 8.58 
EEA 1 48 32 3 0.20 4 4 0 130 32.50 279 
2 32 16 16 1.00 Bank 1 50 34 3 0.20 
3 16 4 90 7.50 2 34 18 16 1.00 
4 4 0 120 30.00 229 3 18 4 160 11.42 
7 EN TEE 1 48 32 3 0.20 4 4 0 130 32.50 309 
2 32 16 16 1.00 Orc doen 1 50 34 3 0.20 
3 16 4 120 10.00 2 34 18 16 1.00 
4 4 0 130 32.50 269 3 18 4 180 12.85 
Dead bAa 1 48 32 3 0.20 4 4 0 130 32.50 329 
2 32 16 16 1.00 
3 16 4 140 11.67 AMENDATORY SECTION (Amending Order 74-26, filed 
4 4 0 130 32.50 299 5/7/74, effective 6/6/74) 
Capen : eos 3 we WAC 296-155-755 Roofing, insulating and water- 
2 eater te 109 proofing. (1) Roofers hoisting jack ((shaH)) must be con- 
3 TO y2 OY 13.33 structed to withstand the contemplated load to be hoisted. 
4 4 O0 130 32.50 309 The beam from counter balance point to heel of jack ((skhaH)) 
ee 1 48 32 3 0.20 must be at least 3/4 the length of the entire beam. 
2 32 16 16 1.00 (2) You must counterweight hoisting jack ((shal—be 
3 16 4 170 14.17 eounterweichted)) with a minimum of ((three)) 3 times the 
4 4 0 130 32.50 319 contemplated maximum load to be lifted. ((Counterweight 
)) You must securely fasten coun- 
BY care es 1 48 32 3 0.20 f . 
terweight to heel of jack to prevent displacement, or you must 
2 Saole. AS 1.00 fasten the jack ((shal be-fastened)) by means of lashing, bolt- 
3 16 4 170 14.17 ing, or other means to prevent displacement. 
4 4 0 130 32.50 319 (3) You must provide a steel collar or U-bolt and shackle 
50a EAT 1 50 34 3 0.20 on head of the hoisting jack ((shal-be-previded)) for attach- 
2 34 18 16 1.00 ment of pulley. 
3 18 4 14 1.00 (4) Hoisting pulleys ((skaH)) must be of steel construc- 
4 4 0 25 6.25 58 tion. 
A hee, 1 50 34 3 0.20 (5) Where materials are hoisted by hand the hoist line 
2 34 18 16 1.00 ((shal)) must be not less than ((five-eighths)) 5/8 manila 
à B ay TT rope, or the equivalent. Where machine hoist is used the hoist 
i ma He oe 5i line ((shałt)) must be wire rope. 
(6) Hoisting hooks ((shaH)) must be of cast or forged 
pe ae «A aa. Oe oe steel heavy enough to prevent straightening under a load. 
i E te A (7) Workers ((shatt)) must not stand under load when 
3 He. AA, 29 es material or hot asphalt is being hoisted. 
H S ian eres Wee (8) You must keep hot asphalt ((shat-be-kept)) at a safe 
Rorre | Se ats 3 0.20 level in buckets for carrying and hoisting. 
2 Bt TR 18 1:00 (9) Workers must not carry service buckets of hot asphalt 
3 18 4 70 5.00 ((shaH net-be-earried)) up ladders ((by4verkers)). 
4 4 0 120 30.00 209 (10) Service buckets ((shaH)) must be standard safety 
Fratan 1 50 34 3 0.20 bucket or flatbottom bucket with bails fastened to an offset 
2 34 18 16 1.00 ear firmly riveted to side of bucket. There ((skhal)) must be a 


handle riveted near bottom of bucket for tipping purposes. 
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(11) Ladders ((shaH)) must extend at least 3 feet above 
the platform or roof served and ((shaH})) must be secured at 
top and bottom to prevent slipping. 

(12) ((Safeguards-shalbe-erected)) You must erect safe- 
guards to prevent loads and lines contacting power lines 
where not possible to work in clear of power lines. 

(13) You must not throw asphalt chunks ((shal-nettbe 
threwn)) into hot tar pot, but ((shal-be-placed)) you must 
place it so as to prevent splashing of hot material. 

(14) There ((shaH)) must be means to smother fires at 
fired tar pots. 

(15) Mop or spud bar handles over ((three)) 3 feet long 
((shall)) must be of wood or other nonconductive material. 

(16) Persons working at kettles or handling hot tar 
((shaH)) must, wear gloves and have arms fully protected. 

(17) You must keep open tar heating pots ((shaltbe 
kept)) outside of buildings. 


Note: Electric type tar heating equipment may be used inside of the 
working enclosure provided that exhaust fans in connection 
with tubing, either rigid or flexible, capable of carrying fumes 
created by the heating process to the outside air are installed 
and in constant use during heating operations. The equipment 
should be provided with hinged lid or baffle plate for the pur- 
pose of immediate smothering of a pot fire. 


(18) While hot tar is being applied inside an enclosure, 
you must install exhaust fans to supplement natural ventila- 
tion ((shaHbenstaHed)) to expedite removal of gaseous 
fumes from the building. 

(19) Flame heated tar pots ((shaH-be)) are prohibited on 
roofs of structures. 

(20) Tar pots ((sha)) must have an attendant at all times 
while in operation. 


AMENDATORY SECTION (Amending WSR 86-03-074, 
filed 1/21/86) 


WAC 296-155-765 Rock crushing, gravel washing, 
and hot mix plants. (1) Stationary dragline machines 
((shaH)) must have all moving parts which are exposed to 
contact guarded with standard safeguards. 

(a) You must inspect all running lines, straps, etc., ((shal! 
be regularly inspeeted-_and-shaH)) and they must be changed 
when 10% of the wires in a 3 foot length are broken. 

(b) Spars ((shaH)) must be properly guyed with a mini- 
mum of 5 top guys and where spar is over 50 feet in height, 
you must use 3 buckle guys ((shal-beused)). 

(c) You must rig a pass line ((shall-be-+igged)) on the 
spar to provide safe means of reaching top of spar. 

(d) The head block ((sheH)) must be equipped with a 
safety strap attached to shell of the block and onto a guy wire 
leading away from the working area. 

(2) Truck dump bunkers ((shaH)) must have wheel 
bumper block installed when dumping material from trucks. 

(3) You must install substantial walkways and working 
platforms, equipped with toe boards and handrails ((shaH-be 
instaHed)) at all plants. You must place standard stairways 


and ladders ((shaH-be-placed)) to reach all parts requiring oil- 
ing and maintenance. 
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(4) Plant structures ((shaH)) must be constructed to carry 
the required load, without material or structural failure, for 
the prescribed life of the material used. 

(5) Bunker unloading devices ((shaH)) must be arranged 
to be operative from outside the walls of bunkers. 

(6) Crusher operators and other employees working 
where hazardous dust or nuisance dust exists ((shaH)) must 
use approved respirators and goggles. 

(7) All dusty rock crushing houses or other dusty places 
of employment, ((skaH)) must be equipped with means for 
controlling the dust. 

(8) Cone type crushers ((sha})) must be equipped with 
approved guards over or around the feed end to prevent rock 
from flying from crusher while in operation. 

(9) All aggregate elevators, bucket or other type, ((sha})) 
must have guards or barricades installed under or around 
return strand and of sufficient strength to sustain weight of 
piled up broken elevator equipment. 

(10) All plant controls ((shaH)) must be placed so as to be 
readily accessible. 

(11) Overhead conveyors ((skal)) must be constructed 
so as to restrain the spillage of material. Wherever the hazard 
of falling materials exists, you must provide overhead protec- 
tion ((shal-be-previded)) over walkways and roadways. 

(12) Electrical equipment ((shalt)) must be installed and 
maintained to comply with the National Electrical Code. 

(13) You must discharge exhaust fumes from internal 
combustion engines ((shaH-be-diseharged)) away from or 
above the working station. 

(14) Hot mix plants, steam boilers and pressure vessels 
((shaH)) must conform to A.S.M.E. Boiler and Pressure Ves- 
sel Codes and applicable rules and regulations of the depart- 
ment. 

(15) All hot pipes exposed to contact ((shaH)) must be 
covered or otherwise guarded against contact. 

(16) All oil tanks above ground ((shalt)) must be prop- 
erly bedded and grounded. 

(17) You must clean up or cover oil leakage on the 
ground ((shaH be-cleaned up-or-eevered)) with absorbent 
material. 

(18) Mixer operators ((shal})) must use approved respira- 
tor and goggles except when operating from a remote loca- 
tion. 

(19) You must provide dust and fume collection systems 
((shall be-previded)) on all installations. You must discharge 
dust and fumes ((shal-be-diseharged)) back into plant or car- 


ried to a suitable distance from the work area and precipi- 
tated. 


AMENDATORY SECTION (Amending Order 74-26, filed 
5/7/74, effective 6/6/74) 


WAC 296-155-770 Moving of structures. (1) When 
structures are being raised, lowered, temporarily held in posi- 
tion or moved laterally, you must exercise care ((shaH-be 
exereised)) to prevent the possibility of mishap. 

(2) You must carefully compute. weights to be moved 


((sha ed)) and 
furnish Sauipmenk to proce a safely flor i ((Sve)) 5. 
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(3) Where excavations exist ((they-shal-be-shered)) you 


must shore them in compliance with Part N of this chapter. 

(4) Cribbing and blocking ((shaH)) must be set on a level 
and firm foundation. 

(5) Dollies and rollers ((shaH)) must be securely blocked 
except when structure is being moved by power equipment. 

(6) Jacks ((shaH)) must comply with WAC 296-155-375 
of this chapter. 

(7) ((Previsiens-shalH be-made)) You must make provi- 
sions to maintain a minimum clearance of 10 feet from all 
electrical conductors with the following exceptions: 

(a) When a representative of the owner of the electrical 
conductors is present and directs the handling of all said con- 
ductors. 

(b) Where there ((shaH)) must be existing and/or erected 
mechanical barriers to prevent contact of structure or workers 
with said electrical conductors. Barriers ((shaH)) must be 
installed by or under the direction of the owners of the con- 
ductors. 

(c) Where said electrical conductors have been ((de- 
energized)) deenergized and grounded by the owners of the 
conductors. 

(d) By relocation of said electrical conductors by the 
owners of the conductors. The 10 foot requirement ((skaH)) 
must not be reduced by movement due to strains being 
imposed upon the conductors or the structures supporting the 
conductors or upon any fixtures or attachments thereon. 

(8) When a structure is being lifted, shoring ((sha})) 
must be provided at all times and be kept up to the object until 
the desired height is reached, and then it ((shaH})) must be 
blocked or cribbed immediately. 

(9) Timbers must be in sound condition and of a size suf- 
ficient to maintain not more than one inch deflection for each 
200 inches of unsupported span. 

(10) The cross member used on the front dolly, or the 
fifth wheel on the truck, must be of construction and size to 
preclude any deflection. All floor joists of the building being 
moved must be firmly supported on either the running mem- 
bers or on the cross members, which in turn ride on or are 
firmly attached to the running members. 

(11) When timbers are used as the cross member, you 
must use a steel saddle or cradle ((shal-be+used)) which will 
distribute the load evenly over the cross members, which in 
turn ride on or are firmly attached to the running members. 

(12) When timbers are used as the cross member, you 
must use a steel saddle or cradle ((shaH-be-sed)) which will 
distribute the load evenly over the cross sectional area of said 
timber where the timber is supported over the dolly or fifth 
wheel. This saddle or cradle ((skalt)) must be equipped so as 
to be interchangeable on any standard fifth wheel when such 
operation is used. Cross members of any other material used 
on fifth wheel loading ((shaH)) must also be so equipped. 

(13) When running members are secured to the lower 
side of the cross member supported by the fifth wheel or front 
dolly, the primary support ((skaH)) must be 3/4 inch steel 
bolts placed one on either side of each member and spaced 
from such members by 1/2 inch steel plate shaped to act as a 
template for placement on the top of the cross member and 
beneath the running member. You must use 3/4 by 3" nuts 
((shal be-used)) to tighten the above described clamp in a 


[ 407] 


WSR 16-09-085 


secure fashion. You must use a secondary binding of chain or 
cable with chain binder or jacks ((shalt-be-ased)) to securely 
fasten the running members to cross members. 


Note: Chains or cables securely tightened can be used. A secondary 
chain or safety chain should also be used in the event that the 


main chain should snap. 


(14) You must use safety chains ((shal—be—used)) 
between the running members and the towing truck to sup- 
plant the tow bar, and will be secured so as to preclude any 
possibility of the running timbers being pulled off the cross 
members on the truck or from the dollies. 

(15) For the purpose of computing weights to determine 
the axle and tire loadings, you must use the cubic volume of 
the building (length, width and height), including walls, 
floors and ceiling joists, ((skaH-bezused,)) allowing ((fHre)) 5 
pounds per cubic foot. You must use this method of comput- 
ing weight ((shaH-be-used)) to determine if larger equipment 
need be employed on any given move. 

(16) When fastening structures to tractor, and runners are 
clamped to headers, you must use steel chains or the equiva- 
lent ((shaH-be-ased)). If steel chains are used, you must 
tighten said chains ((shalH-betighterned)) by railroad jacks or 
the equivalent. 

(17) All motor vehicles ((shaH)) must conform with 
motor vehicle laws of the state of Washington. 

(18) A fifth wheel type suspension with two nonsteering 
dollies ((shaH)) must be acceptable for moving buildings 
which do not exceed 46 feet in length. You must obtain per- 
mission to move larger structures with this type of suspension 
((shalbe-ebtained)) from the department. 

(19) Pushing from the rear ((shaHbe)) is prohibited 
unless a system of signals is used to control the driver. 

(20) You must carry blocks capable of holding the unit 
being moved ((shaHbe-cartied)), and in case of winching 
operations, ((shalbe-kept)) you must keep them close to the 
downhill side of the wheel of each dolly to prevent a runaway 
should the cable slip. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-77100 Hoists, elevators, excavators, 
and conveyors. (1) Definitions applicable to this section. 

Accessory((—)). A secondary part or assembly of parts 
which contributes to the overall function and usefulness of a 
machine. 

Appointed((—)). Assigned specific responsibilities by 
the employer or the employer's representative. 

Authorized person((—Means)). A person approved or 
assigned by the employer to perform a specific type of duty 
or duties or be at a specific location or locations at the work- 
place. 

Auxiliary hoist((—)). A secondary hoist rope system 
used either in conjunction with, or independently of, the main 
hoist system. 

Axle((—)). The shaft or spindle with which or about 
which a wheel rotates. On wheel-mounted cranes it refers to 
a type of axle assembly including housings, gearing, differen- 
tial, bearings, and mounting appurtenances. 
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Brake((—)). A device used for retarding or stopping 
motion. 

Clutch((—)). A means for engagement or disengagement 
of power. 

Commercial truck vehicle((—)). A commercial motor 
vehicle designed primarily for the transportation of property 
in connection with business and industry. 

Designated((—)). Selected or assigned by the employer 
or the employer's representative as being competent to per- 
form specific duties. 

Job site((—)). Work area defined by the construction 
contract. 

Limiting device((—)). A mechanical device which is 
operated by some part of a power driven machine or equip- 
ment to control loads or motions of the machine or equip- 
ment. 

Payload((—)). That load or loads being transported by 
the commercial truck chassis from place to place. 

Qualified person((—)). A person who, by possession of 
a recognized degree or certificate of professional standing, or 
who, by extensive knowledge, training, and experience, has 
successfully demonstrated the ability to solve or resolve 
problems relating to the subject matter and work. 

((G))) (2) General requirements. 

(a) You must conspicuously post rated load capacities, 
and recommended operating speeds, and special hazard 
warnings, or instruction, ((shalbe-censpicueushy-pested)) on 
all equipment. Instructions or warnings ((skaH)) must be vis- 
ible to the operator while at the control station. 

(b) The operator ((shal)) must avoid carrying loads over 
people. 

(c) Operators ((shaH)) must observe signals only from 
duly authorized persons. Under no circumstances ((skheH)) 
must you move a load ((be-meved)) until the signal is 
received from authorized personnel. 

(d) You must guard belts, gears, shafts, pulleys, sprock- 
ets, spindles, drums, fly wheels, chains, or other reciprocat- 
ing, rotating, or other moving parts or equipment ((shalbe 
guarded)) if such parts are exposed to contact by employees, 
or otherwise create a hazard. Guarding ((shaH)) must meet 
the requirements of chapter 296-806 WAC, Machine safety. 

(e) You must guard or insulate all exhaust pipes ((shalt 
be-guarded_orimsutated)) where contact by employees, in the 
performance of normal duties, is possible. 

(f) Whenever internal combustion engine powered 
equipment exhaust is in enclosed spaces, you must perform 
and record tests ((shal-be-made-and+ecerded)) to see that 
employees are not exposed to unsafe concentrations of toxic 
gases or oxygen deficient atmospheres. See chapter 296-62 
WAC, General occupational health standards and chapter 
296-841 WAC, identifying and controlling respiratory haz- 
ards. 

(g) Fuel tank filler pipe ((sha)) must be located in such 
a position, or protected in such a manner, as to not allow spill 
or overflow to run onto the engine, exhaust, or electrical 
equipment of any machine being fueled. 

(i) An accessible fire extinguisher of 5BC rating, or 
higher, ((shalt)) must be available at all operator stations or 
cabs of equipment. 
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Note: For additional requirements relating to portable fire extinguish- 
ers see WAC 296-800-300. 


(ii) You must transport, store and handle all fuels ((shalt 

)) to meet the rules of Part 

D of this chapter. When fuel is transported by vehicles on 

public highways, department of transportation rules concern- 
ing such vehicular transportation are considered applicable. 

(h) Except where electrical distribution and transmission 
lines have been deenergized and visibly grounded at point of 
work or where insulating barriers, not a part of or an attach- 
ment to the equipment or machinery, have been erected to 
prevent physical contact with the lines, you must operate 
equipment or machines ((shalHbe-operated)) proximate to 
power lines only in accordance with the following: 

(i) For lines rated 50 kV or below, minimum clearance 
between the lines and any part of the equipment or load 
((shaH-be+ten)) must be 10 feet. 

(ii) For lines rated over 50 kV, minimum clearance 
between the lines and any part of the equipment or load 
((shaH-be-+ten)) must be 10 feet plus ((feurtenths)) 4/10 inch 
for each 1 kV over 50 kV, or twice the length of the line insu- 
lator, but never less than ((te#)) 10 feet. 

(iii) In transit with no load and boom lowered, the equip- 
ment clearance ((shaH)) must be a minimum of ((feur)) 4 feet 
for voltages less than 50 kV, and ((te#)) 10 feet for voltages 
over 50 kV up to and including 345 kV, and ((sixteen)) 16 
feet for voltages up to and including 750 kV. 

(iv) ((A-person shal be-designated)) You must designate 
a person to observe clearance of the equipment and give 
timely warning to insure that the required separation is main- 
tained for all operators where it is difficult for the operator to 
maintain the desired clearance by visual means. 

(v) You must consider any overhead wire ((shaHbe-con- 
sidered)) to be an energized line unless and until the person 
owning such line or the electrical utility authorities indicate 
that it is not an energized line and it has been visibly 
grounded. 

(vi) Prior to work near transmitter tower where an elec- 
trical charge can be induced in the equipment or materials 
being handled, you must deenergize the transmitter ((shallbe 
deenergized)) or perform tests ((shal-bemade)) to determine 
if electrical charge is induced on the machine. 

(1) Reserved. 

(j) You must take the following precautions ((shalbe 
taken)) when necessary to dissipate induced voltage: 

(i) The equipment ((shaH)) must be provided with an 
electrical ground directly to the upper rotating structure sup- 
porting the boom; and 

(ii) You must attach ground jumper cables ((shaH-be 
attached)) to materials being handled by boom equipment 
when electrical charge is induced while working near ener- 
gized transmitters. ((Crews-shal-be provided) ) You must pro- 
vide crews with nonconductive poles having large alligator 
clips or other similar protection to attach the ground cable to 
the load. 

(k) (GNe)) You must not make any modifications or addi- 
tions which affect the capacity or safe operation of the equip- 
ment ((shal be- madebytheemployer)) without the manufac- 
turer's or a qualified engineer's written approval. If such mod- 
ification or changes are made, you must change the capacity, 
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operation, and maintenance instruction plates, tags, or decals, 
((shalbe-changed)) accordingly. In no case ((shaH)) must the 
original safety factor of the equipment be reduced. 

((@))) G) Excavation machines. 

(a) In all power driven shovel operations the person in 
charge ((shaH)) must issue instructions necessary to prevent 
accidents, to detect and correct unsafe acts and dangerous 
conditions, and to enforce all safety rules and regulations. 
The person in charge ((shaH)) must also issue instructions on 
the proper method of using tools and handling material. 

(b) Where the ground is soft or uneven, you must use 
timbering and planking ((shaH-be-used)) to provide firm 
foundation and distribute the load. 

(c) In case of a breakdown, you must move the shovel 
((shal- be- meved)) away from the foot of the slope before 
repairs are made. 

(d) All persons ((shaH)) must keep away from the range 
of the shovel's swing and ((shaĦH)) must not be permitted to 
stand back of the shovel or in line with the swing of the dip- 
per during operation or moving of shovel. 

(e) You must not allow unauthorized persons ((shalH net 
be-aHewed)) on the shovel during operations, and the opera- 
tor ((shaH)) must not converse with other persons while oper- 
ating machine. 

(£) The shovel dipper ((shaH)) must rest on the ground or 
on blocking during shut down periods. 

(g) ((Shevels—shal _be—inspeeted)) You must inspect 
shovels daily and all defects promptly repaired. 

(h) You must perform oiling and greasing ((shalHbe 
dene)) under safe conditions with machine at rest, except 
when motion of machine is necessary. 

(i) All steps, running boards, and boom ladder ((sha})) 
must be of substantial construction and in good repair at all 
times. 

(j) Operators ((skaH})) must not leave the cab while mas- 
ter clutch is engaged. 

(k) Fire extinguishers ((shaH)) must be readily accessible 
and within reach of operator at all times. 


(1) You must keep all shovel cabs ((shall bekept)) clean 
and free of excess oil and grease on floor and machinery. You 


must dispose of oily and greasy rags ((shal be-dispesed ef)) 
immediately after use and not allowed to accumulate. 

(m) ((Feels-shall net-beteft)) You must not leave tools 
on the cab floor. You must not store spare cans of oil or fuel, 
and spare parts, ((shal net-be-stered)) in cabs, except in 
approved racks provided for that purpose. 

(n) You must use mats or planking ((shaHbe-used)) in 
moving shovels over soft or uneven ground. 

(o) You must securely block shovels setting on steep 
grades ((shall be-seecurely blecked-ersecured)) or secure them 
with a tail hold. 

(p) (Smoking shall be-prohibited)) You must prohibit 
smoking while fueling or oiling machines. 

(q) You must stop gasoline powered motors ((shal-be 
stepped)) during refueling. 

(r) You must accomplish handling of movable feed line 
(bologna) ((shal-be-accomplshed)) with insulated hooks and 


lineman's rubber gloves. 


(s) Where cables cross roads ((they-shall be-elevated_or 


placed)) you must elevate or place them in a trench. 
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(t) On all power shovels, including back-hoe types, of 
((ene-half)) 1/2 cubic yard capacity or over, two persons 
((shaH)) constitute the minimum working crew. It is manda- 
tory that one be a qualified operator of the equipment in use. 
The job title of the other crew member may be oiler, rigger, 
signal person, or a laborer. The primary purpose of the sec- 
ond crew member is to signal the operator when the opera- 
tor's vision is impaired or obscured and to be on-hand in case 
of an emergency. 

(i) You must properly train second-crew persons ((shaH 
be-properlytrained)) in their second-person required skills. 

(ii) The second crew member ((shaH)) must be close 
enough to the machine in operation to be aware of any emer- 
gency, if one arises, and to assure the machine is operated 
with necessary and appropriate signals to the operator. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-77105 Material hoists, personnel 
hoists, and elevators. (1) General requirements. 

(a) The employer ((shaH)) must comply with the manu- 
facturer's specifications and limitations applicable to the 
operation of all hoists and elevators. Where the manufac- 
turer's specifications are not available, the limitations 
assigned to the equipment ((skal})) must be based on the 
determinations of a professional engineer competent in the 
field. 

(b) The employer ((shaĦ)) must ensure that no person 
((shaH)) must enter a hoistway, elevator shaft, or similar 
enclosure in which the hoisting apparatus or vehicle is 
installed and functioning unless the power source operating 
those systems is locked out in accordance with WAC 296- 
155-429. 

(c) Rated load capacities, recommended operating 
speeds, and special hazard warning or instructions ((skaH)) 
must be posted on cars and platforms. 

(d) Wire rope ((skaH)) must be removed from service 
when any of the following conditions exists: 

(i) In hoisting ropes, ((st#«)) 6 randomly distributed bro- 
ken wires in one rope lay or ((three)) 3 broken wires in one 
strand in one rope lay; 

(ii) Abrasion, scrubbing, flattening, or peening, causing 
loss of more than one-third of the original diameter of the 
outside wires; 

(iii) Evidence of any heat damage resulting from a torch 
or any damage caused by contact with electrical wires; 

(iv) Reduction from nominal diameter of more than 
((three-sixtyfeurths)) 3/64 inch for diameters up to and 
including ((three-fourths)) 3/4 inch; ((ene-sixteenth)) 1/16 
inch for diameters ((seven-eighthste-one-and-one-eighth) ) 
7/8 to 1 1/8 inches; and ((threethitty-seeonds)) 3/32 inch for 
diameters ((ene-and-one-fourth te-one-and one-half)) 1 1/4 to 
1 1/2 inch. 

(e) Hoisting ropes ((skaH)) must be installed in accor- 
dance with the wire rope manufacturer's recommendations. 

(f) The installation of live booms on hoists is prohibited. 

(g) The use of endless belt-type man lifts on construction 
((shal})) must be prohibited. 
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(h) Employees ((shaH)) must not be permitted to ride on 
top of material hoists, personnel hoists or permanent eleva- 
tors except for purposes of inspection, maintenance, elevator 
installation or dismantling work. 

(2) Material hoists. 

(a)(i) Operating rules ((shaH)) must be established and 
posted at the operator's station of the hoist. Such rules 
((shaH)) must include signal system and allowable line speed 
for various loads. Rules and notices ((shall)) must be posted 
on the car frame or crosshead in a conspicuous location, 
including the statement "No riders allowed." 

(ii) No person ((shaH)) must be allowed to ride on mate- 
rial hoists except for the purposes of inspection and mainte- 
nance. 

(b) All entrances of the hoistways ((shaH)) must be pro- 
tected by substantial gates or bars which ((skaH)) must guard 
the full width of the landing entrance. All hoistway entrance 
bars and gates ((shaH)) must be painted with diagonal con- 
trasting colors, such as black and yellow stripes. 

(i) Bars ((shaH)) must be not less than ((#ve—by four 
ineh)) 2- by 4-inch wooden bars or the equivalent, located 
two feet from the hoistway line. Bars ((shaH)) must be 
located not less than ((th##ty-stx)) 36 inches nor more than 
((ferty-tve)) 42 inches above the floor. 

(11) Gates or bars protecting the entrances to hoistway 
((shall)) must be equipped with a latching device. 

(c) Overhead protective covering of two-inch planking, 
((three-quarter)) 3/4 inch plywood or other solid material of 
equivalent strength ((shaH)) must be provided on the top of 
every material hoist cage or platform to prevent objects fall- 
ing on the workers loading or unloading the hoist. 

(1) The protective covering on the top of the cage or plat- 
form may be made in hinged sections that may be raised 
when hoisting long material. 

(11) When using a cage or platform for long material, the 
several pieces of the material ((shal)) must be securely fas- 
tened together and made fast to the cage or platform, so that 
no part of the load can fall or project beyond the sides of the 
cage or platform. 

(d) The operator's station of a hoisting machine ((sha})) 
must be provided with overhead protection equivalent to tight 
planking not less than two inches thick. The support for the 
overhead protection ((shal})) must be of equal strength. 

(e) Hoist towers may be used with or without an enclo- 
sure on all sides. However, whichever alternative is chosen, 
the following applicable conditions ((shaH)) must be met: 

(i) When a hoist tower is enclosed, it ((shaH)) must be 
enclosed on all sides for its entire height with a screen enclo- 
sure of ((ene-half)) 1/2 inch mesh, No. 18 U.S. gauge wire or 
equivalent, except for landing access. 

(ii) When a hoist tower is not enclosed, the hoist plat- 
form or car ((sha})) must be totally enclosed (caged) on all 
sides for the full height between the floor and the overhead 
protective covering with one-half inch mesh No. 14 U.S. 
gauge wire or equivalent. The hoist platform enclosure 
((shaHt)) must include the required gates for loading and 
unloading. A ((s#x-feet)) 6-foot high enclosure ((shaH)) must 
be provided on the unused sides of the hoist tower at ground 
level. 
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(f) Car arresting devices ((shaH)) must be installed to 
function in case of rope failure. 

(g) All material hoist towers ((shal)) must be designed 
by a licensed professional engineer. 

(h) All material hoists ((shaH)) must conform to the 
requirements of ANSI A10.5-1969, Safety Requirements for 
Material Hoists. 

(3) Personnel hoists. 

(a) Personnel hoists ((shaH)) must be provided for access 
and egress on all multistory buildings where vertical travel 
exceeds ((stxt¥)) 60 feet from a ground level access point. 

(b) Hoist towers outside the structure ((shaH)) must be 
enclosed for the full height on the side or sides used for 
entrance and exit to the structure. At the lowest landing, the 
enclosure on the sides not used for exit or entrance to the 
structure ((shaH)) must be enclosed to a height of at least 
((te#)) 10 feet. Other sides of the tower adjacent to floors or 
scaffold platforms ((shalt)) must be enclosed to a height of 
((te#)) 10 feet above the level of such floors or scaffolds. 

(c) Towers inside of structures ((skal})) must be enclosed 
on all ((feue)) 4 sides throughout the full height. 

(d) Towers ((shaH)) must be anchored to the structure at 
intervals not exceeding ((thirty)) 30 feet. In addition to tie- 
ins, a series of guys ((shall)) must be installed. Where tie-ins 
are not practical the tower ((shaH)) must be anchored by 
means of guys made of wire rope at least one-half inch in 
diameter, securely fastened to anchorages to ensure stability. 

(e) Hoistway doors or gates ((sha)) must be not less 
than ((stx-feet-stx)) 6 feet 6 inches high and ((shaH)) must be 
provided with mechanical locks which cannot be operated 
from the landing side, and ((shaH})) must be accessible only to 
persons on the car. 

(£) Cars ((shat)) must be permanently enclosed on all 
sides and the top, except sides used for entrance and exit, 
which have car gates or doors. 

(g) A door or gate ((shaH)) must be provided at each 
entrance to the car which ((shaH)) must protect the full width 
and height of the car entrance opening. 

(h) Overhead protective covering of two inch planking, 
((three-quarter)) 3/4 inch plywood or other solid material of 
equivalent strength ((shaH)) must be provided on the top of 
every personnel hoist. 

(i) Doors or gates ((shaH)) must be provided with electric 
contacts which do not allow movement of the hoist when 
door or gate is opened. 

G) A signal device ((shaH)) must be installed in the ele- 
vator car and only operated by an attendant who ((skaH)) 
must give the signals for operation, when transporting work- 
ers. 

(k) An electrical push button signaling device or other 
approved signaling system ((shaH)) must be provided at each 
floor landing connected to an annunciator in the car. The sig- 
nal code ((shaH)) must be posted adjacent to the signal device 
at each and every work level and at operator's work level. All 
wording ((shal})) must be black on a white card, in large clear 
letters. 

(1) The elevator machine and controls ((shaH)) must be 
housed in as a protection against accidents and the weather, 
and the door kept locked against unauthorized entrance when 
operator is not in attendance. 
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(m) Safeties ((shaH)) must be capable of stopping and 
holding the car and rated load when traveling at governor 
tripping speed. 

(n) ((Gats—shall_-be-previded)) You must provide cars 
with a capacity and data plate secured in a conspicuous place 
on the car or crosshead. 

(o) You must not permit internal combustion engines 
((shal net-be-permitted)) for direct drive. 

(p) You must provide normal and final terminal stopping 
devices ((shali be-previded)). 

(q) You must provide an emergency stop switch ((shalt 
be-provided)) in the car and marked "stop." 

(r) Ropes: 

(i) The minimum number of hoisting ropes used ((shaltt 
bethree)) must be 3 for traction hoists and two for drum-type 
hoists. 

(ii) The minimum diameter of hoisting and counter- 


weight wire ropes ((shal be-one-half)) must be 1/2 inch. 


(iii) Safety factors: 


Minimum Factors of Safety for Suspension Wire Ropes 


Rope speed in feet per 
minute: Minimum factor of safety: 

50 7.60 

75 7.75 
100 7.95 
125 8.10 
150 8.25 
175 8.40 
200 8.60 
225 8.75 
250 8.90 
300 9.20 
350 9.50 
400 9.75 
450 10.00 
500 10.25 
550 10.45 
600 10.70 


(s) Following assembly and erection of hoists, and 
before being put in service, you must perform an inspection 
and test of all functions and safety devices ((shalbe-made)) 
under the supervision of a competent person. A similar 
inspection and test is required following major alteration of 
an existing installation. ((AH)) You must inspect and test 
hoists ((shaH -be+mspected-andtested)) at not more than 
((three)) 3 month intervals. ((Reeerds-shal be- maintained and 
kept)) You must maintain and keep records on file for the 
duration of the job. 

(t) All personnel hoists used by employees ((shaH)) must 
be constructed of materials and components which meet the 
specifications for materials, construction, safety devices, 
assembly, and structural integrity as stated in the American 
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National Standard A10.4-1963, Safety Requirements for 
Workmen's Hoists. The requirements of this subdivision do 
not apply to cantilever type personnel hoists. 

(u) You must take wire rope ((shal-betaken)) out of ser- 
vice when any of the following conditions exist: 

(i) In running ropes, ((s#x)) 6 randomly distributed bro- 
ken wires in one lay or ((three)) 3 broken wires in one strand 
in one lay; 

(ii) Wear of ((ene-third)) 1/3 the original diameter of 
outside individual wires. Kinking, crushing, bird caging, or 
any other damage resulting in distortion of the rope structure; 

(iii) Evidence of any heat damage from any cause; 

(iv) Reductions from nominal diameter of more than 
((three-sixty-fourths) ) 3/64 inch for diameters to and includ- 
ing ((three-fourths)) 3/4 inch, ((ene-sixteenth)) 1/16 inch for 
diameter ((seven-eighths)) 7/8 inch to ((ene-and-ene-eighth)) 
1 1/8 inches inclusive; ((three-thitty-seeonds)) 3/32 inch for 
diameters ((ene-and-one-fourth te-one-and one-half)) 1 1/4 to 
1 1/2 inches inclusive; 

(v) In standing ropes, more than two broken wires in one 
lay in sections beyond end connections or more than one bro- 
ken wire at an end connection. 

(A) Personnel hoists used in bridge tower construction 
((shaH)) must be approved by a registered professional engi- 
neer and erected under the supervision of a qualified engineer 
competent in this field. 

(B) When a hoist tower is not enclosed, the hoist plat- 
form or car ((skalt)) must be totally enclosed (caged) on all 
sides for the full height between the floor and the overhead 
protective covering with ((three-quarter)) 3/4 inch mesh of 
No. 14 U.S. gauge wire or equivalent. The hoist platform 
enclosure ((shaH)) must include the required gates for loading 
and unloading. 

(C) You must inspect and maintain these hoists ((shaHte 
inspeeted_and-maintained)) on a weekly basis. Whenever the 
hoisting equipment is exposed to winds exceeding ((thitty- 
five)) 35 miles per hour ((#-shaH benspected)) you must 

inspect it and put it in operable condition before reuse. 

(4) You must install and maintain all elevators, manlifts, 
or other lifting devices ((mustbeinstalled-and-maintamed)) 
in conformity with the requirements specified in the Wash- 
ington state elevator laws and regulations adopted by the ele- 
vator section of the department of labor and industries. 


Note: For additional information refer to chapter 296-96 WAC, 
Safety regulations and fees for all elevators, dumbwaiters, 
escalators and other conveyances. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-77110 Base-mounted drum hoists. (1) 
General requirements. 

(a) You must guard exposed moving parts such as gears, 
projecting screws, setscrews, chain, cables, chain sprockets, 
and reciprocating or rotating parts, which constitute a hazard, 
((shal be-guarded)). 

(b) All controls used during the normal operation cycle 
((shaH)) must be located within easy reach of the operator's 
station. 
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(c) Electric motor operated hoists ((shaH)) must be pro- 
vided with: 

(1) A device to disconnect all motors from the line upon 
power failure and not permit any motor to be restarted until 
the controller handle is brought to the "off" position; 

(11) Where applicable, an overspeed preventive device; 

(iii) A means whereby remotely operated hoists stop 
when any control is ineffective. 

(d) All base-mounted drum hoists in use ((sha})) must 
meet the applicable requirements for design, construction, 
installation, testing, inspection, maintenance, and operation, 
as prescribed by the manufacturer. 

(2) Specific requirements. (Reserved.) 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-77115 Overhead hoists. (1) General 
requirements. 

(a) The safe working load of the overhead hoist, as deter- 
mined by the manufacturer, ((sha)) must be indicated on the 
hoist, you must not exceed and this safe working load ((shaH 
netbe-exceeded)). 

(b) The supporting structure to which the hoist is 
attached ((shaH)) must have a safe working load equal to that 
of the hoist. 

(c) The support ((shal!)) must be arranged so as to pro- 
vide for free movement of the hoist and ((shaH)) must not 
restrict the hoist from lining itself up with the load. 

(d) You must install the hoist ((shal-benstaHed)) only 
in locations that will permit the operator to stand clear of the 
load at all times. 

(e) You must connect air hoists ((shall be-cennected)) to 
an air supply of sufficient capacity and pressure to safely 
operate the hoist. All air hoses supplying air ((shaH)) must be 
positively connected to prevent their becoming disconnected 
during use. 

(f) All overhead hoists in use ((shaH)) must meet the 
applicable requirements for construction, design, installation, 
testing, inspection, maintenance, and operation, as prescribed 
by the manufacturer. 

(2) Specific requirements. (Reserved.) 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-77120 Conveyors. (1) All conveyors in 
use ((shaH)) must meet the applicable requirements for 
design, construction, inspection, testing, maintenance, and 
operation, as prescribed in ANSI B20.1-1976, Safety Code 
for Conveyors, Cableways, and Related Equipment. 

(2) Starting precautions. 

(a) When the entire length of a conveyor is visible from 
the starting switch, the operator ((shalt)) must visually check 
to make certain that all persons are in the clear before starting 
the conveyor. 

(b) When the entire length of the conveyor is not visible 
from the starting switch, you must install and operate a posi- 
tive audible or visible warning system ((shal-beinstaHed and 
eperated)) to warn persons that the conveyor will be started. 
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(c) You must take all reasonable precautions ((shalbe 
taken)) by the operator prior to starting a conveyor, to assure 
that no person is in a hazardous location where they may be 
injured when the conveyor is started. 

(3) Riding and walking on conveyors. 

(a) Riding on conveyor chains, belt, or bucket elevators 
((shal)) must be prohibited. 

(b) ((Persons-shal notbe-aHowed)) You must not allow 
people to walk on conveyors except for emergency purposes 
and then only after the conveyor has been deenergized and 
the person can do so safely. 

(c) ((Ridine-ef conveyers-shall onbbe-permited)) You 
must only permit riding conveyors on the manlift steps and 
platforms with handholds attached and other safety factors as 
specified in chapter 296-96 WAC, Safety regulations and 
fees for all elevators, dumbwaiters, escalators, and other con- 
veyances. 

(4) Stop controls. 

(a) Means for stopping the motor or engine of a conveyor 
((shaH)) must be provided at the operator's station. 

(b) If the operator's station is at a remote point, similar 
provisions for stopping the motor or engine ((shalt)) must be 
provided at the motor or engine location. 

(5) Emergency controls. Emergency stop switches 
((shalt)) must be arranged so that the conveyor cannot be 
started again until the actuating stop switch has been reset to 
running or "on" position. 

(6) Screw type conveyors. You must guard screw or 
auger type conveyors ((shaH-be-suarded)) to prevent 
employee contact with turning flights. 

(7) Overhead conveyors. 

(a) Where a conveyor passes over work areas, aisles, or 
thoroughfares, you must provide guards ((shaH-be-previded)) 
to protect persons required to work below the conveyors. 

(b) Where a conveyor crosses over an aisle or passage- 
way, ((#-shal be-conspicuoush-marked)) You must conspic- 
uously mark it by suitable signs, as required by Part E of this 
chapter. 

(c) When the return strand of a conveyor operates within 
((seven)) 7 feet of the floor ((there-shal be-atreugh _pro- 
vided)) you must provide a trough of sufficient strength to 
carry the weight resulting from a broken chain. If the strands 
are over a passageway, you must provide a means ((shal be 
previded)) to catch and support the ends of the chain in the 
event of a break. 

(8) Emergency stop. 

(a) Conveyors ((shaH)) must be provided with an emer- 
gency stopping device (panic-type) which can be reached 
from the conveyor. 

(b) The emergency stopping device ((shall)) must be 
located near the material entrance and ((shall)) must stop the 
conveyor a sufficient distance away from the hazard to pre- 
vent injury. 

(c) Where the conveyor leading into such equipment is 
under constant control of an operator who has full view of the 
material entrance who is located or restrained where they 
cannot possibly fall onto the conveyor an emergency stop- 
ping device is not mandatory. 
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(9) Conveyor lockout. 


(a) ((Conveyors-shal betocked-out)) You must lock out 
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shaftway or floor opening in which it is installed, ((sha})) 
must be enclosed on all sides with heavy wire netting formed 


conveyors with a padlock at any time repair, maintenance, or 
clean-up work is being performed. 

(b) Tags or push-button stops are not acceptable. 

(10) Where conveyors are in excess of ((seven)) 7 feet in 
height, ((means-shall be-previded)) you must provide means 
to safely permit essential inspection and maintenance opera- 
tions. 

(11) Conveyor repair. 

(a) You must carefully inspect any part showing signs of 
significant wear ((shall be inspected carefully and +replaced)) 

and replace it prior to reaching a condition where it may cre- 
ate a hazard. 

(b) Replacement parts ((shaH)) must be equal to or 
exceed the manufacturer's specifications. 


Reviser's note: The typographical error in the above section occurred 
in the copy filed by the agency and appears in the Register pursuant to the 
requirements of RCW 34.08.040. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-77125 Aerial cableways. (1) Cable- 
ways ((shaH)) must be designed to withstand the maximum 
required load with a safety factor of ((fve)) 5 on all its parts. 

(2) You must install safety stay lines ((shal beinstaHed)) 
at anchor ends and equal in strength to the cableway. 


(3) Where towers are required ((they-shaH-be-securely 


of No. 16 U.S. gauge ((ene-and-one-half)) 1 1/2 inch mesh. 


Wood slats placed vertically and spaced not more than ((ene 
and-ene-half)) 1 1/2 inches apart may be used instead of the 
netting. The enclosure ((shaH)) must extend at least ((eteht)) 
8 feet above such scaffold or floor. 

(2) A concrete bucket tower located outside a structure 
((shaH)) must be enclosed to a height of ((e#¢ht)) 8 feet at 
lower landing with heavy wire netting formed of No. 16 U.S. 
gauge wire ((ene-and one-half) 1 1/2 inch mesh or other suit- 
able material. 

(3) You must form openings with platforms ((shal+be 
fermed)) at each floor level, and you must guard the runway 
leading to the tower ((shalH-be-guarded)) with standard rail- 
ings and toeboards. 

(4) If the bucket is discharged into a chute, the chute 
((shaH)) must be substantially constructed of wood or metal 
and extend from the tower to the point where the concrete is 
to be poured, or transferred to vehicles or hoppers, and the 
chute ((shaH)) must be substantially supported. 

(5) You must drain the pit (shal be-drained)) and ensure 
that it is deep enough so that any spill from the bucket will 
fall below the blocking on which the bucket rests while being 
filled. 

(6) ((Persons-shall not be-alewed)) You must not allow 
people to work in the pit without first resting the bucket on 
strong timbers supported on two sides of the tower. 

(7) You must securely guy the bucket tower ((shalH-be 


guyeder)) you must securely guy them or ensure that they are 
constructed to carry the maximum sustained load. 

(4) (Fewers-shal-be-provided)) You must provide tow- 
ers with ladderways to facilitate safe access for repairs and 
inspections. 

(5) Towers ((shaH)) must have sufficient elevation to 
provide substantial clearance for cableway and loads carried 
over all contemplated work. 

(6) You must guard running lines and sheaves, where 
accessible((;shal be-guarded)). 

(7) You must lubricate and visually inspect the carrier, 
carrier sheaves, bearings, bucket latch and all working parts 
((shal-betubricated-and-visually inspected)) daily. 

(8) You must keep all the wire ropes ((shall-bekept)) 
lubricated with proper lubricant. 

(9) You must make daily visual inspection ((shalbe 
made)) of the button line, especially at the buttons where 
abrasion is caused by the carrier rebound. You must place 
runner and steel ferrule shock absorbers ((shalbe-placed)) at 
each end of buttons. 

(10) You must adequately light all loading, unloading 
and working stations ((shaH-be-adequatelytiehted)) for night 
operation. You must install clearance lights ((shaHbe 
instaHed)) on all high points under cableway. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-77130 Concrete bucket towers. (1) A 
concrete bucket tower located inside a structure, and which is 
((three)) 3 feet or less from any scaffold or the edge of the 
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securely-guyed)) at two or more elevations as may be neces- 
sary. 

(8) You must carefully align the guide rails ((shaHbe 

)) and keep them in good condition 
to prevent the bucket being caught or clogged while being 
hoisted. 

(9) The sheaves over which the cable passes ((shaH)) 
must be firmly secured to overhead sheave beams and sup- 
porting frame work and you must keep the sheaves ((shal-be 
kept)) lubricated. 

(10) You must frequently inspect and renew the hoisting 
cable (shall be-frequently inspected and renewed) ) when 
broken wires or other defects are discovered. 

(11) A platform provided with standard railings and toe- 
boards ((skaH)) must be constructed at the point where the 
concrete is dumped into the chute. You must fasten a ladder 
((shaH-be-fastened)) to one side of the tower to enable a per- 
son to reach the platform safely. 


(12) ((Werkers-shall be-prehibited)) You must prohibit 


workers from riding in or on the bucket. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-77135 Hoisting engines. (1) All gearing 
on hoisting engines ((sha#)) must be enclosed. Steam piping 
subject to contact ((shalt)) must be insulated and if electrical 
equipment is used, it ((shal)) must be grounded. 

(2) Hoisting engines ((shaH)) must be of ample capacity 
and equipped with brakes capable of sustaining ((ene-hun- 
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dred-fifty_percent)) 150% of rated load for stopping and sus- 


taining the maximum load in any position. 

(3) You must protect hoisting engines ((shaH-be-pre- 
teeted)) against the weather and falling objects by a substan- 
tial cover. 

(4) You must frequently inspect all hoisting equipment 

)), and keep brakes, gears and 
operating levers ((kept)) in working condition. 

(5) ((Geards—shall _be—previded)) You must provide 
guards to prevent persons coming in contact with hoisting 
cables. 

(6) You must keep brake drums ((shalH-bekept)) free of 
oil or grease. 

(7) You must use a positive operated pawl ((shal-be 
used)) in addition to the brake to hold the load when it is sus- 
pended. Counter weight operated dogs are prohibited. 

(8) You must not set up hoisting engines ((shaH-netbe 
setap)) in the street when it can be avoided; but, if so located, 
they ((shaH)) must be completely housed. 

(9) Only competent personnel ((shaĦH)) must operate 
material hoists. 

(10) The operator ((shaH)) must not lift a load when a 
person is on the hoist, and all towers ((shaH)) must be posted 
to that effect, except as provided in other sections of this part. 

(11) You must notify the operator ((shal-be-netified)) 
when any person goes up the tower ladder, or before any 
work is done on any part of the tower, overhead work, hoist 
or in the pit. 

(12) The operator ((shaH)) must make daily inspections 
of all equipment before starting operations. 

(13) When the hoisting engine is located close to the 
building operation, ((#-shaH-be-cevered)) you must cover it 
with a strong plank roof covering to protect the operator from 
falling objects. 

(14) You must discharge exhaust steam pipes ((shal-be 
diseharged)) overhead so as not to obstruct the view of the 
operator or scald persons. 

(15) In the operation of hoists, the operator ((shaH)) must 
always give a warning sign or signal before starting. 

(16) When hoisting machinery is set on an elevated plat- 
form such platform ((sha})) must be of substantial construc- 
tion and standard guard rails and toeboards ((shaH)) must be 
provided along all open sides of the platform. 

(17) Material hoists of more than one drum capacity 
((shall)) must be equipped with brake controls. 

(18) A safety strap ((shaH)) must be provided on the foot 
block of all hoists. 

(19) When electric motors are used for hoisting equip- 
ment, they ((shaH)) must be operated only by qualified per- 
sonnel. 

(a) Installations ((shaH)) must be made in accordance 
with provisions of local and national electrical safety codes, 
and ((shaH})) must be made by experienced workers only. 

(b) You must always use enclosed switches and fuses 
((shal-abvays-beased)). 

(c) ((Switehbeards-shall be-sereened)) You must screen 
switchboards, and place a sign ((placed)) warning unautho- 
rized persons to keep clear. 
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AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-775 Preparatory operations. (1) Prior 
to permitting employees to start demolition operations, you 
must make an engineering survey ((shalbe-made)), by a 
competent person, of the structure to determine structural 
integrity and the possibility of unplanned collapse of any por- 
tion of the structure. ((Any)) You must similarly check adja- 
cent structures where employees may be exposed ((shattalse 

)). You must have in 
writing, evidence that such a survey has been performed. 

(2) You must maintain a copy of the survey report and of 
the plans and/or methods of operations ((shal}-be-main- 
tained)) at the job site for the duration of the demolition oper- 
ation. 

(3) Any device or equipment such as scaffolds, ladders, 
derricks, hoists, etc., used in connection with demolition 
work ((shaH)) must be constructed, installed, inspected, 
maintained and operated in accordance with the regulations 
governing the construction, installation, inspection, mainte- 
nance and operation of such device or equipment as specified 
in other parts of this chapter. 

(4) You must observe federal and state codes, safety 
standards, rules, regulations, and ordinances governing any 
and all phases of demolition work ((shalH-be-ebserved)) at all 
times. 

(5) You must conduct demolition of all buildings and 
structures ((shal be-cenducted)) under competent supervi- 
sion, and you must afford safe working conditions ((shaH-be 
afferded)) to the employees. 

(6) When employees are required to work within a struc- 
ture to be demolished which has been damaged by fire, flood, 
explosion, or other cause, you must shore or brace the walls 
or floors ((shal-be-shered-er braced)). 

(7) You must shut off, cap, or otherwise control all elec- 
tric, gas, water, steam, sewer, and other service lines ((shaH 

-)) outside the 
building line before demolition work is started. In each case, 
you must notify any utility company which is involved ((shaHł 
be-notified)) in advance. 

(8) If it is necessary to maintain any power, water or 
other utilities during demolition, such lines ((sha})) must be 
temporarily relocated, as necessary, and protected. 

(9) (4t-shalbe—determined)) You must determine 
whether asbestos, hazardous materials, hazardous chemicals, 
gases, explosives, flammable materials, or similarly danger- 
ous substances are present at the work site. When the pres- 
ence of any such substance is apparent or suspected, you 
must perform testing and removal or purging ((shaH-be-per- 
fermed)) and eliminate the hazard ((eHminated)) before dem- 
olition is started. Removal of such substances ((shaH)) must 
be in accordance with the requirements of chapters 296-62 
and 296-65 WAC. 

(10) Where a hazard exists from fragmentation of glass, 
you must remove such hazards ((shal-be-remeved)). 

(11) Where a hazard exists to employees falling through 
wall openings, you must protect the opening ((shal-be-pre- 
teeted)) to a height of between ((thirty-sixandforty-twe)) 36 
and 42 inches. 
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(12) When debris is dropped without the use of chutes, 
the area onto which the material is dropped ((shaH)) must be 
completely enclosed with barricades not less than ((ferty- 
twe)) 42 inches high and not less than ((twenty)) 20 feet back 
from the projected edge of the opening above. You must post 
signs, warning of the hazard of falling materials, ((shal-be 
pested)) at each level. ((Remevalshal not be _permitted)) 
You must not permit removal in this lower area until debris 
handling ceases above. 

(13) All floor openings, not used as material drops, 
((shal})) must be covered over with material substantial 
enough to support the weight of any load which may be 
imposed. You must properly secure such material ((shal-be 
preperlysecured)) to prevent its accidental movement. 

(14) Except for the cutting of holes in floors for chutes, 
holes through which to drop materials, preparation of storage 
space, and similar necessary preparatory work, you must 
begin the demolition of exterior walls and floor construction 
((shal-begin)) at the top of the structure and proceed down- 
ward. You must remove and drop each story of exterior wall 
and floor construction ((shal-be+removed-_and drepped)) into 
the storage space before commencing the removal of exterior 
walls and floors in the story next below. 

(15) ((Werkers-shal not-_be-permited)) You must not 
permit workers to carry on a demolition operation which will 
expose persons working on a lower level to danger. 

(16) You must completely protect employee entrances to 
multistory structures being demolished ((skaH-be-completely 
pretected)) by sidewalk sheds or canopies, or both, providing 
protection from the face of the building for a minimum of 
((eight)) 8 feet. All such canopies ((shal})) must be at least 
two feet wider than the building entrances or openings (one 
foot wider on each side thereof), and ((shaH)) must be capa- 
ble of sustaining a load of ((ene-heundredffty)) 150 pounds 
per square foot. 

(17) You must withdraw protruding nails in boards, 
planks and timber (shall be-withdrawn)), driven in or bent 
over as soon as the same is removed from the structure being 
demolished. 

(18) You must sprinkle any material to be removed 


which will cause dust to be formed, ((shaH be-sprinkled)) 


with water to lay the dust incidental to its removal. 


AMENDATORY SECTION (Amending Order 74-26, filed 
5/7/74, effective 6/6/74) 


WAC 296-155-780 Stairs, passageways, and ladders. 
(1) ((Onty)) You must only use those stairways, passage- 
ways, and ladders, designated as means of access to the struc- 
ture of building((-shal be-used)). Other access ways ((shaH)) 
must be entirely closed off at all times. 

(2) You must periodically inspect all stairs, passage- 
ways, ladders and incidental equipment thereto, which are 
covered by this section((-shaH be periedicaly inspected and 
maintained)) and maintain them in a clean safe condition. 

(3) You must secure all ladders ((shal-be-seeured)) in 
position. 

(4) In a multistory building, when a stairwell is being 


used, ((#-shall be-properhithuminated)) you must properly 
illuminate by either natural or artificial means, and com- 
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pletely and substantially covered over at a point not less than 
two floors below the floor on which work is being performed. 
Access to the floor where the work is in progress ((sha})) 
must be through a properly lighted, protected, and separate 
passageway. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-785 Chutes. (1) ((Ne-material-shall-be 
drepped)) You must not drop any material to any point lying 
outside the exterior walls of the structure unless the area is 
effectively protected. 

(2) All materials chutes, or sections thereof, at an angle 
of more than 45° from the horizontal, ((shaH)) must be 
entirely enclosed, except for openings equipped with closures 
at or about floor level for the insertion of materials. The open- 
ings ((shaH)) must not exceed 48 inches in height measured 
along the wall of the chute. At all stories below the top floor, 
you must keep such openings ((shal-be-kept)) closed when 
not in use. 

(3) You must install a substantial gate ((shal-te 
instatted)) in each chute at or near the discharge end. A com- 
petent employee ((shal)) must be assigned to control the 
operation of the gate, and the backing and loading of trucks. 

(4) When operations are not in progress, you must 
securely close off the area surrounding the discharge end of a 
chute ((shall be-seeurely closed-off)). 

(5) You must protect any chute opening, into which 
workers dump debris, ((shalH-be-preteeted)) by a substantial 
guardrail between 36 and 42 inches above the floor or other 
surface on which the employees stand to dump the material. 
You must solidly cover over any space between the chute and 
the edge of openings in the floors through which it passes 

)). 

(6) Where the material is dumped from mechanical 
equipment or wheelbarrows, you must provide a securely 
attached toeboard or bumper, not less than 4 inches thick and 
6 inches high, ((shal-be-previded)) at each chute opening. 

(7) Chutes ((shaH)) must be designed and constructed of 
such strength as to eliminate failure due to impact of materi- 
als or debris loaded therein. 


AMENDATORY SECTION (Amending Order 74-26, filed 
5/7/74, effective 6/6/74) 


WAC 296-155-790 Removal of materials through 
floor openings. Any openings cut in a floor for the disposal 
of materials ((shaH)) must be no larger in size than 25 ((per- 
eent)) % of the aggregate of the total floor area, unless the lat- 
eral supports of the removed flooring remain in place. Floors 
weakened or otherwise made unsafe by demolition opera- 
tions ((shaH)) must be shored to carry safely the intended 
imposed load from demolition operations. 


AMENDATORY SECTION (Amending Order 74-26, filed 
5/7/74, effective 6/6/74) 


WAC 296-155-795 Removal of walls, masonry sec- 
tions, and chimneys. (1) You must not permit masonry 


walls, or other sections of masonry, ((shall netbe-permitted)) 
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to fall upon the floors of the building in such masses as to 
exceed the safe carrying capacities of the floors. 

(2) ((Ne)) You must not permit any wall section, which 
is more than one story in height, ((shal-be-permited)) to 
stand alone without lateral bracing, unless such wall was 
originally designed and constructed to stand without such lat- 
eral support, and is in a condition safe enough to be self-sup- 
porting. You must leave all walls ((shal}betef)) in a stable 
condition at the end of each shift. 

(3) (Empleyees-shal notbe-permitted)) You must not 
permit employees to work on the top of a wall when weather 
conditions constitute a hazard. 

(4) You must not cut or remove structural or load-sup- 
porting members on any floor ((shaH net-be-cuterremoved)) 
until all stories above such a floor have been demolished and 
removed. This provision ((shaH)) must not prohibit the cut- 
ting of floor beams for the disposal of materials or for the 
installation of equipment, provided that the requirements of 
WAC 296-155-790 and 296-155-800 are met. 

(5) You must plank solid floor openings within 10 feet of 
any wall being demolished ((shaH-be-planked-seld)), except 
when employees are kept out of the area below. 

(6) In buildings of "skeleton-steel" construction, the steel 
framing may be left in place during the demolition of 
masonry. Where this is done, you must clear all steel beams, 
girders, and similar structural supports ((shal-be-eleared)) of 
all loose material as the masonry demolition progresses 
downward. 

(7) You must provide walkways or ladders ((shaHbe 
previded)) to enable employees to safely reach or leave any 
scaffold or wall. 

(8) You must not demolish walls, which serve as retain- 
ing walls to support earth or adjoining structures, ((skaH-net 
be-demeolished)) until such earth has been properly braced or 
adjoining structures have been properly underpinned. 

(9) You must not use walls, which are to serve as retain- 
ing walls against which debris will be piled, ((shaH-netbe-se 
used)) unless capable of safely supporting the imposed load. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-800 Manual removal of floors. (1) 
Openings cut in a floor ((shaH)) must extend the full span of 
the arch between supports. 

(2) Before demolishing any floor arch, you must remove 
debris and other material ((shal-be-+emeved)) from such arch 
and other adjacent floor area. You must provide for planks 
not less than ((2)) two inches by 10 inches in cross section, 
full size undressed, ((shal be-previdedfer_and-shal)) and 
must be used by employees to stand on while breaking down 
floor arches between beams. You must locate such planks 
((shaH-be-seteeated)) so as to provide a safe support for the 
workers should the arch between the beams collapse. The 
open space between planks ((shaH)) must not exceed 16 
inches. 

(3) You must provide safe walkways, not less than 18 
inches wide, formed of planks not less than ((2)) two inches 
thick if wood, or of equivalent strength if metal, ((shaHbe 
previded)) and ensure that they are used by workers when 
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necessary to enable them to reach any point without walking 
upon exposed beams. 


(4) You must install stringers of ample strength ((shaHte 
instatted)) to support the flooring planks, and the ends of such 
stringers ((shalt)) must be supported by floor beams or gird- 
ers, and not by floor arches alone. 

(5) ((Phanks-shal betaid)) You must lay planks together 
over solid bearings with the ends overlapping at least ((+)) 
one foot. 


(6) When floor arches are being removed, you must not 
allow employees ((shaH-netbe-aHewed)) in the area directly 
underneath, and you must barricade such an area ((shal-be 
barricaded)) to prevent access to it. 

(7) You must not start demolition of floor arches ((shalt 
notbe-started)) until they, and the surrounding floor area for 
a distance of 20 feet, have been cleared of debris and any 
other unnecessary materials. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-805 Removal of walls, floors, and 
material with equipment. (1) You must not use mechanical 
equipment ((shal netbe-used)) on floors or working surfaces 
unless such floors or surfaces are of sufficient strength to sup- 
port the imposed load. 


(2) Floor openings ((shaH)) must have curbs or stop-logs 
to prevent equipment from running over the edge. 

(3) Mechanical equipment used ((shaH)) must meet the 
requirements specified in parts M and R of this chapter, 
cranes must meet the requirements in Part L of this chapter. 


AMENDATORY SECTION (Amending Order 74-26, filed 
5/7/74, effective 6/6/74) 


WAC 296-155-810 Catch platforms. (1) During the 
demolition of the exterior walls of a structure originally more 
than ((seventy)) 70 feet high, you must erect catch platforms 
((shaH be-erected)) along the exterior faces of such walls 
where necessary to prevent injury to persons working below. 


(2) You must construct and maintain such catch plat- 
forms ((shalbe-constructed andimaintained)) not more than 
((three)) 3 stories below the story from which the exterior 
walls are being removed, until the demolition has progressed 
to within ((three)) 3 stories of the ground level. 


(3) Catch platforms ((shalt)) must not be less than 
((f#ve)) 5 feet in width measured in a horizontal distance from 
the face of the structure and constructed of outriggers and 
planks. ((Planks-shaH beaid)) You must lay planks tight 
together and without openings between the planks and the 
wall. 


Note: Catch platforms may be constructed of other approved materi- 
als of equal strength and security against falling material. 


(4) Catch platforms ((shaH)) must be capable of sustain- 
ing a uniform live load of not less than ((ene-hundred-and 


twenty-five)) 125 pounds per square foot. 
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AMENDATORY SECTION (Amending Order 74-26, filed 
5/7/74, effective 6/6/74) 


WAC 296-155-815 Storage. (1) The storage of waste 
material and debris on any floor ((sha#)) must not exceed the 
allowable floor loads. 

(2) In buildings having wooden floor construction, the 
flooring boards may be removed from not more than one 
floor above grade to provide storage space for debris, pro- 
vided falling material is not permitted to endanger the stabil- 
ity of the structure. 

(3) When wood floor beams serve to brace interior walls 
or free-standing exterior walls, you must leave such beams 
((shaH-bete#)) in place until other equivalent support can be 
installed to replace them. 

(4) Floor arches, to an elevation of not more than 25 feet 
above grade, may be removed to provide storage area for 
debris: Provided, That such removal does not endanger the 
stability of the structure. 

(5) You must block off storage space into which material 
is dumped ((shal-be-blecked-eff)), except for openings nec- 
essary for the removal of material. You must keep such open- 
ings ((shalibekept)) closed at all times when material is not 
being removed. 


AMENDATORY SECTION (Amending WSR 12-01-086, 
filed 12/20/11, effective 2/1/12) 


WAC 296-155-820 Removal of steel construction. (1) 
When floor arches have been removed, you must provide 
planking in accordance with WAC 296-155-800(2) ((shaH-be 
previded)) for the workers engaged in razing the steel fram- 
ing. 

(2) Cranes and derricks used ((shaH)) must meet the 
requirements specified in Part L of this chapter. Other hoist- 
ing equipment must meet the requirements in Part R of this 
chapter. 

(3) You must dismantle steel construction ((shaH-be-dis- 
mantied)) column length by column length, and tier by tier 
(columns may be in two-story lengths). 

(4) You must not overstress any structural member being 
dismembered ((shal net be-everstressed)). 


AMENDATORY SECTION (Amending Order 74-26, filed 
5/7/74, effective 6/6/74) 


WAC 296-155-825 Mechanical demolition. (1) ((Ne 
weorkers-shal be -permited)) You must not permit any work- 
ers in any area, which can be adversely affected by demoli- 
tion operations, when balling or clamming is being per- 
formed. ((Osły)) You must only permit those workers neces- 
sary for the performance of the operations ((shaHbe 
permitted)) in this area at any other time. 

(2) The weight of the demolition ball ((sha)) must not 
exceed 50 ((pereent)) % of the crane's rated load, based on the 
length of the boom and the maximum angle of operation at 
which the demolition ball will be used, or it ((shaH)) must not 
exceed 25 ((pereent)) % of the nominal breaking strength of 
the line by which it is suspended, whichever results in a lesser 
value. 
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(3) The crane boom and loadline ((shaH)) must be as 
short as possible. 

(4) The ball ((shaH)) must be attached to the loadline 
with a swivel-type connection to prevent twisting of the load- 
line, and ((shaH)) must be attached by positive means in such 
manner that the weight cannot become accidentally discon- 
nected. 

(5) When pulling over walls or portions thereof, all steel 
members affected ((shal})) must have been previously cut 
free. 

(6) You must remove all roof cornices or other such 
ornamental stonework ((shaH-be+emeved)) prior to pulling 
walls over. 

(7) During demolition, continuing inspections by a com- 
petent person ((skaH)) must be made as the work progresses 
to detect hazards resulting from weakened or deteriorated 
floors, or walls, or loosened material. ((Ne-empleyee-shal be 
permitted)) You must not permit any employee to work 
where such hazards exist until they are corrected by shoring, 
bracing, or other effective means. 


AMENDATORY SECTION (Amending WSR 86-03-074, 
filed 1/21/86) 


WAC 296-155-830 Selective demolition by explo- 
sives. Selective demolition by explosives ((shaH)) must com- 
ply with chapter 296-52 WAC. 


AMENDATORY SECTION (Amending WSR 91-03-044, 
filed 1/10/91, effective 2/12/91) 


WAC 296-155-950 Rollover protective structures 
(ROPS) for material handling equipment. (1) Coverage. 

(a) This section applies to the following types of material 
handling equipment: To all rubber-tired, self-propelled scrap- 
ers, rubber-tired front-end loaders, rubber-tired dozers, 
wheel-type agricultural and industrial tractors, crawler trac- 
tors, crawler-type loaders, and motor graders, with or without 
attachments, that are used in construction work. This require- 
ment does not apply to sideboom pipelaying tractors. 

(b) The promulgation of specific standards for rollover 
protective structures for compactors and rubber-tired skid- 
steer equipment is reserved pending consideration of stan- 
dards currently being developed. 

(2) Equipment manufactured on or after September 1, 
1972, Material handling machinery described in subsection 
(1) of this section and manufactured on or after September 1, 
1972, ((shaH)) must be equipped with rollover protective 
structures which meet the minimum performance standards 
prescribed in WAC 296-155-955 and 296-155-960, as appli- 
cable. 

(3) Equipment manufactured before September 1, 1972. 

(a) All material handling equipment described in subsec- 
tion (1) of this section and manufactured or placed in service 
(owned or operated by the employer) prior to September 1, 
1972, ((shaH)) must be fitted with rollover protective struc- 
tures. 

Machines manufactured before July 1, 1969; Reserved 
pending further study, development, and review. 

(b) Rollover protective structures and supporting attach- 
ment ((shall)) must meet the minimum performance criteria 
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detailed in WAC 296-155-955 and 296-155-960, as applica- 
ble or ((shaH})) must be designed, fabricated, and installed in 
a manner which will support, based on the ultimate strength 
of the metal, at least two times the weight of the prime mover 
applied at the point of impact. 

(1) The design objective ((shaH)) must be to minimize the 
likelihood of a complete overturn and thereby minimize the 
possibility of the operator being crushed as a result of a roll- 
over or upset. 

(ii) The design ((shaH)) must provide a vertical clearance 
of at least 52 inches from the work deck to the ROPS at the 
point of ingress or egress. 

(4) Remounting. ROPS removed for any reason, ((sha})) 
must be remounted with equal quality, or better, bolts or 
welding as required for the original mounting. 

(5) Labeling. Each ROPS ((skaH)) must have the follow- 
ing information permanently affixed to the structure: 

(a) Manufacturer or fabricator's name and address; 

(b) ROPS model number, if any; 

(c) Machine make, model, or series number that the 
structure is designed to fit. 

(6) Machines meeting certain existing governmental 
requirements. Any machine in use, equipped with rollover 
protective structures, ((shaH)) must be deemed in compliance 
with this section if it meets the rollover protective structures 
requirements of the U.S. Army Corps of Engineers, or the 
Bureau of Reclamation of the U.S. Department of the Interior 
in effect on April 5, 1972. The requirements in effect are: 

(a) U.S. Army Corps of Engineers: General Safety 
Requirements, EM-385-1-1 (March 1967). 

(b) Bureau of Reclamation, U.S. Department of the Inte- 
rior: Safety and Health Regulations for Construction, Part II 
(September 1971). 

(7) ROPS meeting the criteria set forth in SAE J1040 a 
and SAE J1040 b ((shaH)) must be regarded as substantially 
meeting the requirements of this section, even if they do not 
meet all the criteria set forth in earlier criteria documents on 
which the present standard is based. 


AMENDATORY SECTION (Amending WSR 94-15-096, 
filed 7/20/94, effective 9/20/94) 


WAC 296-155-955 Minimum performance criteria 
for rollover protective structures for designated scrapers, 
loaders, dozers, graders, and crawler tractors. (1) Defini- 
tions applicable to this section. For purposes of this section, 
"vehicle weight" means the manufacturer's maximum weight 
of the prime mover for rubber-tired self-propelled scrapers. 
For other types of equipment to which this section applies, 
"vehicle weight" means the manufacturer's maximum recom- 
mended weight of the vehicle plus the heaviest attachment. 

(2) General. 

(a) This section prescribes minimum performance crite- 
ria for rollover protective structures (ROPS) for rubber-tired 
self-propelled scrapers; rubber-tired front-end loaders and 
rubber-tired dozers; crawler tractors, and crawler-type load- 
ers, and motor graders. The vehicle and ROPS as a system 
((shaH)) must have the structural characteristics prescribed in 
subsection (7) of this section for each type of machine 
described in this subsection. 
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(b) Equipment listed in subsection (2)(a) of this section 
may be exempted from the requirements for fitment of ROPS 
where it can be shown, to the satisfaction of the department, 
that the equipment will only be used where no rollover hazard 
will exist. 

(3) The static laboratory test prescribed herein will deter- 
mine the adequacy of the structures used to protect the oper- 
ator under the following conditions: 

(a) For rubber-tired self-propelled scrapers, rubber-tired 
front-end loaders, and rubber-tired dozers: Operating 
between 0 and 10 miles per hour over hard clay where roll- 
over would be limited to a maximum roll angle of 360° down 
a slope of 30° maximum. 

(b) For motor graders: Operating between 0 and 10 miles 
per hour over hard clay where rollover would be limited to 
360° down a slope of 30° maximum. 

(c) For crawler tractors and crawler-type loaders: Oper- 
ating between 0 and 10 miles per hour over hard clay where 
rollover would be limited to a maximum roll angle of 360° 
down a slope of 45°. 

(4) Facilities and apparatus. 

(a) The following material is necessary: 

(1) Material, equipment, and tiedown means adequate to 
ensure that the ROPS and its vehicle frame absorb the applied 
energy. 

(ii) Equipment necessary to measure and apply loads to 
the ROPS. Adequate means to measure deflection and 
lengths should also be provided. 

(iii) Recommended, but not mandatory, types of test set- 
ups are illustrated in Figure V-1 for all types of equipment to 
which this section applies; and in Figure V-2 for rubber-tired 
self-propelled scrapers; Figure V-3 for rubber-tired front-end 
loaders, rubber-tired dozers, and motor graders; and Figure 
V-4 for crawler tractors and crawler-type loaders. 

(b) Table V-1 contains a listing of the required apparatus 
for all types of equipment described in subsection (2)(a) of 
this section. 


TABLE V-1 
Means to measure Accuracy 
Deflection of ROPS, inches + 5% of deflection measured. 
Vehicle weight, pounds + 5% of the weight mea- 
sured. 
Force applied to frame, + 5% of force measured. 
pounds 
Dimensions of criticalzone, + 0.5 in. 
inches. 


(5) Vehicle condition. The ROPS to be tested must be 
attached to the vehicle structure in the same manner as it will 
be attached during vehicle use. A totally assembled vehicle is 
not required. However, the vehicle structure and frame which 
support the ROPS must represent the actual vehicle installa- 
tion. All normally detachable windows, panels, or nonstruc- 
tural fittings ((shall)) must be removed so that they do not 
contribute to the strength of the ROPS. 

(6) Test procedure. The test procedure ((sha})) must 
include the following, in the sequence indicated: 
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(a) Energy absorbing capabilities of ROPS ((sha})) must 
be verified when loaded laterally by incrementally applying a 
distributed load to the longitudinal outside top member of the 
ROPS, as shown in Figure V-1, V-2 or V-3 as applicable. The 
distributed load must be applied so as to result in approxi- 
mately uniform deflection of the ROPS. The load increments 
should correspond with approximately 0.5 in. ROPS deflec- 
tion increment in the direction of the load application, mea- 
sured at the ROPS top edge. Should the operator's seat be off 
center, the load ((shaH})) must be applied on the off center 
side. For each applied load increment, the total load (Ib.) ver- 
sus corresponding deflection (in.) ((sha)) must be plotted, 
and the area under the load-deflection curve ((sha)) must be 
calculated. This area is equal to the energy (in.-lb.) absorbed 
by the ROPS. For a typical load-deflection curve and calcula- 
tion method, see Figure V-5. 

Incremental loading ((shaH)) must be continued until the 
ROPS has absorbed the amount of energy and the minimum 
applied load specified under subsection (7) of this section has 
been reached or surpassed. 

(b) To cover the possibility of the vehicle coming to rest 
on its top, the support capability ((shaH)) must be verified by 
applying a distributed vertical load to the top of the ROPS so 
as to result in approximately uniform deflection (see Figure 
V-1). The load magnitude is specified in subsection (7)(b)(iii) 
of this section. 

(c) The low temperature impact strength of the material 
used in the ROPS ((skaH})) must be verified by suitable mate- 
rial tests or material certification (see subsection (7)(b)(iv) of 
this section). 


CABLE SLACK 


DEAD WEIGHTS 


FIGURE V-1 
Vertical loading setup for all types of equipment described in 
WAC 296-155-955(1). 
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FIGURE V-2 
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FIGURE V-3 


Test setup for rubber-tired front-end loaders, rubber-tired 
dozers, and motor graders. 


. : FIGURE V-4 
Side-loading setup for crawler tractors and crawler loaders. 
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FIGURE V-6 
F oF Energy absorbed versus vehicle weight. 
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FIGURE V-5 
Determination of energy area under force deflection 13.0 


curve for all types of ROPS equipment defined in WAC 296- 
155-955. 

(7) Performance requirements. 

(a) General performance requirements. 

(1) ((Ne)) You must not carry out any repairs or straight- 
ening of any member ((shal-be-carried-out)) between each 
prescribed test. 

(ii) During each test, no part of the ROPS ((skaH)) must 
enter the critical zone as detailed in SAE J397 (1969). Defor- 
mation of the ROPS ((skhaH)) must not allow the plane of the 
ground to enter this zone. 

(b) Specific performance requirements. 

(i) The energy requirement for purposes of meeting the 
requirements of subsection (6)(a) of this section is to be 
determined by referring to the plot of the energy versus 
weight of vehicle (see Figure V-6 for rubber-tired self-pro- 
pelled scrapers; Figure V-7 for rubber-tired front-end loaders 1.0 
and rubber-tired dozers; Figure V-8 for crawler tractors and 
crawler-type loaders; and Figure V-9 for motor graders. For 
purposes of this section, force and weight are measured as VEHICLE WEIGHT “w"(LB) x 1072 
pounds; energy (U) is measured as inch-pounds). 


ENERGY "U ABSORBED BY ROPS X 10°79 (IN LB) 
u a u a 


N 


FIGURE V-7 , 
Energy absorbed versus vehicle weight. 
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Energy absorbed versus vehicle weight. 
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VEHICLE WEIGHT "wW" (LB) x 1079 


FIGURE V-10 
Minimum horizontal load factor for self-propelled scrapers. 


(11) The applied load must attain at least a value which is 
determined by multiplying the vehicle weight by the corre- 
sponding factor shown in Figure V-10 for rubber-tired self- 
propelled scrapers; in Figure V-11 for rubber-tired front-end 
loaders and rubber-tired dozers; in Figure V-12 for crawler 
tractors and crawler-type loaders; and in Figure V-13 for 
motor graders. 


VEHICLE WEIGHT "w"(L8) x 10° 


FIGURE V-11 
Minimum horizontal load factor for rubber-tired loaders and 
dozers. 
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FIGURE V-12 
Minimum horizontal load factor for crawler tractors and 
crawler-type loaders. 
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VEHICLE WEIGHT "W"(LB) X 10° 


; FIGURE V-13 
Minimum horizontal load factor for motor graders. 


(6) Gii) Material used in the ROPS must have the 
capability of performing at zero degrees Fahrenheit, or 
exhibit Charpy V notch impact strength of 8 foot-pounds at 
minus 20° Fahrenheit. This is a standard Charpy specimen as 
described in American Society of Testing and Materials A 
370, Methods and Definitions for Mechanical Testing of 
Steel Products. The purpose of this requirement is to reduce 
the tendency of brittle fracture associated with dynamic load- 
ing, low temperature operation, and stress raisers which can- 
not be entirely avoided on welded structures. 
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(8) Source of standard. This standard is derived from, 
and restates, the following Society of Automotive Engineers 
Recommended Practices: SAE J320a, Minimum Perfor- 
mance Criteria for Roll-Over Protective Structure for Rub- 
ber-Tired, Self-Propelled Scrapers; SAE J394, Minimum 
Performance Criteria for Roll-Over Protective Structure for 
Rubber-Tired Front-End Loaders and Rubber-Tired Dozers; 
SAE J395, Minimum Performance Criteria for Roll-Over 
Protective Structure for Crawler Tractors and Crawler-Type 
Loaders; and SAE J396, Minimum Performance Criteria for 
Roll-Over Protective Structure for Motor Graders. You must 
resort to these recommended practices ((shaH-beresortedto)) 
in the event that questions of interpretation arise. The recom- 
mended practices appear in the 1971 SAE Handbook, which 
may be examined in each of the district offices of the depart- 
ment of labor and industries. 


AMENDATORY SECTION (Amending WSR 02-12-098, 
filed 6/5/02, effective 8/1/02) 


WAC 296-155-960 Protective frame (ROPS) test 
procedures and performance requirements for wheel- 
type agricultural and industrial tractors used in construc- 
tion. (1) Definitions applicable to this section. 


((€a))) Agricultural tractor. As defined by SAE J333a, 
Operator Protection for Wheel-Type Agricultural and Indus- 
trial Tractors (July 1970) ((defines-"agriculturahHractoras)), 
a "wheel-type vehicle of more than 20 engine horsepower 
designed to furnish the power to pull, carry, propel, or drive 
implements that are designed for agricultural usage." Since 
this chapter applies only to construction work, the following 
definition of "agricultural tractor" is adopted for purposes of 
this part: "Agricultural tractor" means a wheel-type vehicle 
of more than 20 engine horsepower, used in construction 
work, which is designed to furnish the power to pull, propel, 
or drive implements. 


(()}—))Industrial tractor((*—means)). That class of 
wheeled type tractor of more than 20 engine horsepower 
(other than rubber-tired loaders and dozers described in 
WAC 296-155-955), used in operations such as landscaping, 
construction services, loading, digging, grounds keeping, and 
highway maintenance. 


((€€})) * The following symbols, terms, and explanations 
apply to this section: 


E;, = Energy input to be absorbed during side 
loading. E;, = 723 + 0.4 W ft.-Ib. (E';, 
= 100+ 0.12 W', m.- kg). 
E;, = Energy input to be absorbed during rear 
loading. E;, = 0.47 W ft.- lb. (E';, = 0.14 
W', m.- kg). 
W = Tractor weight as prescribed in WAC 296- 
155-960 (5)(a) and (5)(c) in lb. (W', kg). 
L = Static load, lb. (kg.). 
D = Deflection under L, in. (mm.). 
L-D = Static load-deflection diagram. 
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Lin-Dm = Modified static load-deflection diagram 
(Figure V-20). To account for increase in 
strength due to increase in strain rate, 
raise L in plastic range to Lx K. 


K = Increase in yield strength induced by 
higher rate of loading (1.3 for hot rolled 
low carbon steel 1010-1030). Low carbon 
is preferable; however, if higher carbon or 
other material is used, K must be deter- 
mined in the laboratory. Refer to Charles 
H. Norris, et al., Structural Design for 
Dynamic Loads (1959), p. 3. 


L = Maximum observed static load. 


Load limit = Point on L-D curve where observed static 
load is 0.8 Lmax (refer to Figure V-19). 


E, = Strain energy absorbed by the frame, ft.- 
Ib. (m. - kg) area under L,,-D,, curve. 
FER = Factor of energy ratio, FER = E /E;s; also 
= E/E; 
P,, = Maximum observed force in mounting 
connection under static load, L, lb. (kg.). 
FSB = Design margin for mounting connection 
FSB = (P,/P,)-1. 

H = Vertical height of lift of 4,410 1b. (2,000 
kg.) weight, in. (H', mm.). The weight 
((shaH)) must be pulled back so that the 
height of its center of gravity above the 
point of impact is defined as follows: H = 
4.92 + 0.00190 W or (H' = 125 = 0.107 
W') (Figure V-14). 
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IMPACT ENERGY, LB FT 


FIGURE V-14 
Impact energy and corresponding lift height of 4,410 Ib. (2,000 kg.) weight. 


((()-Seuree-ofstandard-)) Note: The standard in this sec- 
tion is derived from, and restates, Society of Automotive 
Engineers Standard J334a (July 1970), Protective Frame Test 
Procedures and Performance Requirements. This standard 
must be used in the event that questions of interpretation 
arise. The standard appears in the 1971 SAE Handbook. 

(2) General. 

(a) The purpose of this section is to set forth require- 
ments for frames for the protection of operators of wheel type 
agricultural and industrial tractors to minimize the possibility 
of operator injury resulting from accidental upsets during 
normal operation. With respect to agricultural and industrial 
tractors, the provisions of WAC 296-155-955 and 296-155- 
965 for rubber-tired dozers and rubber-tired loaders may be 
utilized in lieu of the requirements of this section. 

(b) The protective frame which is the subject of this stan- 
dard is a structure mounted to the tractor that extends above 
the operator's seat and conforms generally to Figure V-15. 
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FIGURE V-15 
Typical frame configuration. 


(c) If an overhead weather shield is attached to the pro- 
tective frame, it may be in place during tests: Provided, That 
it does not contribute to the strength of the protective frame. 
If such an overhead weather shield is attached, it must meet 
the requirements of subsection (10) of this section. 


(d) For overhead protection requirements, see WAC 
296-155-965. 


(e) If protective enclosures are used on wheel-type agri- 
cultural and industrial tractors, they ((shaH)) must meet the 
requirements of Society of Automotive Engineers Standard 
J168 (July 1970), Protective Enclosures, Test Procedures, 
and performance requirements. 


(3) Applicability. The requirements of this section apply 
to wheel-type agricultural tractors use in construction work 
and to wheel-type industrial tractors used in construction 
work. See subsection (1) of this section for definitions of 
agricultural tractors and industrial tractors. 

(4) Performance requirements. 

(a) Either a laboratory test or a field test is required in 
order to determine the performance requirements set forth in 
subsection (10) of this section. 

(b) A laboratory test may be either static or dynamic. The 
laboratory test must be under conditions of repeatable and 
controlled loading in order to permit analysis of the protec- 
tive frame. 

(c) You must conduct a field upset test, if used, ((shalbe 
eondueted)) under reasonably controlled conditions, both 
rearward and sideways, to verify the effectiveness of the pro- 
tective frame under actual dynamic conditions. 

(5) Test procedure((—)) - General. 


(a) The tractor used ((shaH)) must be the tractor with the 
greatest weight on which the protective frame is to be used. 
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(b) You must use a new protective frame and mounting 
connections of the same design ((shal-be-ased)) for each test 
procedure. 

(c) You must measure and record instantaneous and per- 
manent frame deformation ((shal}-be-measuredand 
recorded)) for each segment of the test. 

(d) You must determine dimensions relative to the seat 
((shal-be-determined)) with the seat unloaded and adjusted to 
its highest and most rearward latched position provided for a 
seated operator. 

(e) If the seat is offset, the frame loading ((shaH)) must 
be on the side with the least space between the centerline of 
the seat and the upright. 

(f) The low temperature impact strength of the material 
used in the protective structure ((shal})) must be verified by 
suitable material tests or material certifications in accordance 
with WAC 296-155-955 (7)(b)(iv). 

(6) Test procedure for vehicle overturn. 

(a) Vehicle weight. The weight of the tractor, for pur- 
poses of this section, includes the protective frame, all fuels, 
and other components required for normal use of the tractor. 
((Babastunust-be-added)) You must add ballast if necessary 
to achieve a minimum total weight of 130 lb. (59 kg.) per 
maximum power takeoff horsepower at rated engine speed. 
The weight of the front end must be at least 33 1b. (15 kg.) per 
maximum power takeoff horsepower. In case power takeoff 
horsepower is unavailable, you must use 95 percent of net 
engine flywheel horsepower ((shal be-ased)). 

(b) You must test agricultural tractors ((shal-be-tested)) 
at the weight set forth in subdivision (a) of this subsection. 

(c) You must test industrial tractors ((shaH-be-tested)) 
with items of integral or mounted equipment and ballast that 
are sold as standard equipment or approved by the vehicle 
manufacturer for use with the vehicle where the protective 
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frame is expected to provide protection for the operator with 
such equipment installed. The total vehicle weight and front 
end weight as tested ((shalt)) must not be less than the 
weights established in subdivision (a) of this subsection. 

(d) You must conduct the test ((skalbecondueted)) on a 
dry, firm soil bank as illustrated in Figure V-16. The soil in 
the impact area ((shaH)) must have an average cone index in 
the 0.6 in. (153 mm.) layer not less than 150 according to 
American Society of Agricultural Engineers Recommenda- 
tions ASAE R313, Soil Cone Penetrometer. The path of 
travel of the vehicle ((shaH)) must be 12° + 2° to the top edge 
of the bank. 

(e) The upper edge of the bank ((shaH)) must be 
equipped with an 18 in. (457 mm.) high ramp as described in 
Figure V-16 to assist in tipping the vehicle. 

(f) The front and rear wheel tread settings, where adjust- 
able, ((shal)) must be at the position nearest to halfway 
between the minimum and maximum settings obtainable on 
the vehicle. Where only two settings are obtainable, you must 
use the minimum setting ((shaH-be+used)). 

(g) Vehicle overturn test((—)) - Sideways and rearward. 

(i) You must drive the tractor ((shall be-driven)) under its 
own power along the specified path of travel at a minimum 
speed of 10 m.p.h. (16 km./hr.) or maximum vehicle speed if 
under 10 m.p.h. (16 km./hr.) up the ramp as described in sub- 
division (e) of this subsection to induce sideways overturn. 

(ii) Rear upset ((shaH)) must be induced by engine power 
with the tractor operating in gear to obtain 3-5 m.p.h. (4.8- 
8 km./hr.) at maximum governed engine r.p.m. preferably by 
driving forward directly up a minimum slope of two vertical 
to one horizontal. The engine clutch may be used to aid in 
inducing the upset. 
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FIGURE V-16 


(7) Other test procedures. When the field upset test is 
not used to determine ROPS performance, you must perform 
either the static test or the dynamic test, contained in subsec- 
tion (8) or (9) of this section((-shaH-be-made)). 

(8) Static test. 

(a) Test conditions. 

(i) The laboratory mounting base ((shaH)) must include 
that part of the tractor chassis to which the protective frame is 
attached including the mounting parts. 

(ii) The protective frame ((sha)) must be instrumented 
with the necessary equipment to obtain the required load 
deflection data at the locations and directions specified in 
Figures V-17, V-18, and V-19. 
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LOAD 
APPLIED 


FIGURE V-17 
Side load application. 


FIGURE V-18 
Rear load application. 
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FIGURE V-19 , 
Method of measuring instantaneous deflection. 


(iii) The protective frame and mounting connections 
((shaHt)) must be instrumented with the necessary recording 
equipment to obtain the required load-deflection data to be 
used in calculating FSB (see subsection (1)(c) of this sec- 
tion). The gauges ((shaĦ)) must be placed on mounting con- 
nections before the installation load is applied. 

(b) Test procedure. 

(i) The side load application ((shal)) must be at the 
upper extremity of the frame upright at a 90° angle to the cen- 
terline of the vehicle. The side load "L" ((shal!)) must be 
applied according to Figure V-17. "L" and "D" ((sha})) must 
be recorded simultaneously. You must stop the test ((shal be 
stepped)) when: 

((€a))) (A) The strain energy absorbed by the frame is 
equal to the required input energy (E;,): or 


LOAD L, LB (kg) 


((€6))) (B) Deflection of the frame exceeds the allowable 
deflection((;)): or 

((€€))) (©) The frame load limit occurs before the allow- 
able deflection is reached in the side load. 

(ii) You must construct the L-D diagram, as shown by 
means of a typical example in Figure V-20, ((shal-be-con- 
stracted,)) using the data obtained in accordance with item (i) 
of this subdivision. 

(iii) You must construct the modified L,,-D,, diagram 
((shal be-constructed)) according to item (ii) of this subdivi- 
sion and according to Figure V-21. You must then determine 
the strain energy absorbed by the frame (E) ((shalthan-be 
determined)). 

(iv) You must calculate E;,, FER and FSB ((shalibeeat 
eutated)). 


LOAD LIMIT 


DEFLECTION D, IN (mm) 


FIGURE V-20 
Typical L-D diagram. 
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FIGURE V-21 
Typical modified L,,-D,, diagram. 


(v) You must repeat the test procedure ((shalbe 
repeated)) on the same frame utilizing L (rear input; see Fig- 
ure V-19) and E;,. Rear load application ((shaH)) must be uni- 
formly distributed along a maximum projected dimension of 
27 in. (686 mm.) and a maximum area of 160 sq. in. (1,032 
sq. cm.) normal to the direction of load application. You must 
apply the load ((shalbe-appled)) to the upper extremity of 
the frame at the point which is midway between the center- 
line of the seat and the inside of the frame upright. 

(9) Dynamic test. 

(a) Test conditions. 

(1) The protective frame and tractor ((shaH)) must meet 
the requirements of subsection (6)(b) or (c) of this section, as 
appropriate. 

(ii) The dynamic loading ((shaH)) must be produced by 
use of a 4,410 Ib. (2,000 kg.) weight acting as a pendulum. 
The impact face of the weight ((shaH)) must be 27 plus or 
minus ((44n-)) one inch by 27 plus or minus ((+4#-)) one inch 
(686 + or - 25 mm.) and ((skaH})) must be constructed so that 
its center of gravity is within ((+4n-)) one inch (25.4 mm.) of 
its geometric center. The weight ((shaH)) must be suspended 
from a pivot point 18-22 ft. (5.5-6.7 m.) above the point of 
impact on the frame and ((shaH)) must be conveniently and 
safely adjustable for height. (See Figure V-22.) 
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FIGURE V-22 
Pendulum. 


(iii) For each phase of testing, you must restrain the trac- 
tor ((shalbe-+estrained)) from moving when the dynamic 
load is applied. The restraining members ((sha})) must be of 
0.5-0.63 in. (12.5-16 mm.) steel cable and points of attaching 
restraining members ((sha)) must be located an appropriate 
distance behind the rear axle and in front of the front axle to 
provide a 15°-30° angle between a restraining cable and the 
horizontal. The restraining member ((sha}})) must either be in 
the plane in which the center gravity of the pendulum will 
swing or more than one restraining cable ((shal)) must give a 
resultant force in this plane. (See Figure V-23.) 
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FIGURE V-23 
Method of impact from rear. 


(iv) The wheel tread setting ((shaH)) must comply with 
the requirements of subsection (6)(f) of this section. The tires 
((shaH})) must have no liquid ballast and ((shaH)) must be 
inflated to the maximum operating pressure recommended by 
the tire manufacturer. With specified tire inflation, the 
restraining cables ((shaH)) must be tightened to provide tire 
deflection of 6-8 percent of nominal tire section width. After 
the vehicle is properly restrained, a wooden beam 6 x 6 in. 
(15 x 15 cm.) ((shaH)) must be driven tightly against the 
appropriate wheels and clamped. For the test to the side, an 
additional wooden beam ((skaH)) must be placed as a prop 
against the wheel nearest the operator's station and ((shaH)) 
must be secured to the floor so that it is held tightly against 
the wheel rim during impact. The length of this beam ((sha})) 
must be chosen so that when it is positioned against the wheel 
rim it is at an angle of 25°-40° to the horizontal. It ((sha})) 
must have a length 20-25 times its depth and a width two to 
((three)) 3 times its depth. (See Figures V-23 and V-24.) 


S R P LONGITUOINAL CENTERLINE 


PROP WEOGED AGAINST 
WHEEL RIM AFTER ANCHORING 


RESTRAINING CABLE 


BEAM CLAMPED AGAINST SIDES OF FRONT 
AND REAR WHEELS AND AGAINST PROP. 


FIGURE V-24 
Method of impact from side. 


(v) ((Means-shal be-previded)) You must provide means 


indicating the maximum instantaneous deflection along the 
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line of impact. A simple friction device is illustrated in Figure 
V-24. 

(vi) No repair or adjustments may be carried out during 
the test. 

(vii) If any cables, props, or blocking shift or break 
during the test, you must repeat the test ((shal-be-+epeated)). 

(b) Test procedure. 

(i) General. You must evaluate the frame ((shal-be-eval 
uated)) by imposing dynamic loading to rear followed by a 
load to the side on the same frame. The pendulum dropped 
from the height (see definition "H" in subsection (1)(c) of this 
section) imposes the dynamic load. You must select the posi- 
tion of the pendulum ((skhal-be-se-selected)) so that the initial 
point of impact on the frame ((shaHbe)) is in line with the arc 
of travel of the center of gravity of the pendulum. You should 
use a quick release mechanism ((sheuld be-xsed)) but, if used, 
((shaH)) it must not influence the attitude of the block. 

(ii) Impact at rear. You must properly restrain the tractor 

ined)) according to subdivisions 
(a)(iii) and (iv) of this section. You must position the tractor 
((shalbe-pesitioned)) with respect to the pivot point of the 
pendulum such that the pendulum is 20° from the vertical 
prior to impact, as shown in Figure V-23. The impact ((sha})) 
must be applied to the upper extremity of the frame at the 
point which is midway between the centerline of the seat and 
the inside of the frame upright of a new frame. 

(iii) Impact at side. The block and restraining ((sha})) 
must conform to subdivisions (a)(iii) and (iv) of this subsec- 
tion. The point of impact ((shaH)) must be that structural 
member of the protective frame likely to hit the ground first 
in a sideways accidental upset. The side impact ((shaH)) must 
be applied to the side opposite that used for rear impact. 

(10) Performance requirements. 

(a) General. 

(1) The frame, overhead weather shield, fenders, or other 
parts in the operator area may be deformed but ((shal)) must 
not shatter or leave sharp edges exposed to the operator, or 
violate dimensions as shown in Figures V-17 and V-18 as fol- 
lows: 


D = 2in.(51 mm.) inside of frame upright to 
vertical centerline of seat. 


= 30 in. (762 mm.). 


F = Notless than 0 in. and not more than 12 in. 
(305 mm.), measured at centerline front of 
seat backrest to crossbar along the line of 
load application as shown in Figure V-17. 


G = 24 in. (610 mm). 


(11) The material and design combination used in the pro- 
tective structure must be such that the structure can meet all 
prescribed performance tests at zero degrees Fahrenheit in 
accordance with WAC 296-155-955 (7)(b)(iv). 

(b) Vehicle overturn performance requirements. You 
must meet the requirements of this subsection (10) ((mustbe 
met)) in both side and rear overturns. 

(c) Static test performance requirements. Design factors 
((shaH)) must be incorporated in each design to withstand an 
overturn test as prescribed in this subsection (10). The struc- 
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tural requirements will be generally met if FER is greater 
than ((+)) one and FSB is greater than K-1 in both side and 
rear loadings. 

(d) Dynamic test performance requirements. Design fac- 
tors ((shal})) must be incorporated in each design to with- 
stand the overturn test prescribed in this subsection (10). The 
structural requirements will be generally met if the dimen- 
sions in this subsection (10) are adhered to in both side and 
rear loads. 


AMENDATORY SECTION (Amending Order 74-26, filed 
5/7/74, effective 6/6/74) 


WAC 296-155-965 Overhead protection for opera- 
tors of agricultural and industrial tractors. (1) General. 

(a) Purpose. When overhead protection is provided on 
wheel-type agricultural and industrial tractors, the overhead 
protection ((shaH)) must be designed and installed according 
to the requirements contained in this section. The provisions 
of WAC 296-155-955 for rubber-tired dozers and rubber- 
tired loaders may be used in lieu of the standards contained in 
this section. The purpose of the standard is to minimize the 
possibility of operator injury resulting from overhead hazards 
such as flying and falling objects, and at the same time to 
minimize the possibility of operator injury from the cover 
itself in the event of accidental upset. 

(b) Applicability. This section applies to wheel-type 
agricultural tractors used in construction work and to wheel- 
type industrial tractors used in construction work. See WAC 
296-155-960 (1) and (3). In the case of machines to which 
WAC 296-155-625 (relating to site clearing) also applies, the 
overhead protection may be either the type of protection pro- 
vided in WAC 296-155-625 or the type of protection pro- 
vided by this section. 

(2) Overhead protection. When overhead protection is 
installed on wheel-type agricultural or industrial tractors used 
in construction work, it ((shaH)) must meet the requirements 
of this subsection. The overhead protection may be con- 
structed of a solid material. If grid or mesh is used, the largest 
permissible opening ((shaH)) must be such that the maximum 
circle which can be inscribed between the elements of the 
grid or mesh is 1.5 in. (38 mm.) in diameter. The overhead 
protection ((shal)) must not be installed in such a way as to 
become a hazard in the case of upset. 

(3) Test procedures((—)) - General. 

(a) The requirements of WAC 296-155-960 (5), (6) and 
(7) ((shal!)) must be met. 

(b) Static and dynamic rear load application ((sha})) 
must be uniformly distributed along a maximum projected 
dimension of 27 in. (686 mm.) and a maximum area of 160 
in.? (1,032 cm.?) normal direction of load application. The 
load ((shalt)) must be applied to the upper extremity of the 
frame at the point which is midway between the centerline of 
the seat and the inside of the frame upright. 

(c) The static and dynamic side load application ((sha})) 
must be uniformly distributed along a maximum projected 
dimension of 27 in. (686 mm.) and a maximum area of 160 
in.” (1,032 cm.’) normal to the direction of load application. 
The direction of load application is the same as in WAC 296- 
155-960 (8) and (9). To simulate the characteristics of the 
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structure during an upset, the center of load application may 
be located from a point 24 in. (610 mm.) (K) forward to 12 in. 
(305 mm.) (K) forward to 12 in. (305 mm.) (L) rearward of 
the front of the seat backrest to best utilize the structural 
strength. See Figure V-25. 


FIGURE V-25 
Location for side load. 


(4) Drop test procedures. 

(a) You must subject the same frame ((shalbe-sub- 
jeeted)) to the drop test following either the static or dynamic 
test. 


(b) A solid steel sphere or material of equivalent spheri- 
cal dimension weighing 100 1b. (45.4 kg.) ((shal})) must be 
dropped once from a height 10 ft. (3,048 mm.) above the 
overhead cover. 

(c) The point of impact ((shaH)) must be on the overhead 
cover at a point within the zone of protection as shown in Fig- 
ure V-26, which is furthest removed from major structural 
members. 
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FIGURE V-26 
Zone of protection for drop test. 
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(5) Crush test procedure. 

(a) You must subject the same frame ((shalbe-sub- 
jeeted)) to the crush test following the drop test and static or 
dynamic test. 

(b) The test load ((shaH)) must be applied as shown in 
Figure V-27 with the seat positioned as specified in WAC 
296-155-960 (5)(d). Loading cylinders ((shalt)) must be piv- 
otally mounted at both ends. Loads applied by each cylinder 
((shaH)) must be equal within 2 ((pereent)) %, and the sum of 
the loads of the two cylinders ((shaH)) must be two times the 
tractor weight as set forth in WAC 296-155-960 (6)(a). The 
maximum width of the beam illustrated in Figure V-27 
((shaH)) must be 6 in. (152 mm.). 


FIGURE V-27 
Method of load application for crush test. 


(6) Performance requirements. 

(a) General. You must meet the performance require- 
ments set forth in WAC 296-155-960 (10)(b), (c) and (d) 
((shal-be-met)). 

(b) Drop test performance requirements. 

(1) Instantaneous deformation due to impact of the sphere 
((shaH)) must not enter the protected zone as illustrated in 
Figures V-25, V-26, and V-28. 


FIGURE V-28 
Protected zone during crush and drop tests. 


(ii) In addition to the dimensions set forth in WAC 296- 
155-960 (10)(a)(i) the following dimensions apply to Figure 
V-28: 


H = 17.5 in. (444 mm.). 


J = 2 in. (50.8 mm.) measured from the outer 
periphery of the steering wheel. 


(c) Crush test performance requirements. You must not 
violate the protected zone as described in Figure V-28 ((must 
notbe-vielated)). 
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(7) Source of standard. This standard is derived from, 
and restates, the portions of Society of Automotive Engineers 
Standard J167 which pertain to overhead protection require- 
ments. The full title of the SAE standard is: Protective Frame 
with Overhead Protection—Test Procedures and perfor- 
mance requirements. You must resort to the SAE standard 
((shal be resertedte)) in the event that questions of interpre- 
tation arise. The SAE standard appears in the 1971 SAE 
Handbook. 
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Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 0, Repealed 0. 
Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 1, Repealed 0. 
Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
0, Repealed 0. 
Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 0, Repealed 0. 

Date Adopted: April 20, 2016. 


Jennifer L. Sloan 
Rules Coordinator 


AMENDATORY SECTION (Amending WSR 08-01-106, 
filed 12/18/07, effective 1/18/08) 


WAC 516-09-020 Agency description—Contact 
information—Public records officer. (1) Western Wash- 
ington University is an institution of higher education, 
authority for which is located in chapter 28B.35 RCW. The 
administrative offices of the university are located at the uni- 
versity's main campus at Bellingham, Washington. The uni- 
versity also has education centers in Seattle, Everett, Mount- 
lake Terrace, Shoreline, Bremerton, Oak Harbor, Anacortes, 
and Port Angeles. 

(2) Any person wishing to request access to public 
records of the university, or seeking assistance in making 
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such a request, should contact the university's public records 
officer located at the main campus listed below: 


Public Records Officer 

Western Washington University 

516 High Street 

Bellingham, WA 98225 

Phone: ((369-659-305+)) 360-650-2728 
Fax: ((360-650-3044)) 360-650-4228 


Current contact information and additional information 
regarding release of public records can be found on the uni- 
versity web site at ((http: j i 


— - )) http://www.wwu.edu/public 
records/index.shtml. 

(3) The public records officer will oversee compliance 
with the act but another university staff member may process 
the request. Therefore, these rules will refer to the public 
records officer or "designee." The public records officer or 
designee and the university will provide the "fullest assis- 
tance" to requestors; ensure that public records are protected 
from damage or disorganization; and prevent fulfilling public 
records requests from causing excessive interference with 
essential functions of the university. 


WSR 16-09-119 
PERMANENT RULES 
DEPARTMENT OF HEALTH 
(Veterinary Board of Governors) 
[Filed April 20, 2016, 6:49 a.m., effective May 21, 2016] 


Effective Date of Rule: Thirty-one days after filing. 

Purpose: WAC 246-933-460 Organizations, institutions 
or individuals approved by the veterinary board to provide 
continuing education courses, the veterinary board of gover- 
nors amended the rule to include the Registry of Alternative 
and Integrative Veterinary Medical Education (RAIVE) in 
the list of approved continuing education courses. 

Citation of Existing Rules Affected by this Order: 
Amending WAC 246-933-460. 

Statutory Authority for Adoption: RCW 18.92.030. 

Adopted under notice filed as WSR 16-03-085 on Janu- 
ary 20, 2016. 

Number of Sections Adopted in Order to Comply with 
Federal Statute: New 0, Amended 0, Repealed 0; Federal 
Rules or Standards: New 0, Amended 0, Repealed 0; or 
Recently Enacted State Statutes: New 0, Amended 0, 
Repealed 0. 

Number of Sections Adopted at Request of a Nongov- 
ernmental Entity: New 0, Amended 1, Repealed 0. 

Number of Sections Adopted on the Agency's Own Ini- 
tiative: New 0, Amended 0, Repealed 0. 

Number of Sections Adopted in Order to Clarify, 
Streamline, or Reform Agency Procedures: New 0, Amended 
0, Repealed 0. 

Number of Sections Adopted Using Negotiated Rule 
Making: New 0, Amended 0, Repealed 0; Pilot Rule Making: 
New 0, Amended 0, Repealed 0; or Other Alternative Rule 
Making: New 0, Amended 1, Repealed 0. 
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Date Adopted: March 7, 2016. 


Suzan Seelye, DVM 
Board Chair 


AMENDATORY SECTION (Amending WSR 14-04-020, 
filed 1/27/14, effective 2/27/14) 


WAC 246-933-460 Organizations, institutions or 
individuals approved by the veterinary board to provide 
continuing education courses. (1) The veterinary board des- 
ignates the following organizations, institutions or individu- 
als as providing approved continuing veterinary medical edu- 
cation courses: 

(a) The American Association of Veterinary State 
Boards (AAVSB). 

(b) The American Veterinary Medical Association 
(AVMA). 

(c) The Washington State Veterinary Medical Associa- 
tion. 

(d) Any board approved college or school of veterinary 
medicine. 

(e) Any state or regional veterinary association which is 
recognized by the licensing authority of its state as a qualified 
professional association or educational organization. 

(f) The American Animal Hospital Association. 

(g) Veterinary specialty boards recognized by the Amer- 
ican Veterinary Medical Association. 

(h) Conferences offered by regional or allied organiza- 
tions recognized by AAVSB. 

(i) The Registry of Approved Continuing Education 
(RACE). 

(j) The Registry of Alternative and Integrative Veteri- 
nary Medical Education (RAIVE). 

(k) The United States Animal Health Association. 

(€) A) The American Association of Veterinary Lab- 
oratory Diagnosticians. 

(®©) Gm) The Washington state department of agricul- 
ture. 

((6)) (n) A board certified veterinarian who is certified 
by a veterinary specialty board recognized by the American 
Veterinary Medical Association when teaching a course 
within his or her area of certification. 

(())) (0) A veterinarian who is a faculty member of an 
accredited college or school of veterinary medicine when 
teaching a course within his or her area of expertise. 

(2) Continuing veterinary medical education courses 
offered by the organizations, institutions, or individuals listed 
in subsection (1) of this section are presumed to qualify as 
continuing veterinary medical education courses for purposes 
of fulfillment of the requirements of WAC 246-933-420 
without specific prior approval by the board. 

(3) Other organizations, institutions, or individuals may 
submit course information to the board for determination 
whether the course qualifies as continuing veterinary medical 
education under WAC 246-933-401 through 246-933-480 for 
purposes of fulfillment of the requirements of WAC 246- 
933-420. 
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